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PREFACE  TO  THE  FOURTH  EDITION 


In  the  present  edition  numerous  changes  have  been  made  where 
in  the  experience  of  those  who  have  used  the  book,  the  method 
of  presentation  could  be  simplified  or  clarified,  especially  in  the 
paragraphs  dealing  with  the  Dynamics  of  Rotation.  A  new  part 
on  Sound  has  been  prepared,  attention  being  especially  paid  to 
recent  important  work  by  Professors  Sabine  and  Miller  and 
others.  The  editor  wishes  to  express  his  indebtedness  to  Dr. 
Langmuir  for  information  regarding  his  new  air  pump. 

The  Editor. 

WoBcasTSB,  Mass. 


EXTRACTS  FROM  PREFACE  TO  FIRST  EDITION 


The  preparation  of  a  work  of  this  grade  by  the  collaboration 
of  several  writers  is  a  somewhat  novel  undertaking,  and  some 
explanation  of  its  genesis  will  not  be  out  of  place.  It  represents 
the  attempt  of  seven  experienced  teachers  of  college  physics  to 
prepare  a  text-book  that  would  be  more  satisfactory  to  all  of 
them  than  any  existing  one.  It  was,  of  course,  hoped  that  such 
a  book  would  also  prove  acceptable  to  other  teachers.  It  seemed 
to  the  writers  that  there  was  a  need,  and  there  would  be  a  place, 
for  a  work  prepared  in  this  way. 

One  or  two  remarks  as  to  the  character  of  the  book  may  be 
permitted.  It  will  in  general  be  found  that  the  writers,  while 
aiming  first  of  all  at  clearness  and  accuracy,  have  preferred  terse- 
ness to  dififuseness.  Repetition  and  amplification  are  desirable 
in  a  lecture.  In  a  printed  statement,  which  may  be  reread  and 
weighed  until  mastered,  they  often  discourage  thought;  and  a 
teacher  of  Physics  might  well  begin  his  instruction  with  the  words 
of  Demosthenes,  ''In  the  name  of  the  gods  I  beg  you  to  think." 
The  writers  have  endeavored  to  present  their  subjects  simply  and 
directly,  avoiding,  on  the  one  hand,  explanations  obvious  to  any 
student  of  fair  capacity,  and,  on  the  other  hand,  subtle  distinc- 
tions and  discussions  suited  to  more  advanced  courses.  Some 
may  find  the  material  included  in  the  book  too  extensive  for  a 
single  course.  If  so,  a  briefer  course  can  be  arranged  by  omitting 
all  of  the  parts  in  small  print  together  with  as  much  of  those  in 
large  print  as  may  seem  desirable.  There  may  seem  to  be  some 
duplication  of  topics  in  the  work  of  two  contributors.  In  such 
cases  (which  are  very  few),  it  will  be  foimd  that  the  treatment  is 
from  different  points  of  view,  appropriate  to  the  respective  sub- 
divisions of  the  subject. 

Thb  Editob. 
WoBcasTBBy  Mabb. 
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MECHANICS  AND  THE  PROPERTIES  OF 

MATTER 

By  a.  Wilmbb  Duff,  D.  Sc. 

PToj€9mjT  cj  PhyticB  in  the  WoreeeUr  Polyteeknie  IniHMe,  Warcetierf  Mau, 

INTRODUCTION 

1.  Physics  as  a  Science. — From  the  evidence  of  our  senses  we 
infer  the  existence  of  a  great  variety  of  bodies  in  the  physical 
universe  around  us.  By  the  use  of  our  senses  we  also  learn  that 
these  bodies  have  various  characteristics  in  common,  such  as 
inertia,  weight,  and  elasticity,  and  these  we  attribute  to  the 
maUer  of  which  in  various  forms  all  bodies  seem  to  consist. 
Hatter  in  itself  is  inert;  the  mutual  actions  of  bodies  and  the  effects 
which  they  produce  on  our  senses  are  due  to  the  presence  in  them 
of  something  which  is  not  matter  and  which  is  called  energy. 
We  shall  define  the  word  energy  later;  the  thing  denoted  by  it  is 
known  to  all  as  the  means  which  are  supplied  by  the  sim,  fuels, 
and  elevated  bodies  of  water,  and  which  are  required  for  various 
familiar  operations  in  nature  and  industry. 

Physics  Is  the  Science  of  the  Properties  of  Hatter  and  Energy. — 
This  general  description  of  Physics  does  not  sharply  distinguish 
it  from  Chemistry  and,  in  fact,  no  definite  dividing  line  can  be 
drawn  between  the  two  sciences,  although,  in  a  general  way,  it 
may  be  stated  that  chemistry  deals  chiefly  with  questions  re- 
garding the  composition  and  decomposition  of  substances.  The 
different  branches  of  Engineering  also  treat  of  the  properties  of 
matter,  but  from  the  point  of  view  of  their  useful  applications. 

A  science  is  more  than  a  large  amount  of  imformation  on  some 
subject.    In  very  early  times  men  must  have  had  much  valuable 
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infoVmsfibd  r^^ardrng^the  prhysical  results  of  various  actions  and 
processes;  but  it  was  only  when  attempts  were  made  to  sjrstema- 
tise  and  arrange  this  knowledge  and  to  seek  the  relations  between 
the  different  facts  that  the  science  of  Physics  began.  The  descrip- 
tion of  the  phenomena  of  the  physical  world  became  more  and 
more  scientific  as  more  numerous  connections  between  phjnucal 
phenomena  were  discovered  and  described.  At  the  present  time 
Physics  has  progressed  farther  in  this  direction  than  any  other 
science,  and,  in  seeking  to  give  a  brief  accoimt  of  the  present  state 
of  the  science  of  Physics,  it  must  be  our  aim,  not  only  to  state  the 
most  important  observed  facts,  but  also  to  show  the  relations  and 
interdependence  of  these  facts. 

It  will  be  seen  as  we  proceed  that  in  some  parts  of  the  subject 
the  relations  between  observed  facts  are  better  understood  than 
in  other  parts.  Thus  in  Mechanics  the  relations  between  phe- 
nomena have  been  so  well  ascertained  that  we  are  able  to  start 
from  a  few  simple  laws  regarding  the  motions  of  bodies  and  from 
these  deduce  explanations  of  the  most  complicated  motions.  In 
other  parts  of  the  subject  we  must  be  content  to  take  from  time 
to  time  some  one  principle  and  trace  the  logical  consequences  of 
it  as  far  as  we  can,  and  then  proceed  to  do  the  same  with  other 
principles. 

After  classifying  and  studying  a  group  of  facts,  the  process  by 
which  we  arrive  at  some  underlying  principle  is  called  Induction. 
Thus,  the  principle  of  gravitation  was  discovered  by  Newton 
after  a  careful  comparison  of  the  motions  of  falling  bodies  and  of 
the  moon  and  the  planets.  Having  found  a  general  principle 
underlying  and  binding  together  many  phenomena,  we  may 
reason  forward  from  it  and  deduce  other  known  or  unknown  facts, 
as  in  Geometry  we  deduce  one  proposition  from  another.  This 
process  is  called  Deduction.  In  a  brief  account  of  Physics  we 
must  necessarily  use  deductive  more  frequently  than  inductive 
methods;  but,  where  space  will  permit,  the  effort  may  be  made 
to  show  how  by  induction  important  fundamental  principles 
have  been  discovered. 

2.  Measurement. — The  first  condition  for  success  in  tracing  the 
connection  between  the  facts  in  any  science  is  that  these  facts 
shall  be  ascertained  as  accurately  as  possible.  A  qualitative 
statement  of  the  size  or  weight  of  a  body,  to  the  effect  that  it  is 
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large  or  small,  is  of  very  little  use.  A  quantitative  description 
of  the  same  consists  in  giving  the  ratio  of  its  size  or.  weight  to 
that  of  some  accepted  standard.  Such  a  standard  is  called  a 
unit,  and  the  numerical  ratio  of  the  thing  measured  to  the  unit 
is  called  the  numerical  measure  (or  numeric)  of  the  thing 
measured. 

Some  measurements  are  direct,  that  is,  they  are  made  by  com- 
paring the  quantity  to  be  measured  directly  with  the  unit  of  that 
kind,  as  when  we  find  the  length  of  a  rod  by  placing  a  yard  or 
meter  scale  beside  it.  But  most  measurements  are  indirect 
For  example,  to  measure  the  velocity  of  a  train  we  measure  the 
distance  it  travels  and  the  time  required,  and  by  calculation  we 
find  the  number  of  units  of  velocity  in  the  velocity  of  the  train. 

3.  Observation  and  Experiment. — ^In  some  branches  of  science 
mere  obeervatian,  that  is,  taking  note  of  circumstances  and  events, 
is  the  chief  or  only  way  of  obtaining  knowledge.  For  example, 
the  astronomer  cannot  modify  the  motions  of  the  heav^y 
bodies;  he  must  be  content  to  observe.  Observation  also  plays 
an  important  part  in  Physics,  but  experimerU,  which  consists  in 
modif  jring  circumstances  or  events  with  a  view  to  making  more 
valuable  observations,  plays  a  more  important  part.  Thus,  if 
we  desire  to  know  how  the  earth  attracts  a  body  and  whether  the 
attraction  is  different  at  different  places,  we  cannot  make  much 
progress  if  we  must  confine  ourselves  to  observing  bodies  falling 
freely  from  various  heights;  but,  if  we  modify  the  fall  by  attaching 
the  body  to  a  cord  and  swinging  it  as  a  pendulum,  we  are  able  to 
make  much  more  accurate  observations,  and  to  arrive  at  valuable 
information  that  we  could  probably  never  gain  by  observing  free 
falling  bodies.  For  this  reason  Physics  is  chiefly  an  experimental 
science,  that  is  to  say,  the  physicist  relies  on  carefully  planned 
experiments  to  find  information  and  then,  by  methods  of  reason- 
mg,  and  especially  the  condensed  accurate  form  of  reasoning 
called  Mathematics,  he  extracts  from  the  results  of  the  experiment 
all  the  information  possible. 

4.  Hypotheses. — ^An  event  or  phenomenon  remains  obscure  or 
unexplained  when  its  logical  connection  with  other  events  or 
phenomena  has  not  been  traced.  But  it  is  explained  when  it  is 
shown  to  be  connected  with  other  familiar  phenomena,  and  the 
nature  of  the  connection  is  made  clear.    Thus,  the  rising  of 
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mercury  in  an  exhausted  tube  was  obscure  and  unexplained  untfl 
it  was  found  to  be  different  at  different  heights  along  a  mountain 
side  and  to  be  connected  with  the  pressure  of  the  air  on  the 
mercury  in  the  pool  in  which  the  tube  stands.  The  explanation 
in  such  a  case  consists  in  tracing  out  the  relation  of  cause  and 
effect  between  the  thing  explained  and  other  things.  The  latter 
may  themselves  be  still  unexplained.  Thus  the  way  in  which 
air  exercises  pressure  has  only  comparatively  recently  been 
explained. 

A  suggested  explanation,  while  its  correctness  is  still  in  doubt, 
is  called  an  hypothesis.  The  hypothesis  suggested  to  account  for 
the  pressure  of  air  (or  any  gas)  is  that  air  consists  of  flying 
particles,  which,  by  their  bombardment  of  a  surface,  produce 
what  we  call  the  pressure  on  the  surface;  this  suggested  explana- 
tion is  called  the  kinetic  hypothesis  of  gases.  The  formation  of 
an  hypothesis  plays  a  very  important  part  in  science,  for  it 
stimulates  research  to  test  its  truth;  and,  even  if  this  particular 
hypothesis  turn  out  inadequate,  in  testing  it  many  new  facts  are 
usually  ascertained  and  the  way.  is  paved  for  arriving  at  the 
right  explanation.  The  word  theory  is  sometimes  used  in  the 
same  sense  as  hypothesis,  but  it  is  better  to  restrict  it  to  meaning 
the  extended  discussion  of  an  explanation  or  verified  hypothesis. 
We  shall  use  it  in  this  sense  later  when  speaking  of  the  Kinetic 
Theory  of  Gases  (§227). 

6.  Cauie  and  Effect.' — When  a  certain  event  seems  inevitably 
to  be  followed  by  a  certain  other  event  we  are  accustomed,  in 
ordinary  language,  to  speak  of  the  former  as  the  cause  of  the 
latter,  and  of  the  latter  as  the  effect  of  the  former.  Thus,  the 
explosion  of  powder  in  a  gun  is  spoken  of  as  the  cause  of  the 
projection  of  the  bullet,  and  the  latter  event  is  described  as  the 
effect  of  the  explosion.  In  speaking  of  the  relation  of  two  things 
as  that  of  cause  and  effect,  we  do  not  merely  mean  that  one  has 
always  been  observed  to  follow  the  other,  but  we  suppose  that 
there  is  something  invariable  in  the  connection  between  them, 
that  is,  we  imply  our  belief  that  nature  will  always  act  in  the 
same  way  when  the  circumstances  are  the  same.     The  principle 

^  There  is  here  no  attempt  to  use  terms  in  a  critical  philosophical  sense.    The  use  of 
sueh  words  cannot  be  avoided  in  an  elementary  work  without  confusing  circumlocution 
and  they  must  be  used  here  in  tlieir  ordinary  sense. 
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thus  stated  is  often  called  that  of  the  Uniformity  of  Nature. 
There  are,  however,  two  circumstances  which  must  be  considered 
as  of  no  importance  as  regards  the  connection  between  causes 
and  effects.  These  are  time  and  plcLce.  The  time  of  an  event  is, 
of  course,  never  repeated,  and  nothing,  so  far  as  we  know,  ever 
comes  again  to  exactly  the  same  place,  since  the  sun  and  all  the 
planets  are  moving  rapidly  through  space. 

6.  Physical  Laws. — A  careful  study  of  any  phenomenon  usually 
enables  us  to  state  in  a  general  way  what  will  happen  in  certain 
circumstances.  Very  ancient  observation  led  to  the  conclusion 
that  bodies  when  unsupported  fall  toward  the  earth.  Such  a 
generalization  is  a  physicdl  law,  A  still  wider  study  usually  leads 
to  a  more  general  law.  Thus,  the  study  of  falling  bodies  and  of 
the  motion  of  the  moon  and  of  the  planets  led  Newton  to  the  con- 
clusion that  each  of  two  bodies  is  attracted  toward  the  other. 
The  aim  of  physical  research  is  to  obtain  physical  laws  of  increas- 
ing width  and  generality.  Any  such  law  is  very  imperfect  until 
it  can  be  stated  in  exact  mathematical  form,  and  this  requires 
careful  measiurement.  By  measurement  and  calculation  Newton 
arrived  at  the  law  of  attraction  between  bodies  called  the  Law  of 
Universal  Gravitation.  Thud  a  physical  law  is  simply  a  state- 
ment that,  given  a  certain  set  of  circumstances,  certain  events 
will  follow  or  it  is  a  statement  of  some  aspect  of  the  Uniformity 
of  Nature. 

7.  Subdivisions  of  Physics.  The  Science  of  Physics  may,  for 
convenience,  be  divided  into  the  foUowing  parts: 

1.  Mechanics.        3.  Heat  6.  Sound. 

2.  Wave  Motion.  4.  Electricity  and  Magnetism.     7.  Light. 

6.  Radioactivity. 

The  subject-matter  of  each  of  these  parts  will  be  described 
when  that  part  is  taken  up. 

MECHANICS 

8.  Mechanics  is  the  branch  of  Physics  which  treats  of  the 
motions  of  bodies  and  the  causes  of  changes  in  these  motions.  It 
is  divided  into  two  parts,  one,  called  Einematicsi  in  which  the 
various  kinds  of  motion  are  described  and  studied,  and  the  other, 
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called  DynamicSi  in  which  the  .causes  of  change  of  motion  are 
studied.  Kinematics,  or  the  study  of  motion,  differs  froin  Geom- 
etry in  having  to  consider  the  element  of  time.  Dynamics  is 
usually  divided  into  two  parts,  Kinetics  and  StaticSi  the  former 
dealing  with  bodies  in  motion  and  the  latter  with  bodies  which, 
though  acted  on  by  causes  that  tend  to  produce  motion,  remain 
at  rest,  owing  to  the  fact  that  these  influences  counteract  each 
other.  (Some  authors  use  the  term  Dynamics  in  the  sense  here 
assigned  to  Kinetics.)  In  the  following  elementary  treatment 
of  Mechanics  it  will  not  be  convenient  to  treat  the  various  parts 
of  the  subject  quite  separately;  each  will  be  taken  up  in  turn 
as  convenience  and  simplicity  may  seem  to  dictate. 

KINBMATICS 
The  Geometry  of  Displacements 

9.  Translation  and  Rotation. — Motions  may  be  divided  into 
two  kinds.  A  moving  body  has  a  motion  of  translation  when 
every  straight  line  in  the  body  remains  parallel  to  its  original 
position.  .  Thus,  a  train  moving  on  a  straight  track  and  a  sled 
moving  down  a  uniform  incline  have  motions  of  translation.  In 
such  a  case  all  points  in  the  body  move  in  exactly  the  same  way. 
Hence  the  motion  of  the  body  is  completely  described  when  the 
motion  of  any  point  in  the  body  is  given,  and  we  may,  therefore, 
in  describing  the  motion  of  the  body,  treat  it  as  a  single  particle 
located  at  a  point. 

A  body  has  a  motion  of  rotation  when  all  points  in  the  body 
travel  in  circles  the  centers  of  which  lie  in  a  straight  line;  the 
line  is  called  the  axis  of  rotation.  This  is  the  motion  of  a  grind- 
stone, a  flywheel,  or  a  swing.  Any  two  points  in  such  a  body 
are  at  any  moment  moving  differently  (unless  they  lie  in  a  plane 
through  the  axis  and  are  equidistant  from  the  axis);  points 
farther  from  the  axis  move  in  larger  circles  and  more  rapidly 
than  those  nearer  to  the  axis. 

Many  forms  of  motion  are  highly  complex,  but  they  may  in  all 
cases  be  considered  as  made  up  of  translations  and  rotations. 

Since  the  motion  of  a  body  which  has  translation  without 
rotation  is  the  same  as  that  of  a  point,  it  is  convenient  to  begin 
with  a  study  of  the  motion  of  a  point. 


KINEMATICS  7 

10.  Position  of  a  Point. — ^The  position  of  a  point  is  fixed  by  its 
distances,  or  distanoes  and  directionsi  from  other  points,  lines,  or 
surfaces.  The  simplest  way  of  stating  the  position  of  a  point 
is  by  giving  its  distance  and  direction  from  some  other  point 
which  we  may  call  the  starting-point  or  origin. 

When  we  confine  our  attention  to  points  in  a  certain  line, 
straight  or  curved,  their  positions  may  be  assigned  by  giving  the 
distance  of  each  point  from  some  assumed  origin  in  that  line. 
One  direction  away  from  the  origin  is  taken  as  positive  and  the 
opposite  direction  as  negative.  For  example,  the  position  of  any 
station  on  a  railway  line  may  be  fixed  by  its  distance,  positive  or 
negative,  from  some  other  station  taken  as  origin. 

When  we  confine  our  attention  to  points  on  a  surface,  plane 
or  curved,  the  position  of  each  point  may  be  assigned  by  its  dis- 
tance and  direction  from  some  origin  on  the  surface,  or,  what 
comes  to  the  same  thing,  by  its  distance  from  each  of  two  lines 
at  right  angles  passing  through  the  origin.  For  example,  a  point 
on  the  surface  of  the  earth  is  described  as  being  a  certain  distance 
east  or  west  and  a  certain  distance  north  or  south  from  the  origin. 

For  points  not  confined  to  any  line  or  surface  the  position  of 
each  may  be  assigned  by  its  distance  and  direction  from  some 
assumed  origin  in  space,  or,  what  comes  to  the  same  thing,  its 
distances,  positive  or  negative,  from  each  of  three  planes  inter- 
secting at  right  angles  at  the  origin. 

In  the  first  case  position  is  assigned  by  one  number,  in  the 
second  by  two  and  in  the  third  by  three.  A  point  b  said  to  have 
one  degree  of  freedom  when  its  motion  is  confined  to  a  definite 
line,  two  degrees  of  freedom  when  it  is  confined  to  a  definite  sur- 
face and  three  degrees  of  freedom  when  it  is  not  restricted  in  any 
way. 

The  above  statements  of  position  are  statements  of  relative  poH- 
tion^  that  is,  statements  of  the  relation  of  the  position  of  a  point 
to  that  of  some  other  point  taken  as  origin.  Absolute  position, 
or  the  position  of  a  point  without  any  reference,  stated  or  im- 
plied, to  any  other  point  or  framework  of  lines,  could  not  be 
described  and  no  definite  meaning  could  be  attached  to  it.  In 
what  follows  the  word  position  will  always  mean  relative  posi- 
tion, and,  unless  otherwise  stated  or  implied,  the  point  of  refer- 
ence will  be  some  point  on  the  surface  of  the  earth. 
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11.  Displacements. — ^A  change  of  position  is  called  a  displace- 
ment. In  describing  a  displacement  we  do  not  need  to  make 
any  reference  to  the  time  in  which  the  point  moves  from  one 

position  to  the  other.    A  description  of  a  displace- 
ment consists  in  a  statement  of  the  length  and 
direction  of  the  straight  line  drawn  from  the  first 
position  of  the  point  to  its  second  position.    Thus, 
Fid.  1.— A    when  a  point  has  moved  from  il  to  J?,  it  has  re- 
dbq^MraMnt  u    ceivcd  a  displacement,  the  magnitude  of  which  is 
l^Sraoted  Hal    ^^  length  of  the  straight  line  AB  and  the  direc- 
tion of  which  is  the  direction  of  AB.     This  dis* 

placement  we  may  denote  by  the  symbol  AB  or  AB,  the 
arrow  or  stroke  being  placed  above  ilJ?  to  indicate  that  we  are 
referring  not  merely  to  the  length  of  the  line  AB,  but  also  to 
its  direction  from  A  to  J?. 

12.  Units  of  Length.  To  measure  or  specify  a  displacement  we 
must  use  some  imit  of  length.  The  unit  chiefly  employed  in 
PhjnEUCS  is  the  meter  or  one  of  its  multiples  or  submultiples.  The 
meter  is  defined  as  the  distance  between  two  lines  on  a  bar  of 
platinum-iridium  kept  at  the  International  Bureau  of  Weights 
and  Measures  near  Paris,  when  the  temperature  of  the  bar  is  that 
of  melting  ice.  It  was  intended  by  the  designers  that  this 
length  should  be  one  ten-millionth  of  the  distance  from  a  pole 
of  the  earth  to  the  equator.  One  one-hundredth  of  the  meter 
is  called  the  centimeter  (0.01  m.) ,  and  this  is  the  xmit  of  length 
which  we  shall  usually  employ.  Other  decimal  fractions  of  the 
meter  are  the  decimeter  (0.1  m.)  and  the  millimeter  (0.001  m.). 
For  great  distances  the  kilometer  (1000  m.)  is  employed. 

The  xmit  of  length  popularly  used  in  English-speaking  countries 
is  the  yard  or  one  of  its  well-known  multiples  or  submultiples. 
The  British  yard  is  defined  legally  as  the  distance  between  two 
lines  on  a  bronze  bar  kept  at  the  office  of  the  Exchequer  in  Lon- 
don. The  legal  definition  of  the  yard  in  the  United  States  is 
Iff^  of  a  meter  (see  Vol.  I  of  the  BvUetin  of  the  Bureau  of  Stand- 
ards,  Washington,  D.  C). 

13.  The  Addition  of  Displacements. — If  the  point  that  moved 
from  A  to  B  did  not  travel  by  the  straight  line  AB  but  passed 
through  points  C  and  D,  its  final  displacement  was  the  same  as  if 
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it  had  gone  by  the  straight  line  AB;  but  the  final  displacement 

was  the  sum  of   a  number  of  separate  displacements,  AC, 

CD^DK  Thus  JB  is  the  resyltatU  or  sum  of  AC,  CD,  DB,  or  we 

may  say  that  by  adding  AC,  CD,  DB  we  get  AB,  or  briefly,  AB^ 

AC  +  CD+DB;  but  it  must  be  carefully  noted  that  the  addition 
indicated  by  the  sign  +  is  a  geometrical  process,  performed  by 
placing  the  displacements  end  to  end  as  the  sides  of  a  polygon 
and  taking  as  the  sum  the  displacement  from  the  initial  position 
to  the  final  position. 

If  from  C  we  draw  a  line  CD'  equal  and  parallel  to  DB,  and 
from  D'  a  line  D'B  equal  and  parallel  to  CD,  we  shall  have  another 

path  leading  from  A  to  B.    The  displacements  AC,  CD',  D'B 

added  together  give  the  same  sum  as  the  displacements  A  C,  CD ,  D  B 
added  together,  and  for  each  step  in  one  series  there  is  an  equal 
and  parallel  step  in  the  other  series.    It  is  evident  that,  so  far 

as  addition  of  displacements  is  concerned,  we  may  regard  CD^  and 

DB  as  the  same  displacement  and  D'B  and  CD  as  the  same  dis- 
placement. This  is  consistent  with  the 
definition  of  a  displacement  as  a  change  of 
position;  for,  when  a  point  goes  from  CtoD, 
it  has  received  the  same  change  of  position 
as  another  point  has  received  when  it  has 
gone  from  D^  to  B,  CD  and  D'B  being  equal 
and  parallel.    Thus  aU  displacements  which  ^       _.  ,  ^ 

have  the  same  magnitude  and  direction  are       dition  of  diapiMu&ent. 
equal. 

When  two  displacements  are  to  be  added,  the  addition  may  be 

performed  by  drawing  a  triangle.    Thus  to  add  AB  and  BC  we 

complete  the  triangle  ABC  and  the  sum  is  AC. 
This  is  called  the  triangle  method  of  adding  two 
displacements.  Another  method  of  performing 
the  addition  is  to  construct  a  parallelogram. 
B  li  AD  he  drawn  from  A  equal  and  parallel  to 

Fia.  8.  BC,  the  displacement  AD  is  the  same  as  the 

displacement  BC  and  (he  sum  of  AB  and  AD  is 

AC,  where  AC  is  the  diagonal  of  the  parallelogram  of  which  AB 

and  AD  are  adjacent  sides  drawn  away  from  A.    This  is  called 


^ 
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the  parallelogram  method  of  adding  two  displacements.  When 
several  displacements  are  to  be  added,  the  addition  is  performed 
by  constructing  a  polygon  as  in  Fig.  2. 

14.  Resolution  and  Subtraction  of  Displacements. — ^As  we  may 
replace  any  number  of  displacements  by  their  geometrical  siun  or 
resultant,  so  we  may  replace  a  displacement  by  any  number  of  dis- 
placements which  added  together  give  the  original  displacement. 
This  is  called  resolving  a  displacement  into  components.    Thus,  to 

resolve  a  displacement  AC  (Fig.  3)  into  two  components  in  given 
directions,  we  draw  from  A  lines  in  the  given  direction  and  then 

complete  the  parallelogram  ABCD  on  the  diagonal  AC;  AB  and 

AD  are  the  components  desired,  since  their  sum  is  AC. 
Subtraction  is  the  opposite  of  addition.    To  subtract  4  from 
M  ^     10  we  must  iBind  the  number,  6,  which  added  to 

4  will  give  10.    Similarly,  to  subtract  a  displace- 


I- 


0s 


ment,  PQ^  from  another,  P/2,  we  must  find  the 

displacement  which  added  to  PQ  will  give  PR. 
From  the  triangle  method  of  addition  this  is  evi- 

^  dently  Q£,  or,  if  we  complete  a  parallelogram 

traotion  of  a  dis-  PQRS,  it  is  PS  which  is  equal  to  QR.  De- 
piacement.  noting  Subtraction  by  the  minus  sign  PR  -  PQ 

=  QR^JS. 
Subtraction  may  also  be  performed  in  a  slightly  different  way. 

From  the  triangle  method  it  is  evident  that  QP  added  to  PR 
will  give  QR.  Hence  to  subtract  a  displacement  we  may  reverse 
its  direction  and  add.    This  addition  may  also  be  performed  by 

a  parallelogram  PQ'SR  where  PQ'  =  QP.    Since  subtracting  PQ 

is  the  same  thing  as  adding  QP,  —PQ^+QP  or  the  minus 
sign  before  a  displacement  reverses  its  direction. 

16.  Vector  Quantities  and  Vector  Diagrams. — Displacements  be- 
long to  the  class  of  quantities  called  vector  quantities,  that  is,  quan- 
tities which  have  magnitiide  and  direction.  Other  vector  quanti- 
ties are  velocities,  forces,  etc.  The  figures  in  the  preceding  sections 
are  diagrams  of  displacements,  that  is,  they  are  made  up  of  lines 
representing  the  actual  displacements  in  magnitude  and  direction. 
Thus  the  diagram  might  be  regarded  as  a  reduced  or  enlarged 
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picture  of  the  actual  displacements.  Other  vector  quantities, 
«.g.,  a  number  of  forces,  may  be  similarly  represented  by  a  vector 
diagram  by  drawing  lines  each  of  which  stands  in  magnitude  and 
direction  for  one  of  the  forces.  The  lines  in  such  a  diagram  are 
called  vectors.  The  lengths  of  any  two  vectors  in  such  a  diagram 
are  to  one  another  as  the  magnitudes  of  the  forces  represented, 
and  the  angle  between  the  two  vectoi?  is  the  angle  between  these 
two  forces.  After  we  have  defined  the  meaning  of  the  resultant 
of  a  number  of  forces,  it  will  be  seen  that  it  is  represented  as  to 
magnitude  and  direction  by  the  vector  which  is  the  stun  of  the 
vectors  that  represent  the  separate  forces.  Similar  remarks 
apply  to  diagrams  of  velocities^  accelerations,  etc. 

Quantities  which  imply  no  reference  to  direction  are  called 
scalar  quantities.  Such  are  mass,  volume,  etc.  Each  such  quan- 
tity is  assigned  by  a  number  without  any  idea  of  direction  asso- 
ciated with  it,  and  the  addition  or  subtraction  of  such  quantities 
is  performed  in  the  ordinary  arithmetic  or  algebraic  manner. 

Velocity 

16.  Velocity  is  rate  of  change  of  position  or  raU  of  diaplace- 
merU.  Since  a  displacement  has  a  definite  direction  as  well  as  a 
definite  magnitude,  a  velocity  also  has  a  definite  direction  and  a 
definite  magnitude,  or  vdocUies  are  vector  quantities.  Thus 
^'twenty  miles  an  hour''  is  not  a  complete  statement  of  a  velocity, 
since  it  gives  only  the  magnitude  of  the  velocity  and  does  not 
specify  its  direction;  but  "twenty  miles  an  hour  eastward''  is  a 
complete  statement  of  a  velocity.  For  clearness  such  a  phrase 
as  "twenty  miles  an  hour"  may  be  called  the  statement  of  a 
speed,  which  means  the  mere  magnitude  of  a  velocity  or  a 
rate  of  change  of  position  without  reference  to  the  direction 
of  the  change.  When  the  motions  considered  are  all  in  the 
same  straight  line  we  do  not  need  to  distinguish  speed  and 
velocity. 

17.  Constant  Velocity. — ^The  velocity  of  a  point  is  described  as 
constant  or  uniform  when  the  displacements  of  the  point  in  all 
equal  intervals  of  time  are  equal.  By  equal  displacements  must 
be  understood  displacements  equal  in  both  magnitude  and  direc^ 
Hon.    Hence,  when  the  velocity  of  a  point  is  constant,  the  point 
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moves  in  a  straight  line.  The  magnitude  of  a  oonitant  velocity 
is  measured  by  the  displacement  in  each  unit  of  time.  Hence, 
if  we  denote  the  magnitude  of  a  constant  velocity  by  v  and  the 
displacement  in  time  t  by  8, 

8^vt 

Unit  velocity  is  the  velocity  of  a  point  that  travels  unit  distance 
in  unit  time,  e.g.,  1  cm.  in  1  sec. 

18.  Variable  Velocity. — A  point  has  a  variable  vdocUy  when  its 
displacements  in  equal  times  are  not  equal.  The  displacements  in 
successive  equal  intervals  of  time  may  differ  (1)  in  tnagnitude 
atdyf  as  when  a  point  moves  in  a  straight  line  with  varying  speed, 
or  (2)  in  direction  only,  as  when  a  point  moves  in  a  curve 
with  constant  speed,  or  (3)  in  both  magnitude  and  direction,  as 
when  a  point  moves  in  a  curve  with  varying  speed.  We  shall 
begin  by  considering  the  first  of  these  cases,  that  of  rectilinear 
motion. 

19.  Average  and  Instantaneous  Velocity. — ^In  rectilinear  motion 
wUh  variable  velocity  how  shall  we  define  the  magnitude  of  the 
velocity?  In  this  case  there  are  two  ways  open  to  us.  If  we 
divide  the  whole  distance  traversed  in  a  certain  interval  of  time 
by  the  length  of  the  interval  we  get  the  average  velocity  in  that 
interval.  If  for  example  we  find  the  whole  time  required  by  a 
train  to  move  from  one  station  to  another  on  a  straight  track  and 
divide  this  into  the  whole  distance,  we  get  the  average  velocity 
between  the  two  stations.  In  general,  denoting  the  whole  distance 
by  8,  the  whole  time  by  (,  and  the  average  velocity  by  «•  we  have 

v^e/L    Hence 

8^Vt.  ' 

The  magnitude  of  the  average  velocity  in  an  interval  tells  us 
nothing  as  to  the  way  in  which  the  velocity  varies  during  the 
interval.  If  we  need  to  know  the  character  of  the  motion  more 
closely,  we  must  divide  the  whole  interval  into  parts  and  ascer- 
tain the  average  velocity  in  each.  The  smaller  these  parts,  the 
more  nearly  does  the  average  velocity  in  any  one  part  represent 
the  actual  velocity  at  any  moment  in  that  part.  Let  us  fix  our 
attention  on  a  certain  moment  at  a  time  t  after  the  beginning  of 
the  whole  interval.  If  we  proceeded  to  find  the  average  velocity 
in  a  short  interval,  say  A^  including  that  moment,  and  if  we  took 
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successiye  decreasing  values  for  At  and  found  the  average  velocity 
in  each  of  these  decreasing  values  of  At,  we  would  find  that  the 
average  velocity  would  rapidly  approach  a  definite  limiting  value. 
This  limiting  value  is  the  instantaneous  velocUy  at  the  moment  U 
Stated  more  briefly,  if  As  is  the  displacement  in  a  small  interval 
of  time  At  following  the  time  t,  the  instantaneotis  vdocity  at  the 
time  t  is  the  limiting  value  approached  by  As/At  as  At  approaches 
zero.    This  may  also  be  further  abbreviated  to  the  forms 


[At J  A«-0 


ds 

— i 

dt 


the  last  abbreviation  being  that  used  in  the  Differential  Calculus. 

When  the  velocity  of  a  point  is  constant,  the  instantaneous 
velocity,  as  defined  above,  is  the  same  as  the  velocity  of  the  point, 
as  defined  in  §  17.  For  the  values  of  A«/At  at  different  moments 
in  any  interval  t  are  equal.  Hence,  if  <  is  the  whole  distance  trav- 
ersed in  the  time  t,  each  value  of  As/ At  is  equal  to  s/t^  which  is 
the  distance  traversed  in  unit  time. 

When  the  instantaneous  velocity  of  a  point  is  variable,  we  may 
also  state  its  magnitude  in  terms  of  an  equal  constant  velocity. 
Suppose  that,  when  the  instantaneous  velocity  is  v,  the  point 
begins  to  move  with  a  constant  velocity  equal  to  v.  The  magni- 
tude of  this  constant  velocity  is  the  distance  the  point  would 
travel  in  imit  time.  Hence  we  derive  the  statement  that  the 
magnitude  of  the  irhstantaneous  velocity  of  a  point  is  equal  to  the 
distance  the  point  would  travel  in  unit  time  if  it  had  an  equal  con- 
stant velocity. 

20.  The  Unit  of  Time. — To  measure  or  specify  a  velocity  we 
must  use  some  unit  of  time.  The  unit  of  time  usually  employed 
in  Physics  is  the  mean  solar  second.  This  is  defined  as  T^iinr  of 
the  mean  solar  day,  which  is  the  average,  thoughout  a  year,  of 
the  time  between  two  successive  transits  of  the  sun  across  the 
meridian  at  any  place.  It  is  the  second  of  the  ordinary  clock  or 
watch  when  it  is  properly  regulated. 

21.  Curvilinear  Motion. — When  the  displacements  of  a- point  in 
successive  equal  intervals  are  in  different  directions,  the  point  is 
moving  in  some  curved  path.  This,  for  example,  is  the  case  when 
a  ball  is  thrown  obliquely  upward  or  when  a  train  is  moving  on  a 
curved  track.    If  the  position  of  the  point  at  a  certain  time  t  is 
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P  and  at  a  somewhat  later  time,  say  (^+ AO,  is  Q,  the  displace- 
ment in  this  time  is  PQ.  If  we  denote  the  length  of  PQ  byA« 
and  consider  the  limiting  value  of  A«/At  as  before,  we  get  the 

instantaneous  velocity  of  the  point  at  the  time  (' 
when  the  point  is  at  P.  As  PQ  is  decreased 
the  chord  PQ  finally  approaches  without  limit 
to  the  tangent  at  P;  hence  the  direction  of  the 
instantaneous  velocity  at  P  is  along  the  tangent 
at  P.  While  this  is  the  proper  meaning  of  the 
rate  of  displacement  at  P,  we  should  arrive  at 
the  same  value  for  the  instantaneous  velocity  if 
we  took  A3  to  mean  the  length  of  the  arc  PQ, 
and  supposed  it  successively  diminished  by  the 
approach  of  Q  toward  P;  for  the  chord  and  the  arc  would  in 
the  limit  have  a  ratio  of  unity. 

22.  The  Graph  of  the  Speed  of  a  Point. — When  any  quantity  is 
variable,  much  valuable  information  can  frequently  be  derived 
from  the  properties  of  a  curve  drawn  to  represent  the  varying 
quantity.  A  curve  drawn  to  represent  the  speed  of  a  moving 
point  is  called  a  speed  curve.  Let  OA  be  a  straight  line  of  which 
the  length  OA  stands  for  the  length  of  the  interval,  t,  in  which 
we  wish  to  consider  the  motion.  Divide  OA  up  into  a  very  large 
number  of  small  equal  parts.  At  0  erect  a  perpendicular  OB  to 
represent  the  speed  at  the  beginning  of  the  interval  U  Erect 
similar  perpendiculars  to  represent  the  instantaneous  values  of 
the  speed  at  the  beginnings  of  the  other 
parts  of  the  interval,  and  through  the  upper 
ends  of  these  perpendiculars  draw  a  smooth 
curve  BC. 

Consider  one  of  these  short  intervals,  ab. 
If  the  speed  throughout  this  short  interval 
had  been  the  same  as  at  the  beginning  of  the 
short  interval,  say  v,  the  distance  traversed 
in  the  short  interval  would  have  been  vXab 
or  the  unshaded  rectangle  above  ab.    If  the 
speed  throughout  the  short  interval  had  been  the   same   as 
that  at  the  end  of  the  short  interval,  say  v',  the  distance 
would  have  been  v^Xob  or  the  area  of  the  unshaded  rectangle 
plus  that  of  the  small  shaded  rectangle  above  it.     The  real 


Fig.  6. — Graph  of  a 
■peed. 
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dbtanoe  in  the  interval  k  intermediate  between  these  two. 
Applying  the  same  reasoning  to  all  the  small  intervals  in  succes- 
sion, we  see  that  the  whole  distance  is  something  between  that 
represented  by  the  whole  unshaded  area  between  BC  and  OA 
and  that  represented  by  the  unshaded  area  plus  the  shaded  area. 
If  the  ntunber  of  parts  into  which  OA  is  divided  be  doubled,  there 
will  be  twice  as  many  small  shaded  rectangles,  but  the  area  of 
each  will  only  be  one-fourth  as  great  as  before.  Hence  if  we  sup- 
pose the  number  of  the  small  intervals  increased  without  limit,  the 
shaded  area  will  decrease  without  limit  until  it  vanishes  and  the 
area  between  the  curve  BC  and  the  line  OA  will' represent  the 
actual  distance  in  the  time  (. 

Since  it  is  merely  the  magnitude  of  the  velocity  that  is  repre- 
sented by  each  ordinate,  the  area  represents  the  distance  measured 
along  the  line  of  motion^  whether  this  be  straight  or  curved.  Thus, 
if  a  point  moves  once  aroimd  a  circle  with  constant  speed,  BC  will 
be  a  horizontal  straight  line,  and  the  distance  represented  by  the 
area  OBCA  will  equaJ  the  circumference;  but  the  mean  velocity  in 
the  revolution  will  be  zero,  since  the  final  displacement  will  be  zero. 

To  bring  out  more  clearly  the  meaning  to  be  attached  to  the 
word  ''represent''  in  the  above,  let  us  first  suppose  that  OA 
contains  as  many  units  of  length  as  ( contains  units  of  time,  and 
that  OB  contains  as  many  units  of  length  as  the  velocity  it  stands 
for  contains  units  of  velocity.  Each  unit  of  area  will  then 
stand  for  a  unit  of  distance  traversed  by  the  moving  point,  and 
the  whole  area  will  contain  as  many  units  of  area  as  the  distance 
traversed  contains  units  of  length.  But  if  each  unit  of  length 
along  OA  stands  for  m  units  of  time  and  each  unit  of  length 
along  OB  stands  for  n  units  of  velocity,  the  whole  area  will  be  mn 
times  smaller  than  it  would  have  been  on  the  first  supposition, 
and,  to  get  the' whole  distance,  we  shall  have  to  multiply  the 
whole  area  by  mn. 

23.  The  Resultant  of  Simultaneous  Velocities. — A  man  sitting 
in  a  train  has  the  velocity  of  the  train,  but,  when  he  gets  up  and 
moves  about,  he  has  an  additional  velocity  which  may  or  may  not 
be  in  the  same  direction  as  the  first  velocity.  Similarly  a  launch 
floating  down  with  the  current  in  a  river  has  the  velocity  of  the 
current;  but  if  it  has  a  propeller  in  motion,  it  has  another  velocity 
in  addition  to  the  first.     When  a  body  hoe  two  or  more  eimtd' 
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taneauM  vdocitieB,  U  pursues  some  definite  path  and  Us  vdoeity 
in  the  path  is  called  the  resultant  of  the  simvUaneausvilociiies. 

From  this  definition  of  the  resultant  of  any  number  of  simul- 
taneous velocities  it  can  be  shown  that  the  magnitude  and  direc- 
tion of  the  resultant  velocity  can  be  deduced  from  the  separate 
velocities  by  the  triangle,  parallelogram,  or  polygon  method  of 
adding  vectors.    Consider  first  the  case  of  two  constant  velocities 

and  draw  a  diagram,  in  which  AB  and  AC  stand  for  the  two 
velocities*    Complete  the  parallelogram  ABCD.    We  shall  show 

that  AD  stands  for  the  resultant  velocity.    Since  the  velocities 

are  constant  AB  and  AC  represent  in  magnitude  and  direction  the 

component  displacements  in  unit  time,  and  the 

sum  of  these  displacements  is  represented  by  AD 
(§  13),  which,  therefore,  represents  the  residtant 

displacement  in  unit  time.  Hence  AD  represents 
the  resultant  velocity.  Thus  the  parallelogram 
method   applies   to   the  addition  of  constant 

velocities,  and  the  same  must  be  true  of  the  other  methods 

which  are  essentially  the  same. 
When  the  component  velocities  are  not  constant,  we  can  add 

their  instantaneous  values  by  the  vector  methods  referred  to.  The 

proof  of  this  statement  is  the  same  as  above,  except  that  AB,AC, 

and  AD  will  now  stand  for  the  displacements  that  would  take 

place  in  unit  time  if  the  velocities  remained  constant  that  long. 

24.  Formula  for  Resultant. — ^Let  v^  and  v,  be  the  respective 

magnitudes  of  two  component  velocities  of  a  moving  point,  and 

let  these  velocities  be  represented  by  OA  and  OB  (Fig.  8). 
Also  let  V  be  the  magnitude  of  the  resultant  velocity,  which  is  rep- 
resented by  OC,  where  DC  is  the  diagonal  of  the  parallelogram  of 
which  OA  and  OB  are  sides.  By  a  well-known  trigonometrical 
formula 

0C*=0A^+AC^-20A'AC  cos  OAC 

Denote  the  angle  AOB,  which  is  the  angle  between  the  directions 
of  the  two  components,  by  6.  Then  the  angle  OAC  equals 
(180®-  6)  and  therefore  cos  OAC  =  —cos  $.  Since  OA,  OB,  and 
OC  are  proportional  to  V|,  v^,  and  v  respectively, 

t;>=Bt;j>-|-r,>-|-2ri"v,  cos  $ 
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By  this  fonnula  we  can  calculate  the  magnitude  of  v  when 
Vif  v^  and  9  are  known. 

When  ^==0,  that  is,  when  the  components  are  in  the  same  direc- 
tion, cos  tf  =  l  and  the  fonnula  for  v  gives  v^(v^+v^.  When 
^=180^,  that  is,  when  the  components  are  in  opposite  directions, 
cos  (?=  — 1  and  «=  ±(Vi  — «. 


Via,  9. 


If  0  =s 90°,  that  iS;  if  the  components  are  at  right  angles,  cos 0^0 
and  (Fig.  9) 

and  if  <f)  be  used  to  denote  the  angle  AOC  which  the  resultant 
makes  with  the  component  of  magnitude  v^, 

tan  0=— — =— 
^    OA    Vj 

• 

26.  Resolution  of  a  Velocity  into  Components. — Since  two  ve- 
locities taken  together  are  equivalent  to  a  single  velocity  called 
their  resultant,  we  may  reverse  the  process  and  suppose  any  ve- 
locity replaced  by  any  two  velocities  which  added  are  equivalent 
to  the  original  velocity.  This  is  called  resolving  a  velocity  into  com-- 
ponents.  To  thus  resolve  a  velocity  we  must  draw  a  parallelo- 
gram of  which  the  diagonal  stands  for  the  velocity  to  be  resolved. 
Now  any  number  of  parallelograms  can  be  drawn  with  a  given 
line  as  diagonal;  but,  if  the  directions  of  the  sides  are  specified, 
only  one  solution  is  possible.  Hence  to  resolve  a  given  velocity 
into  components  in  two  given  directions  is  a  definite  problem, 
which  may  be  solved  graphically  by  constructing  a  parallelogram. 

The  most  important  case  of  the  above  is  when  the  directions 
of  the  components  are  at  right  angles.    Thus,  if  the  velocity  is 

V  in  the  direction  Oc  and  if  OC  is  taken  to  represent  v  and  if  Oa 
and  Ob  are  to  be  the  directions  of  the  components,  we  draw 
from  C  perpendiculars,  CA  and  C£,  to  Oa  and  Ob  respectively. 
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Then  OB  and  OA  are  the  desired  components  in  the  specified 
directions.  If  the  direction  Oa  makes  an  angle  0  with  the 
direction  of  v  and  if  we  denote  the  components  in  the  direotionB 
Oa  and  Ob  respectively  by  v^  and  r„ 

V,  =r  cos  d.    V, =t?  sin  0. 

It  should  be  noted  that  0  stands  for  an  angle  that  may  be  either 
positive  or  negative.     We  may  regard  0  as  the  an^e  through 

which  a  line,  starting  from  the  position  Oa,  must 

revolve  about  0  to  reach  the  position  Oc;  and 

when  the  revolution  is  counter-clockwise,  it  is 

customary  to  regard  such  an  angle  as  positive,  the 

opposite  direction  of  revolution  corresponding  to  a 

negative  angle.     If  we  make  this  agreement  as 

regards  the  sign  of  0,  we  must  keep  to  it  as  regards 

the  right  angle  that  Ob  makes  with  Oa,  that  is  to  say,  the  right 

angle  and  the  angle  0  must  be  measured  away  from  Oa  in  the 

same  direction,  namely,  counter-clockwise. 

Acceleration 

26.  Acceleration  is  rate  of  change  of  velocity.  A  change  of 
velocity  has  a  definite  direction  as  well  as  a  definite  magnitude. 
Hence  acceleration  is  a  quantity  which  has  both  direction  and 
magnitude,  that  is,  acceleration  is  a  vector  quantity. 

An  acceleration  may  be  either  constant  or  variable.  The  ac- 
celeration of  a  point  is  constant  when  the  velocity  of  the  point 
changes  by  equal  amounts  in  equal  intervals  of  time.  By  equal 
changes  of  velocity  must  be  understood  changes  of  velocity  that 
are  equal  in  magnitude  and  in  the  same  direction.  When  the 
changes  of  velocity  in  equal  intervals  of  time  are  not  equal,  the 
acceleration  is  variable. 

The  statement  that  the  velocity  of  a  point  is  variable  may 
refer  to  a  change  in  the  magnitude  of  the  velocity,  to  a  change  in 
the  direction  of  the  velocity,  or  to  a  change  in  both.  Hence  we 
shall  have  three  cases  of  acceleration  to  consider:  (1)  the  accelera- 
tion of  a  point  when  the  velocity  of  the  point  is  constant  in 
direction  but  variable  in  magnitude;  (2)  the  acceleration  of  a 
point  when  the  velocity  of  the  point  is  constant  in  magnitude 
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but  variable  in  direotion;  (3)  the  acceleration  of  a  point  when 
the  velocity  of  the  point  is  variable  in  both  magnitude  and 
direction. 

The  simplest  case  is  when  the  velocity  of  the  moving  point 
is  constant  in  direction  and  when  the  acceleration  is  con^ 
stant  and  in  the  direction  of  the  line  of  motion.  This  is 
illustrated  by  a  body  dropped  from  a  height  and  falling  in  a 
straight  line. 

The  magnitude  of  a  conBtarU  accderalion  is  the  magnitude  of 
the  velocity  added  in  each  imit  of  time,  and  the  direction  of  the 
acceleration  is  the  direction  of  the  added  velocity.  The  unU  of 
oeceleraHon  is  that  of  a  point  the  velocity  of  which  increases  by 
unit  velocity  in  unit  time.  When  the  cm.  is  taken  as  unit  of 
length  and  the  sec.  as  imit  of  time,  the  unit  of  acceleration  is 
such  that  the  velocity  increases  by  one  cm.  per  sec.  in  each 
second,  or,  briefly,  one  cm.  per  sec.  per  sec. 

27.  Motion  in  a  Straight  Line  with  Constant  Acceleration. — ^In 
considering  the  motion  of  a  point  along  a  straight  line,  we  take 
one  direction  along  the  line  as  positive  and  the  opposite  direction 
as  negative  and  we  do  not  need  to  distinguish  between  speed  and 
velocity  (§16).  Let  Vq  be  the  velocity  of  the  point  at  the  begin- 
ning of  an  interval  of  time  of  length  t,  and  let  v  be  its  velocity  at 
the  end  of  the  interval.  The  increase  of  velocity  is  (v  —  v©) 
and  the  increase  per  unit  time  is  {y  —  v^/t.  This  is,  therefore, 
the  magnitude  of  the  constant  acceleration,  which  we  shall  denote 
by  a.     Hence 

v=»o+a<  (1) 

This  very  important  equation  is  simply  a  statement  that  the 
final  velocity  (at  the  end  of  the  time  i)  is  equal  to  the  initial 
velocity  (at  the  beginning  of  t)  plus  the  increase  of  velocity,  and 
the  increase  of  velocity  is  equal  to  the  acceleration  multiplied 
by  the  time. 

To  find  how  far  the  point  travels  in  the  time  t  let  us  consider 
the  form  of  the  velocity  curve  (§22)  in  the  present  case.  The 
changes  of  velocity  in  equal  short  intervals  of  time  are  equal. 
Hence,  in  Fig.  6,  the  differences  between  each  ordinate  and  the 
next  in  order  are  equal,  and  the  velocity  curve  is  therefore  a 
straight  line,  as  in  Fig.  11.  Draw  BD  parallel  to  OA.  The 
whole  area  OBCA  consists  of  two  parts,  that  of  the  rectangle 
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0  DA  and  that  of  the  triangle  BDC.  OB  represento  the  initial 
V   ocity  vo>  Ai^d  we  shall  suppose  that  the  figure  is  drawn  to 

such  a  scale,  that  OB  contains  as  many  units 
of  length  as  v^  contains  units  of  velocity,  and 
that  the  same  is  true  of  AC^  which  represents 
the  final  velocity  v.  The  height  of  the  tri- 
angle, DC,  represents  in  the  same  way  the 
increase  of  velocity  at,  OA  represents  the 
j^^  jj  time  tj  and  we  shall  suppose  that  OA  contains 

the  same  number  of  units  of  length  as  t  con- 
tains units  of  ime.  The  whole  area  is  therefore  {v4-\'\i'aJl). 
Hence,  if  <  is  the  whole  distance  traversed  in  the  time  t, 

«=i;a«+ia^*  (2) 

This  very  important  equation  consists  of  two  parts.  The  part, 
v4t  is  the  distance  the  point  would  have  travelled  in  the  time  <, 
if  its  velocity  throughout  t  had  remained  constant  and  equal  to 
the  initial  velocity  v^  The  part  \(U}  is  the  additional  distance 
due  to  the  acceleration,  that  is,  the  distance  the  point  would 
have  gone  if  it  had  started  from  rest  with  an  acceleration  a. 

Between  (1)  and  (2)  we  may  eliminate  t  and  so  find  an  expres- 
sion for  the  final  velocity  in  terms  of  the  initial  velocity,  the 
acceleration,  and  the  distance. 

v»=V-l-2»oa«-l-aV 

=»o*+2a(M+ifl^*) 

=f;o'+2o«  (3) 

Equations  (1),  (2),  and  (3)  are  of  great  importance. 

Another  expression  for  the  area  OBCA  is  i{AC+OB)'OA. 
Hence  the  distance  is  also  given  by  the  formula 

From  this  it  follows  that  the  average  velocity,  which  equals  the 
total  distance  divided  by  the  time  ($19),  is  equal  to  one-half 
of  the  sum  of  the  initial  velocity  and  the  final  velocity. 

Equation  (2)  may  be  readily  obtained  by  means  of  the  Integral  Galoulus. 
The  difltanoe  travelled  in  a  short  time  dt  when  the  velodty  is  v  is  vdi. 

Hence  the  whole  distanoe, «,  —   |  vctt  —   (  (v«  -f  cU)dt — Pff  +  i<d\ 
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S&  Galfleo's  Ezpeiiments. — The  very  important  relations  ex- 
piesaed  by  (1)  and  (2)  were  discovered  by  Galileo  by  studying 
the  motion  of  falling  bodies,  and  this  discovery  was  the  beginning 
of  Kinetics.     Before  that  time  nothing  was  known  as  to  the  way 
in  which  the  velocity  of  a  body  increases  as  it  falls.    Galileo 
thought  the  law  of  increase  expressed  by  (1),  namely,  that  the 
increase  of  velocity  is  proportional  to  the  time,  was  probably 
correct;  but  the  instrumental  means  at  his  command  did  not 
enable  him  to  test  it;  so  he  deduced  (2),  practically  by  the  graph- 
ical method  given  in  {27,  and  then  tested  it.     To  avoid  having 
to  deal  with  any  great  velocities,  such  as  that  of  a  body  falling 
vertically,  he  tested  the  rolling  of  a  ball  down  an  inclined  pldne, 
aastuning  that  both  motions  would  follow  the  same  law.    The 
result  confirmed  his  formula. 

29.  Acceleration  of  Free  Fall. — We  shall  assume  as  an  experi- 
mental fact,  discovered  by  Galileo,  that  at  any  one  place  all  bodies 
'  falling  freely  would  have  the  same  acceleration,  if  it  were  not  for 
the  effect  of  air  friction.  The  latter  is  very  small  in  the  case 
of  dense  solids,  such  as  blocks  of  metal,  falling  moderate  dis- 
tances, and  may  usually  be  neglected.  The  acceleration  of  free 
fan,  or  the  acceleration  of  gravity,  as  it  is  often  called,  is  usually 
denoted  by  g.  In  the  c.  g.  s.  system  g  is  about  980  cm.  per  sec. 
per  sec,  though  slightly  different  at  different  points  on  the 
earth's  surface,  and  in  feet  and  seconds  it  is  about  32.2  ft.  per 
sec.  per  sec.  Hence,  from  §27,  when  a  body  is  projected  verti- 
cally downward  with  a  velocity  vo,  its  velocity  and  distance 
after  an  interval  /  may  be  f oimd  from 

v^^vo*+2  gs 

When  the  direction  of  projection  is  upward  we  may  take 
upward  as  the  positive  direction,  and  g,  being  downward,  will 
then  be  negative.    In  this  case 

v=vo-gif  (1) 

«  =  ^o<-iff<^  (2) 

t;'=t;o*-2ys  (3) 

At  the  highest  point  v«0;  hence  from  (1)   we  have  i^v^lg. 
Substituting  this  in  (2),  we  get  for  the  height  of  anceni  B^\v^lg. 
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This  also  follows  from  (3)  by  putting  v«0.  The  time  of  return 
to  the  ground  is  got  by  putting  <=0  in  (2).  This  gives  t ^29^/9, 
showing  that  the  whole  time  of  rise  ftnd  fall  equals  twice  the  time 
of  ascent,  or  that  the  time  of  riee  equals  the  time  of  fall.  It  fol- 
lows from  (3)  that  the  Telocity  of  return  to  the  starting  point, 
that  is,  when  s  is  again  zero,  equals  the  velocity  of  projection  in 
magnitude,  but  it  is  in  the  opposite  direction.  It  must,  however, 
be  remembered,  that  these  statements  are  true  only  for  moderate 
velocities.  At  high  velocities,  such  as  those  of  a  bullet,  air- 
resistance  greatly  modifies  the  motion. 

The  value  of  g  at  any  station  of  observation  depends  on  the  latitude  of  the 
station  and  also  on  the  height  of  the  station  above  sea  level.  The  results 
of  very  careful  experiments  show  that,  at  a  station  in  latitude  X  and  al  an 
elevation  of  I  meters  above  sea  level, 

g  -  077.089  (1  +  .0052  sinU  -  .0000002  0 

30.  Motion  of  a  Projectile. — When  a  body  is  thrown  obliquely 
into  the  air,  its  motion  may  be  considered  as  consisting  of  a 

horizontal  part  and  a  vertical  part.  The 
vertical  part  is  subject  to  a  constant  ac- 
celeration g  downward;  while,  since  there 

.    is  no  horizontal  acceleration  (if  we  may 

Rg  12— Path  of  a        neglect  air-friction),  the  horizontal  part  of 
i»rojeotii«.  the  motion  is  a  constant  velocity.    If  the 

magnitude  of  the  velocity  of  projection  is 
V  and  the  direction  of  projection  makes  an  angle  6  with  the 
horizontal,  the  velocity  may  be  resolved  into  a  component  v  cos  6 
in  a  horizontal  direction  and  a  component  v  sin  6  in  a  direc- 
tion vertically  upward.  If,  then,  x  is  the  horizontal  distance 
traversed  in  time  t, 

x==vt  cos  $  (1) 

and  if.  at  the  time  t,  the  vertical  distance  attained  is  y, 

y^vtsme-igt^^  (2) 

Thus  the  vertical  motion  is  the  same  as  that  of  a  body  thrown 
vertically  upward  with  a  velocity  v  sin  $,  Hence  (§29)  at  time 
(v  sin  B)/g  the  body  will  have  just  lost  its  vertical  velocity  and 
will  therefore  be  moving  wholly  in  a  horizontal  direction;  and 
at  that  moment  the  height  will  be  (v^  sin*  B)/2g,    At  the  time 
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(2v  Bin  $)  Ig  the  body  will  have  returned  to  its  original  level  and 
the  distance  horizontally  from  its  starting-point  will  then  be 
v  COS  ^(2v  sin  e)lg  or  (v'  sin  2e)lg.  Now,  since  sin  26  has  its 
maximum  value,  unity,  when  26  is  90°,  that  is,  when  6  is  45°, 
it  follows  that  the  greatest  horizontal  range  for  a  given  velocity, 
v,  of  projection  is  v'/ff  t^d  is  obtained  by  making  the  angle  of 
projection  45°. 

If  it  be  desired  to  find  the  constant  relation  that  holds  between  x  and  y 
during  the  motion,  the  value  of  t  taken  from  (1)  may  be  substituted  in  (2) 
and  we  shall  get 

y^x  tan  $'^s^g/2v*  oos'tf 

the  equation  of  a  parabola  refeired  to  axes  through  the  point  of  projection. 
Hence  the  path  of  the  projectile  is  a  parabola. 

As  in  the  case  oi  129,  these  results  are  approximately  correct  only  in  the 
oase  of  the  moderate  velocities  for  which  air-friction  is  negligible.  (See 
article  on  ''Ballistics''  Enoy.  Britt.,  11th  edition.) 

31.  Variable  Acceleration. — When  the  acceleration  of  a  point 
is  variable,  we  can  no  longer  measure  it  by  the  actual  increase  of 
velocity  in  any  time.  We  may,  however,  divide  the  magnitude 
of  the  increase  of  velocity  in  any  time  by  the  time  and  call  this 
the  magnitude  of  the  average  accderation  in  that  time,  the  direc- 
tion of  this  average  acceleration  being  the  direction  of  the  in- 
crease of  velocity.  The  instantaneous  value  of  the  acceleration  is 
defined  much  as  in  the  case  of  instantaneous  velocity,  namely, 
as  the  value  to  which  the  average  acceleration  approaches  as  the 
interval  is  diminished  without  limit,  or 


^     U^J^.o    dt 


A  variable  acceleration  may  be  variable  as  regards  magnitude 
or  direction  or  both.  In  the  following  we  shall  consider  the  case 
of  an  acceleration  that  is  constant  in  magnitude  but  variable  in 
direction. 

32.  Acceleration  of  a  Point  Which  Moves  in  a  Circle  with 
Constant  Speed. — Let  P  be  the  position  of  the  moving  point  at 
time  ( and  P^  its  position  at  time  ^+ A^.  At  P  the  point  is  moving 
in  the  direction  of  the  tangent  PT  and  at  P*  in  the  direction  of 
the  tangent  PT  (Fig.  13). 

From  any  point  0  draw  lines  OQ,  OQ'  of  equal  length  to  repre- 
sent the  velocities  v  and  t/  at  P  and  P'  respectively.    QQ'  will 
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represent  the  velocity,  Av,  added  in  time  A^.    The  triangles 
OQQ'  and  OPP'  are  similar.    The  arc  PP"  equals  vM  and  the 
chord  PP^  approaches  equality  with  the  arc  PP*  as  At  is  di- 
minished.   Hence  approximately 

0  Av    v^ 

V       r 

and    this   relation   becomes   more 
Q'  au  ?  nearly  exact  as  At  is  diminished. 
Hence  (§31) 

a  «— 

r 

QQ'  is  perpendicular  to  PP'  and  in 

the  limit  it  is  in  the  direction  PC. 

Hence  the  acceleration  is  directed  toward  the  center.    It  is,  therefore, 

an  acceleration  of  constant  magnitude  but  of  variable  direction. 

3Z.  Corviliiidar  Motion. — ^If  in  the  preceding  the  epeed  were  not  constant, 
there  would,  in  addition  to  the  acceleration  toward  tiie  center,  be  an  acceler- 
ation along  the  tangent.  The  first  acceleration  would  have  the  effect  of 
changing  the  direction  oi  the  Telocity,  while  the  second  would  have  the 
effect  of  changing  the  magnitude  of  the  velocity,  that  Is,  the  speed. 

When  a  point  moves  with  constant  epeed  in  a  curve  of  any  form,  it  may 
be  regarded  as  moving  at  any  moment  in  a  circle  which  coincides  at  that 
point  with  the  curve;  this  circle  Is  called  the  circle  6(  curvature  at  that  point 
on  the  curve.  From  the  radius  of  the  circle  of  curvature  at  a  point  on  the 
curve  we  can  calculate  the  acceleration  toward  the  center  of  the  circle  of 
curvature.  If  the  sp&ed  of  the  point  is  not  constant,  the  point  must  also 
have  an  acceleration  along  the  tangent  to  the  curve. 

84.  Addition  of  Accelerations. — A  moving  point  may  have  two 
or  more  accelerations  simultaneously.    Thus,  a  man  at  rest  on 
the  deck  of  a  ship  which  is  moving  with  an  ac- 
celeration has  one  acceleration,  that*  of  the  ship. 
If  he  moves  across  the  deck  with  an  acceleration 
independent  of  the  motion  of  the  ship,  he  has  a 
second  acceleration.    In  any  such  case  the  mov- 
ing body  travels  in  some  curve  with  a  definite 
acceleration  which  is  called  the  reetdtant  of  the  component 
accelerations. 

We  can  readily  show  that  the  resultant  acceleration  may  be 
deduced  from  the  component  accelerations  by  the  vector  method 
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of  addition,  that  is,  by  the  coxiBtruction  of  a  triangle,  parallelo* 
gram  or  polygon,  the  sides  of  which  represent  the  separate 

accelerations.  For  let  AB  and  AC  represent  two  constant 
accelerations  possessed  simultaneously  by  a  point.    Since  the 

acceleration  represented  by  Afi  is  constant,  the  change  of  veloc- 
ity it  produces  in  unit  time  is  ako  represented  by  AB.  Simi- 
larly AC  represents  the  change  of  velocity  in  unit  time  due  to 
the  second  constant  acceleration.  The  resultant  change  of 
velocity  is  found  by   completing  the  parallelogram  ABDC; 

hence  AD  is  the  resultant  change  of  velocity  in  unit  time,  that  is, 
the  resultant  acceleration.  The  same  method  of  reasoning  is 
applicable  when  the  accelerations  are  variable;  the  only  differ- 
ence being  that  AB  and  AC  and  AD  all  represent  velocities  that 
would  have  been  added  in  unit  time,  if  the  accelerations  remained 
constant  that  long. 

36.  Resolution  of  an  Acceleration  into  Components. — Since  two 
or  more  accelerations  may  be  replaced  by  their  resultant,  it  fol- 
lows that  an  acceleration  may  be  resolved  into  two  or  more  com- 
ponents by  the  ordinary  methods.  The  case  in  which  an  accel- 
eration is  resolved  into  two  components  at  right  angles  is  espe- 
cially important.  As  an  example,  suppose  a  body  rests  on  a 
smooth  plane  the  inclination  of  which  to 
the  horisontal  is  i.  If  the  body  were  not 
supported,  it  would  fall  with  an  accelera- 
tion of  g.  The  acceleration  may  be  re- 
solved into  a  component  9 cost  perpen- 
dicular to  the  plane  and  a  component 
gsint  parallel  to  the  plane.  The  com-  p.^.  i5.--Aocri«raUon  down 
ponent  perpendicular  to  the  plane  has  no  a  plane. 

effect,  since  motion  perpendicular  to  the 
plane  is  prevented,*  whereas  the  other  component  causes  it  to 
slide  down  the  plane  with  an  acceleration  g  sin  i.    Thus  the 
motion  down  the  plane  may  be  calculated  by  the  formula  of 
§29,  a  being  replaced  by  g  sin  t. 

From  this  we  may  deduce  one  result  of  importance.    The  ve- 
locity after  a  distance  of  descent  s  down  the  plane  is  given  by 

=1^0* +2g  sin  rs. 
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and,  if  A  is  the  distance  of  descent  measured  vertically^  h»s*mnu 
Hence 

Now  this  is  the  formula  we  should  have  been  led  to,  if  we  had 
sought  the  velocity  attained  by  a  free  vertical  fall  through  a  dis- 
tance A.  Hence  the  speed  attained  by  a  body  which  slides  withotU 
friction  through  a  certain  vertical  distance  is  the  same  as  if  the 
body  had  fallen  that  distance  vertically.  This  does  not  apply  to 
a  body  rolling  down  a  rough  plane. 

DYNAMICS 
Force  and  Mass 

36*  In  the  preceding  we  have  considered  various  cases  of  mo- 
tion without  any  reference  to  the  influences  that  affect  the  motions 
of  bodies,  just  as  in  Geometry  we  study  lines  and  figures  without 
any  reference  to  particular  bodies.  We  must  now  consider  those 
relations  between  bodies  on  which  changes  of  motion  depend. 

Isaac  Newton  was  the  first  who  attained  clear  ideas  as  to  the 
relations  between  bodies  and  their  motions.  His  treatment  of  the 
subject  was  foimded  on  three  fundamental  principles  which  he 
called  Axioms  or  Laws  of  Motion.  These  axioms  are  so  simple 
that  they  are  recognized  as  very  probably  true  as  soon  as  their 
meaning  is  grasped.  The  proof  of  their  correctness  is,  however, 
the  fact  that  all  deductions  from  them  are  f oimd  to  be  verified  by 
observation  and  experiment. 

37.  Newton*8  First  Law  of  Motion. — Every  body  persists  in  its 
state  of  rest  or  of  uniform  motion  in  a  straight  line,  unless  it  is 
compelled  by  som^  force  to  change  thai  state. 

This  law  may  be  divided  into  two  parts,  a  statement  and  a  d^ 
nition.  The  statement  is  that  any  change  of  velocity  of  a  body, 
that  is  any  acceleration,  is  due  to  some  external  influence,  and  a 
body  free  from  external  influences  would  necessarily  have  a  con- 
stant velocity.  This  was  a  complete  denial  of  what  had  been 
supposed  to  be  true  up  to  the  time  of  Galileo  (who  died  in  1642, 
the  year  in  which  Newton  was  bom) ;  for,  until  then,  it  was  sup- 
posed that  a  body  free  from  external  influences  would  come  to 
rest.  We  cannot,  of  course,  free  any  body  entirely  from  external 
influences;  but  we  can  greatly  diminish  these  influences,  and  with 
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each  diminution  the  velocity  becomes  more  nearly  constant.  The 
most  common  hindrance  to  steady  motion  is  friction.  A  stone 
given  a  push  along  a  rough  road  is  quickly  stopped  by  friction; 
on  a  smooth  floor  it  will  continue  longer  in  motion;  a  well- 
polished  stone  started  on  smooth  ice  will  continue  in  motion  for 
a  great  distance.  Such  considerations  make  it  seem  probable 
thaty  if  freed  from  external  influences,  a  body  would  move  with 
constant  velocity;  they  do  not,  however,  amount  to  a  proof  ol  the 
statement  in  the  first  law  of  motion.  The  proof  of  the  law  is  that 
all  of  the  innumerable  deductions  made  from  it  and  the  other 
laws  of  motion  are  verified  by  experience. 

The  law  implies  a  definition  of  force.  This  is  usually  given 
in  the  form  ''Force  is  whatever  changes  or  tends  to  change  the 
motion  of  a  body  "  or  ''Force  is  that  which  produces  acceleration.'' 
Thus,  friction,  the  pull  of  a  stretched  spring,  the  attraction  of  the 
earth  on  a  body,  etc.,  are  forces;  when  a  body  revolves  in  a  circle, 
it  has  an  acceleration  toward  the  center  and  must,  therefore,  be 
acted  on  by  some  force.  What  exerts  a  force  on  a  body  is,  of 
course,  some  other  body.  Thus  the  friction  opposing  the  motion 
of  a  vehicle  is  due  to  the  earth  and  the  pull  of  a  spring  is  due 
to  the  spring,  etc.  The  word  "force"  is  therefore  a  name  which 
we  give  to  that  influence  of  one  body  on  another  by  which  the 
first  changes  the  motion  of  the  second. 

The  property  a  body  has  of  tending  to  persist  in  its  state  of 
motion  or  of  rest  is  called  Inertia. 

38.  The  Mass  of  a  Body. — Common  experience  shows  that,  when 
a  given  force  is  applied  to  a  body,  the  magnitude  of  the  accelera- 
tion depends  on  some  property  of  the  body.  Thus,  a  horizontal 
spring  kept  stretched  to  a  definite  length,  say  one  foot,  will  apply 
a  definite  force  to  the  body  to  which  it  is  attached.  If  attached 
to  a  cubic  foot  of  lead  supported  without  friction,  it  will  produce 
a  certain  acceleration;  but  the  acceleration  will  be  different,  if  a 
cubic  foot  of  wood  be  substituted  for  the  lead.  The  difference 
is  not  due  to  the  difference  in  the  weights  of  the  bodies,  since 
weight  is  a  force  that  acts  vertically  and  does  not  affect  the 
horizontal  motion  of  the  bodies.  The  difference  is  due  to  what 
we  call  the  masses  of  the  bodies. 

To  attach  a  definite  meaning  to  the  word  mass  we  must  define 
what  is  meant  by  the  ratio  of  the  masses  of  two  bodies.     The  ratio 
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of  the  masses  of  two  bodies  is  the  inverse  of  the  ratio  of  the  accdera- 
tions  thai  a  given  force  imparts  to  the  bodies  when  applied  to  them 
in  succession.  For  example,  if  a  body  A  acted  on  by  a  certain 
force  receives  twice  the  acceleration  that  a  second-  body  B 
receives  when  acted  on  by  the  same  force,  the  mass  of  A  is  half 
as  great  as  the  mass  of  B  and  so  for  other  ratios.  Hence,  if  we 
adopt,  as  we  presently  shall,  a  certain  body  as  a  body  of  unit  mass, 
the  mass  of  any  other  body  becomes  definite. 

In  the  above  we  have  defined  the  ratio  of  two  masses  by  means  of  the 
ratio  of  the  aooelerations  imparted  to  them  by  some  partieidar  force.  This 
at  once  suggests  the  question:  Would  the  ratio  be  found  different  if  some 
other  force  were  used  in  the  test?  If  so,  the  word  mass  as  applied  to  a  body 
would  have  no  definite  meaning  except  in  relation  to  a  particular  force. 
But>  as  a  matter  of  fact,  the  ratio  is  found  to  be  the  same,  no  matter  what  may 
be  the  force  chosen  for  the  test.  This  is  a  very  important  statement,  but  we 
do  not  need  to  state  it  as  a  separate  fundamental  principle  since  it  is  included 
in  Newton's  Second  Law  of  Motion  as  will  readily  be  seen  later  from  the 

formula  for  that  law  ($42).  The  fact  that  bodies  Have  definite  maaseSf  the 
same  no  matter  what  their  accelerations  or  the  forces  acting  on  them,  was 
one  of  Newton's  most  important  discoveries. 

We  shall  see  later  ((670)  that  there  is  good  reason  to  believe  that  at 
immensely  great  velocities  the  mass  of  a  body  may  depend  appreciably  on 
its  velocity. 

Some  persons  find  difficulty  in  accepting  the  above  definition  of 
the  ratio  of  two  masses,  because  they  cannot  see  an  easy  means  of 
appl3dng  it  directly  to  comparing  masses.  It  is,  however,  not 
given  as  a  practical  method  of  comparing  masses;  but  it  leads,  as 
we  shall  see  later,  to  a  very  practical  method  (§42). 

39.  Units  of  Mass. — The  unit  of  mass  chiefly  employed  in 
Physics  is  the  gram,  which  is  defined  as  one  one-thousandth  of 
the  mass  of  a  block  of  platinum  kept  at  Sevres,  near  Paris,  and 
known  as  the  Kilogram  prototype.  Fractions  and  multiples  of  the 
gram  in  frequent  use  are  named  as  follows: 

Milligram  s.OOI  g.  Kilogram       »1000g. 


Centigram  =  .01    g.  **  x  •    a 

T,    *  ,  Metnc  ton 

Decigram  =.1      g. 


=  1,000,000  g. 
=  1000  kg. 


In  English-speaking  countries  the  pound  is,  for  commercial 
and  industrial  purposes,  used  as  unit  of  mass.  It  is  defined  as 
the  mass  of  a  certain  block  of  platinum  kept  at  the  Exchequer  in 
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London.    It  is  worth  remembering  that  1  kgm. — 2.20  lbs.  ap- 
proximately and  that  1  pounds 454  gms.  approximately. 

40.  Ratio  of  Forces. — ^Different  forces  applied  to  a  body  give  it 
different  accelerations.  For  example,  if  a  heavy  body  be  hung  from 
the  ceiling  by  a  cord  and  a  horizontal  cord  be  attached  to  it,  a 
small  pull  vrill  start  it  slowly,  while  a  stronger  pull  will  start  it 
more  rapidly.  Or,  if  a  horizontal  spiral  spring,  kept  stretched 
to  a  definite  length,  were  applied  to  a  body  supported  with  very 
little  friction  on  a  horizontal  table,  a  definite  acceleration  would 
be  produced.  If  this  experiment  were  repeated  with  the  spring 
stretched  to  a  different  length,  a  different  acceleration  would  re- 
sult. These  illustrations  would  be  somewhat  difficult  to  carry 
out  accurately,  but  they  will  help  to  make  clear  the  following 
definition  of  the  ratio  of  two  forces,  and  from  this  we  shall  be 
able  to  deduce  a  more  accurate  method  of  finding  the  ratio, 
either  by  calculation  (§42)  or  by  static  experiments  (§52). 

The  roHo  of  two  forces  is  the  roHo  of  the  accderations  they  can 
impart  to  a  given  body.  Fordefiniteness,  we  shall  suppose  that  the 
body  referred  to  is  one  of  unit  mass.  If  now  we  take  any  force 
as  unit  force,  the  magnitude  of  any  other  force  becomes  definite. 
For  simpUcity,  we  shall  usually  take  as  unit  force  that  force  which, 
acting  on  unit  mass,  gives  it  unit  acceleration.  A  force  which 
gives  unit  mass  two  imits  of  acceleration  will  then  be  a  force  of 
two  units,  and  so  on. 

In  the  above  we  have  defined  the  ratio  of  two  forces  by  the  ratio  of  the 
aoeeleratioiis  they  impart  to  some  particular  body.  This  definition  would 
not  be  of  mudh  ^ue,  if  the  ratio  obtained  depended  on  the  particular  body 
chosen.  As  a  matter  of  fact,  the  ratio  of  two  forces,  as  defined  above,  is  the 
same,  no  matter  what  body  is  chosen  for  the  test.  This  statement,  while 
very  important,  does  not  need  to  be  stated  as  a  separate  fundamental  prin- 
ciple, since  it  is  included  in  Newton's  Second  Law  of  Motion,  as  will  readily 
be  seen  later  from  the  formula  for  that  law  (§42). 

41.  Momentum. — ^Every  one  is  aware  that  certain  properties 
of  moving  bodies  depend  on  mass  and  velocity  conjointly.  Thus, 
the  length  of  time  required  by  a  locomotive  to  start  a  train 
depends  on  both  the  mass  of  the  train  and  the  velocity  to  be 
imparted  to  it,  and  the  same  is  true  of  stopping  it.  Hence  we 
find  it  convenient  to  define  a  property  depending  on  mass  and 
velocity  conjointly.    Momentum  is  defined  as  the  product  of  mass 
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and  velocity.  Since  the  velocity  has  direction  as  well  as  magni- 
tude, while  the  mass  has  magnitude  only,  the  momentum  of  a  body 
is  a  vector  quantity,  the  direction  of  which  is  that  of  the  velocity. 
(What  we  now  call  momentum  Newton  called  quantity  of  motion 
as  distinguished  from  rate  of  motion  or  velocity.) 

When  the  velocity  of  a  body  changes,  its  momentum  also 
changes.  Since  the  mass  of  the  body  is  constant,  any  change  in 
the  momentum  of  a  body  must  be  due  to  a  change  of  its  velocity, 
and  the  change  of  momentum  must  equal  the  product  of  the 
mass  and  the  change  of  velocity.  Hence,  when  the  momentum 
of  a  body  is  changing,  the  rate  of  change  of  momentum  equals 
the  product  of  the  mass  and  the  rate  of  change  of  velocity,  that 
/is,  the  product,  mu,  of  the  mass  m  and  its  acceleration  a. 

42.  Newton's  Second  Law  of  Motion. — The  rate  of  change  of 
the  momentum  of  a  body  is  proportional  to  the  force  acting  on  the 
body  and  is  in  the  direction  of  the  force. 

To  reduce  this  statement  to  a  mathematical  formula,  let  us 
suppose  that  a  force  F^  acting  on  a  mass  m,  gives  it  an  accelera- 
tion tti,  and  that  a  force  F,  acting  on  a  mass  m,  gives  it  an  accel- 
eration a„  and  so  on  for  any  number  of  forces  and  masses. 
Then 

Fi'.F^ . . .  ::  mia^im^^ 

If  k  be  used  to  denote  the  constant  ratio  of  F  to  mxi 

F  ■=  kma 

This  is  the  general  formula  for  Newton's  Second  Law.  The 
constant  k  is  a  number  the  magnitude  of  which  depends  on  the 
unit  chosen  for  F,  since  we  have  already  chosen  certain  units 
for  m  and  a. 

Since,  as  Galileo  found  (and  as  Newton  and  Bessel  proved 
more  completely),  all  bodies  fall  with  the  same  acceleration 
(allowance  being  made  for  air  friction),  it  follows  from  the 
above  formida  that  the  masses  of  bodies  are  proportional  to  their 
weights.  This  is  the  principle  of  the  common  balance,  by  which 
the  masses  of  bodies  are  compared  by  comparing  their  weights. 

43.  Units  of  Force. — (1)  Absolute  Units. — Calculations  by 
means  of  the  formula  for  Newton's  Second  Law  of  Motion  are 
much  simplified  when  the  unit  of  force  is  so  chosen  that  A  is  1. 
Such    a    unit    of    force    is    called  an  absolute  unit  of  force. 


DYNAMICS  31 

Since  JP  is  to  be  1  when  m  and  a  are  each  1,  an  absolute  unit  of 
force  is  that  force  which,  acting  on  a  body  of  unit  mass  gives  it 
unit  acceleration.    Hence 

F  —  ma  in  absoliUe  units. 

If  the  gram  be  taken  as  unit  of  mass  and  the  cm.  per  sec.  per 
sec.  as  unit  of  acceleration,  the  absolute  unit  of  force  is  that  force 
which,  acting  an  a  body  of  one  gram  mass,  gives  it  an  acceleration 
of  one  cm,  per  sec.  per  sec.  and  is  called  a  dyne. 

If  the  pound  be  taken  as  unit  of  mass  and  the  foot  per  sec. 
per  sec.  as  unit  of  acceleration,  the  absolute  unit  of  force  is  that 
force  which,  acting  on  a  body  of  one  pound  mass,  gives  it  an 
acceleration  of  one  foot  per  sec.  per  sec.  and  is  called  a  poundal. 

(2)  Gravitaiional  Units. — ^The  weight  of  a  body  of  unit  mass  is, 
for  many  purposes,  a  convenient  unit  of  force;  but,  when  it  is 
chosen,  the  value  of  ft  is  not  1.  For  allow  a  body  of  unit  mass  to 
fall:  the  acceleration  a  »  9,  while  F  »  1  and  tn  -»  1.  Hence, 
substituting  in  F  »  kma,  we  get  1  ^  kg,  and  therefore  k'^l/g. 

Hence 

m 
F  ^  —ain  gravitationcd  units. 

The  only  gravitational  unit  we  need  consider  is  the  weight  of 
a  pound.  With  the  foot  per  sec.  per  sec.  as  unit  of  acceleration, 
the  value  of  9  is  32.2  approximately  but  varies  with  the  locality. 
Formulae  derived  from  the  above  will  always  have  m/g  where  m 
only  would  appear  in  absolute  units. 

Engineers  prefer  to  write  W,  the  number  of  pounds  weight  in  the  weight 
of  a  body,  instead  of  m,  the  number  of  pounds  mass  in  the  mass  of  a  body. 
The  two  are  equal  numerically. 

4A.  Newton's  Second  Law  (Continued). — The  statement  of  the 
second  law  of  motion  is  so  brief  that  some  things  implied  in  it 
might  easily  escape  notice: 

1.  In  the  statement  of  the  law  the  rate  of  change  of  momentum 
of  a  body  is  spoken  of,  without  any  reference  to  whether  the  body 
starts  from  rest  or  is  initially  in  motion.  Hence  it  is  implied 
that  the  effect  of  a  force  applied  to  a  body  is  independent  of  the  state 
of  motion  of  the  body  when  the  force  begins  to  act.  For  example, 
gravity  is  a  force  that  acts  vertically  downward.  When  a  body 
is  dropped  from  a  height,  the  force  of  gravity  gives  it  a  certain 
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• 

acceleration  downward ;  if  the  same  body  be  started  downward 
with  a  certain  velocity,  its  acceleration  downward  will  be  the 
same  as  when  the  body  is  simply  dropped,  and  the  same  will  be 
true  if  the  body  be  given  an  initial  velocity  upward  or  in  any 
direction.  It  is  found  possible  to  play  games  of  ball  or  cricket 
on  a  moving  steamship;  the  effect  of  throwing  the  ball  with  a 
certain  force  or  striking  it  with  a  bat  is  the  same  as  when  the 
steamship  is  at  rest. 

2.  The  law  states  how  a  force  will  affect  the  motion  of  a  body, 
but  it  makes  no  reference  to  whether  some  other  force  is  acting 
on  the  body  at  the  same  time  or  not.  Hence  it  is  implied  that 
each  force  produces  its  own  effect  indtependenUy  of  the  simtdtaneous 
action  of  any  other  force;  and,  when  several  forces  act  on  a  body, 
we  may  calculate  the  acceleration  produced  by  each  as  if  the 
other  forces  did  not  exist,  and  then  add  the  accelerations  to 
find  the  whole  effect  of  all  the  forces.  This  very  important  prin- 
ciple is  sometimes  called  that  of  the  independence  of  forces. 

45.  Imptslse  of  a  Force. — The  product  of  a  force  and  the  time 
during  which  it  acts  is  called  the  impulse  of  the  force.  When  a 
force  F  acts  on  a  mass  m  for  time  t,  from  the  formula  for  the 
Second  Law  of  Motion,  by  multiplying  both  sides  by  t,  we  get: 

Ft^^mat 

Now  at  is  the  increase  of  velocity  produced,  and  this,  multiplied 
by  m,  is  the  increase  of  momentum.  Hence  the  imptdse  of  a  force 
equals  the  momentum  produced  by  it.  If  the  body,  starting  with 
a  velocity  vq,  has  at  time  t  a  velocity  v, 

Ft=^mv''mvo 

46.  Newton's  Third  Law  of  Motion. — Action  and  reaction  are 
equal  and  opposite.  In  the  statements  of  the  first  and  second 
laws  of  motion  forces  acting  on  bodies  are  spoken  of,  but  nothing 
is  said  as  to  what  exerts  force.  This  lack  is  supplied  by  the 
third  law. 

The  action  and  reaction  here  referred  to  mean /orce  and  counter^ 
force.  The  meaning  of  the  statement  is  that  force  on  any  one 
body  is  exerted  by  some  other  body,  and  this  other  body  itself 
experiences  an  equal  and  opposite  force  exerted  by  the  first 
body,  the  line  of  action  of  both  forces  being  the  line  joining  the 
two  bodies. 
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In  many  cases  the  truth  of  this  law  will  be  recognised  as  being 
evident.  For  example,  when  one  presses  his  two  hands  against 
each  other,  it  will  be  admitted  that  the  hands,  if  at  rest,  press 
equally  in  opposite  directions.  If  one  hand  be  pressed  against  a 
wall,  the  same  must  still  hold,  since  the  wall  merely  takes  the 
place  of  the  other  hand  in  the  first  illustration.  But  the  case  is 
not  so  dear  when  a  hand  is  pressed  against  an  obstacle  that 
moves.  How,  it  is  sometimes  asked,  can  there  be  motion 
produced  if  the  forces  are  equal  and  opposite?  The  answer  is 
that  the  two  forces  spoken  of  do  not  act  on  one  body;  there  is  one 
force  exerted  by  the  hand  on  the  obstacle,  and  the  obstacle  yields 
unless  restrained  by  some  other  force;  the  reaction  is  the  back 
pressure  of  the  body  on  the  hand,  not  a  force  acting  on  the  body. 

CooBideri  also,  the  forces  that  oome  into  play  when  a  hone  of  mass  m, 
pulHng  on  a  horisontal  rope  of  mass  m,  draws  a  block  of  mass  m,.  Here  there 
are  four  pairs  of  actions  and  reactions.  In  the  first  place*  the  horse  pushes 
against  the  ground  and  the  reaction  of 
the  groimd  is  an  equal  and  opposite 
push.  Let  the  magnitude  of  this  hori- 
sontal action  and  reaction  be  F,. 
Secondly  the  horse  exerts  a  forward 
puU,   of  magnitude  say  F,,  on  the         ^°-  ^^"^o^j^^ bcHoob Bud 

rope  and  the  reaction  of  the  rope  is 

equal  and  opposite.  The  rope  exerts  a  horisontal  force  on  the  block  and 
the  block  exerts  an  equal  and  opposite  reaction,  the  magnitude  of  each 
being  F,.  Finally,  there  is  the  action  and  reaction  between  the  block  and 
the  ground;  let  the  horisontal  component  of  this  have  a  magnitude  F^, 
If  there  is  an  acceleration  a,  as  there  must  be  to  begin  the  motion,  F|  is 
greater  than  F,  by  fit|a,  F,  is  greater  than  F,  by  m^,  and  F,  is  greater  than 
F^  by  fii,a.  Thus  F,  exceeds  F^  by  (m|+m,+m,)a,  and  this  is,  therefore, 
the  total  backward  push  on  the  ground.  When  the  motion  has  become 
constant^  a«o  and  all  the  forces  mentioned  are  of  equal  magnitude. 

Since  a  force  is  always  accompanied  by  a  coimterforce,  the  two 
are  parts  or  different  aspects  of  one  inseparable  whole,  and  the 
two  together  constitute  what  is  called  a  stress.  Thus  every 
force  is  the  partial  aspect  of  some  stress,  just  as  a  purchase  and  a 
sale  are  partial  aspects  of  an  exchange. 

47.  Force  Required  for  Motion  in  a  Circle. — When  a  particle 
revolves  in  a  circle,  it  has  an  acceleration  toward  the  center 
equal  to  v^/r  (§  32),  where  v  is  the  magnitude  of  the  velocity  (i.e., 
the  speed)  and  r  is  the  radius.    To  cause  thisi(acceleration  there 
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must  be  a  force  directed  toward  the  center,  and,  according  to 
Newton's  Second  Law,  this  centripetal  force  F  must  be  such  that 

F—m  -. 

r 

Against  this  force  the  particle  will  exert  an  equal  and  opposite 
reaction  on  the  body  that  exerts  the  force  toward  the  center. 

If,  for  example,  the  particle  be  attached  by  a 
string  to  the  finger,  the  reaction  will  be  a  force 
acting  on  the  finger  and  will  be  in  a  direction 
outward  along  the  radius.  This  reaction  is 
called  a  centrifugal  farce.  Thus  the  centrifugal 
force  is  not  a  force  acting  on  the  moving  particle, 
btU  a  reaction,  exerted  by  the  particle,  on  the 
Ro.  17.— A  particle    q^j^  5^^^  ^^^  exerte  the  force  toward  the  center. 

inoTfiig  in  A  oirol0  u  , 

aoted  on  by  A  forae    (That  the  above  formula  also  applies  to  the 
townrd  the  oentor.         motiou  of  a  hody  is  showu  in  §101.) 

Illustrations  of  the  above  are  very  numerous  and  a  few  may  be  mentioned. 
Drops  of  wUer  are  thrown  off  tangentially  from  a  rapidly  moving  bloycle  or 
carriage  wheel,  owing  to  the  fact  that  there  is  not  a  sufficient  force  toward 
the  center  acting  on  them,  and  they  therefore  move  off  on  a  tangent,  in 
accordance  with  the  first  law  of  motion.  A  train  rounding  a  curve  presses 
outward  on  the  raib,  and  the  resultant  of  this  force  and  the  vertical  weight 
of  the  train  is  a  force  inclined  to  the  vertical.  Since  it  is  desirable  that  the 
whole  force  should  be  perpendicular  to  the  sleepers,  the  outer  rail  is  raised. 
In  the  Centrifugal  drier,  used  in  laundries  and  sugar  refineries,  the  material 
to  be  dried  is  placed  in  a  perforated  cylinder  rotating  about  its  axis  which  is 
vertical;  the  drops  of  water,  not  being  held  by  a  force  directed  to  the  center, 
escape  through  the  perforations.  In  the  Centrifugal  eream-aeparaiar,  which 
is  a  rotating  vertical  cylinder,  both  the  milk  and  the  cream  tend  to  move  as 
far  from  the  axis  as  possible;  but  the  milk,  being  the  denser,  exerts  the  more 
powerful  tendency  and  therefore  occupies  the  parts  of  the  vessel  farthest 
from  the  axis.  The  flattening  of  the  eartk  at  its  poles  is  due  to  its  axial 
rotation;  if  at  rest  it  would  be  spherical;  but,  being  in  rotation,  it  bulges  at 
the  equator  to  such  an  extent  that  the  restoring  forces  due  to  gravitational 
attractions  supply  the  requisite  force  toward  the  center.  The  higher  the 
speed  of  betting  the  less  it  presses  on  a  pulley  and  the  more  liable,  there- 
fore, it  is  to  slip;  for  more  of  the  tension  of  the  belting  is  called  on  to  supply 
the  requisite  force  toward  the  center.  Watt's  governor  for  a  eteam-engine 
consists  of  a  pair  of  balls  whirled  around  a  vertical  spindle  at  a  rate  pro- 
portional to  the  speed  of  the  engine;  when  this  speed  exceeds  the  desired 
limit  the  outward  movement  of  the  balls  acts  on  a  steam- valve  so  as  to 
decrease  the  speed  of  the  engine. 
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Resultant  of  Forces. — ^Equilibrium 

48.  Composition  of  Forces. — Two  or  more  forces  may  act  on  a 
body  at  the  same  time.  For  example,  a  body  falling  because  of 
the  attraction  of  the  earth  may  be  drawn  horizontally  by  a 
stretched  spring  or  blown  by  wind  pressure.  In  such  cases  each 
force  produces  an  acceleration  independently  of  the  action  of  the 
other  forces  (§44),  and  the  body  travels  in  some  path  with  a 
definite  acceleration,  which  is  the  resultant  of  the  accelerations 
produced  by  the  separate  forces. 

The  resultant  of  two  or  more  forces  is  defined  as  the  single  force 
which  wHl  produce  the  restdtant  accderaiion.  The  resultant  of 
any  number  of  forces  which  act  on  a  particle  can 
be  found  by  vector  addition,  that  is  by  a  tri- 
angle, parallelogram,  or  polygon  construction. 
For  a  force  has  a  certain  magnitude  and  a  certain 
direction  and  is,  therefore,  a  vector  quantity. 
Hence  any  number  of  forces  acting  on  a  particle 

may  be  represented  by  lines  drawn  from  a  point.     Let  AB  and 

AC  represent  two  forces  F^  and  F^,  acting  on  a  particle.  Com- 
plete the  parallelogram  ABDC.  By  the  Second  Law  of  Motion 
the  accelerations  produced  by  F,  and  F^  are  in  the  directions  of 

and  proportional  io  AB  and  iiC,  and  the  resultant  acceleration 

must,  therefore,  be  represented  by  AD;  and,  since  the  resultant 
force  is  the  force  that  will  produce  the  resultant  acceleration,  it 

must  be  in  the  direction  AD»  If,  now,  we  denote  the  accelera- 
tions produced  by  F^  and  F,  by  a^  and  a,  respectively  and  if 
the  resultant  force  and  acceleration  be  denoted  by  F  and  a 
respectively,  by  the  Second  Law  of  Motion 

F  :  F,  :  F, :  :  mo  :  ma^  :  ma^ 
:  :  a  :  Oi  :  a, 
: : AD : AB : AC 

Hence  AD  represents  the  resultant  force  on  the  scale  on  which 

AB  and  AC  represent  the  separate  forces.     This  very  important 

result,  called  the  Parallelogram  of  Forces,  is  usually  stated  as 
follows: 

//  two  forces  acting  on  a  particle  be  represented  by  two  lines 
drawn  from  a  point  and  if  a  parallelogram  be  drawn  with  these  two 
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lines  a$  iidei^  the  restdiarU  wiU  be  repreeerUed  by  the  diagonal  thai 
paeeee  thratigh  ihe  paint. 

Since,  then,  we  may  add  two  forces  bytheparaUdogram  method 
or  by  the  triangle  method  (which  is  essentially  the  same),  we 
may  in  the  same  way  add  a  third  to  the  resultant  of  these  two 
and  so  on.  Hence  the  polygon  method  of  addition  applies  to 
forces  acting  on  a  particle. 

Let  0  be  the  angle  between  the  directions  of  the  forces  F^  and 
F^.     Then,  as  in  the  case  of  velocities  and  accelerations, 

F> «  Fj* + F,* + 2FiF,  cos  6 

49.  Resolution  of  a  Force  into  Components.  Since  two  or 
more  forces  acting  on  a  particle  can  be  replaced  by  a  single  force 
called  their  resultant,  a  single  force  can  be  replaced  by  any  two 
or  more  forces  which,  added  geometrically,  give  the  single  force. 
This  is  called  the  resoliUion  of  a  force  into  components. 

The  most  important  case  practically  is  when  the  components 
are  at  right  angles  to  each  other.  When  a  single  force  is  resolved 
into  two  components  (Fig.  19),  the  components  and  the  force  re- 
solved must  be  in  the  same  plane.    When  the  two  components  are 

Y\ 
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at  right  angles,  the  component  that  makes  an  angle  a  with  the  whole 
original  force  F  has  a  magnitude  F  cos  a,  and  the  other  component 
is  F  sin  a.  The  agreement  as  regards  the  signs  of  angles  noted 
in  §25  applies  to  the  present  case. 

A  force  F  may  also  be  resolved  into  three  components  in  three 
directions  at  right  angles  to  each  other.  All  that  is  necessary 
is  to  construct  a  right-angled  parallelopiped  with  the  line  represent- 
ing F  as  diagonal  (Fig.  20)  and  with  edges  in  the  three  rectangular 
directions.  If  the  three  directions  be  taken  as  axes  of  x,  y  and 
z  and  if  the  components  be  denoted  by  F^,  Fy,  Fg  respectively, 
we  shall  have 

F^^F^^+Fy^-^-F,^ 
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50-  mtistratloiii  of  the  RMoItitlon  of  a  Force  into  CompoiMtili. — 1.  The 
force  of  gravity  on  a  body  of  mass  m  acta  vertically  downward  and.  In  abeolnte 
units,  equals  mg.  If  a  body  is  not  free  to  move  vertioallyi  but  is  free  to 
move  in  some  other  direction,  the  only  part  of  gravity  that  can  affeet  the 
motion  Ib  the  component  in  that  direction.  For 
instance,  if  a  body  (Fig.  21)  be  on  a  smooth  plane 
inclined  at  an  angle  i  to  the  horiaontal,  the  force  of 
gravity,  mg,  may  be  resolved  into  a  component 
m^  sin  i  down  the  plane  and  a  component  mg  cos  t 
perpendicular  to  the  plane.  The  latter  component 
wiU  produce  pressure  on  the  plane  but  will  not 
affect  the  motion  down  the  plane,  which  will  de- 
pend only  on  the  former  component,  my  sin  i.  If 
the  plane  be  not  perfectly  smooth,  there  will  also 

be  a  force  of  friction,  say  F^  parallel  to  the  plane,  and  the  resultant  force 
down  the  plane  will  be  {mg  sin  i^F), 

2.  A  sail-boat  (Fig.  22)  effects  a  double  resolution  of  the  wind  pressure.  The 
component  of  the  wind  pressure  IF  parallel  to  the  plane  of  the  sails  has  very 
little  effect ;  the  component,  say  F,  perpendicular  to  thesail  is  the  effective  com- 
ponent. Again,  F  may  be  resolved  into  a  component  perpendicular  to  the 
keel  and  a  component  /  parallel  to  the  keel.  The  former  produces  a  small 
sidewise  motion  or  lee-way,  while  the  latter,  being  in  the  direction  in  which 
the  boat  is  most  free  to  move,  is  the  effective  component. 


—W 
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3.  In  the  case  of  a  kite  (Fig.  23)  the  component  of  the  wind  pressure  parallel 
to  the  surface  of  the  kite  has  no  effect;  the  component  perpendicular  to  the 
kite,  when  the  kite  has  risen  to  the  proper  level,  is  equal  and  opposite  to 
the  resultant  of  the  pull,  T,  of  the  cord  and  the  weighty  mg,  of  the  kite. 

61.  Analytical  Mefhod  of  Compoimdliig  Forces. — ^A  simple  and 
general  method  of  finding  the  resultant  of  a  number  of  forces  in  a 
plane  is  to  resolve  each  in  two  directions  at  right  angles  and  then 
add  all  these  components.  Thus,  let  F,,  F,  *  *  *  be  the  forces 
acting  on  a  particle  at  0.  Take  any  two  convenient  rectangular 
directions,  Ox  and  Oy,  and  let  the  angles  F|,  F,  *  *  *  make  with 
Ox  be  a,,  a,  *  *  •  respectively.    Then  F|  is  equivalent  to  F^  cos  a, 
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along  Ox  and  F,  sin  a^  along  Oy  and  so  for  the  other  forces. 
Let  the  sum  of  the  components  along  Ox  be  denoted  by  X  and 
the  sum  of  the  components  along  Oy  by  Y.    Then 


X  =  Fi  cos  cTi+F,  cos  a,+ 
y^Fj  sin  ttj  +  F,  sin  a,  + 


=s  2"  F  cos  a 

«2'F  sin  a 


We  have  thus  replaced  the  forces  Fi,  F,  •  •  •  by  X  along  Ox  and  Y 
along  Oy.  The  resultant  of  X  and  Y  is  the  resultant  of  F^,  F,, 
etc.  Let  the  magnitude'  of  the  resultant  be  B  and  let  it  make 
an  angle  6  with  OX.    Then 

tan  5=  - 

These  f  ormuls  give  the  magnitude  and  the  direction  of  the  result- 
ant. In  using  .this  method  it  must  be  remembered  that,  when 
we  substitute  for  each  angle  a  its  numerical  value,  we  must  call 

the  angle  positive  if  it  is  measured  in  the 
direction  regarded  as  positive,  say  the 
counter-clockwise  direction;  if  measured  in 
the  opposite  direction  it  must  be  regarded 
as  negative. 

The  angle  0  that  the  resultant  makes 
with  Ox  is  found  from  its  tangent.  When 
the  tangent  is  positive,  it  shows  that  the 
angle  is  between  0  and  9(f  or  between  180^ 
and  270^.  To  decide  between  these  two, 
note  that  the  signs  of  the  values  of  X  and 
Y  must  be  either  both  positive  or  both 
negative,  since  the  tangent  is  positive.  If 
both  are  positive,  8  is  between  0^  and  90^; 
if  both  are  negative,  it  lies  between  180° 
and  270°.  The  reader  should  have  no  diffi- 
culty in  completing  the  reasoning  for  the  case  in  which  tan  0  is 
negative. 

When  X  and  Y  are  both  zero,  that  is,  when  the  sum  of  the  com- 
ponents in  each  of  two  directions  at  right  angles  is  zero,  B  is 
also  zero.  Conversely,  when  B  is  zero,  X  and  Y  must  also  each 
be  zero,  since  the  square  of  a  number  cannot  be  negative. 


0       X 

Fio.  24.— Analytloal 
method  of  eompoundlng 
foroat. 
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When  the  forces  to  be  compounded  are  not  all  hi  one  plane, 
we  may  take  three  directions,  Ox,  Oy,  Oz,  at  right  angles  and 
resolve  each  force  into  components  in  these  three  directions. 
Denote  the  sum  of  the  components  along  Ox  by  X,  that  along 
Oy  hy  Y,  and  that  along  Oz  by  Z  and  let  the  resultant  be  R. 
Then 

If  Z=0,  y=0  and  Z«0,  then  B«0.  The  converse  is  also 
true,  since  X*,  Y^  and  Z'  must  be  either  positive  or  zero. 

62.  Eqtiilibiisun  of  Forces  Acting  on  a  Particle. — When  the 
retuUant  of  the  forcee  acting  on  a  particle  is  zero, 
the  forcee  are  eaid  to  be  in  equilibrium,  that  is,  in 
a  state  of  balance,  so  that  they  do  not  change 
the  motion  of  the  particle.    ' 

When  two  equal  and  opposite  forcee  act  on  a 
particle,  they  are  in  equilibrium,  for  their  re- 
sultant is  zero.  Conversely,  if  two  forces  are  in 
equilibrium,  they  must  be  equal  and  opposite, 
for  otherwise  their  resultant  could  not  be  zero. 

When  three  forcee  acting  on  a  particle  are  in  the  direction  of 
and  proportional  to  the  sides  of  a  triangle  taken  in  order,  they  are  in 
equilibrium.    For  if  the  three  forces  F^,  F^,  F,  be  in  the  direc- 

^■^^■^H^^^  ^^^^^^^^^  ^^^^^^^^^ 

tion  of  and  proportional  to  AB,  BC,  CA,  the  resultant  of  F^  and 
Fj  will  be  represented  by  AC,  and  the  resultant  of  forces  repre- 
sented by  AC  and  CA  is  zero.    The  converse  of  this  proposition 


is  that,  if  three  forces  acting  on  a  particle  be  in  equilibrium,  and 
if  any  triangle  be  drawn  with  its  sides  respectively  in  the  directions  of 
the  forces,  the  forces  wiU  be  proportional  to  the  sides  of  this  tri- 

angle.  To  prove  this  let  us  suppose  that  AB  and  BC  (Fig.  26), 
are  any  two  lines  in  the  direction  of  and  proportional  to  two  of 
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the  foroes  Fi  and  F^  Then  a  force  represented  by  AC  is  equiva- 
lent to  F|  and  F^  taken  together.  Hence,  since  the  forces  are  in 
equilibrium,  the  third  force  F^  must  be  in  the  direction  of  and 

proportional  to  CA.  Now  any  other  triangle  such  as  A'B'C'^ 
with  sides  in  the  directions  of  F|,  F,,  F^  respectively,  that  is,  in 

^i^Ma^B^^        ^H^MMMMMM       ^^mmm^mamm 

the  directions  of  AB^  EC,  CA^  respectively,  must  be  similar  to 
ABC.  Hence  its  sides  must  be  proportional  to  the  sides  of  ABC, 
that  is,  to  F|,  F,,  F,  respectively.  This  converse  proposition  is 
very  important,  for,  when  we  know  the  directions  of  three  forces 
that  are  in  equilibrium,  we  can  find  the  relative  magnitudes  of 
the  forces  by  constructing  a  triangle  with  its  sides  in  the  direc- 
tions of  the  forces. 

When  any  number  of  forces  acting  on  a  particle  are  in  the 
directions  of  and  proportional  to  the  sides  of  a  closed  polygon 
taken  in  order,  they  are  in  equilibrium;  for  the  resultant  is  zero. 
The  converse  of  this  proposition,  for  more  than  three  forces,  is 
not  true;  for  polygons  are  not  necessarily  similar  when  their 
respective  sides  are  parallel. 

When  any  number  of  forces  are  such  that  the  sum  of  their  com- 
ponents in  each  of  tlu'ee  directions  at  right  angles  is  zero,  they 
are  in  equilibrium.  This  is  evident  from  §51,  for,  when  X,  Y  and 
Z  are  all  zero,  B  must  ako  be  zero.  Conversely,  when  any  num- 
ber of  forces  are  in  equilibrium,  the  sum  of  their  components  in 
any  direction  equals  zero;  for  we  may  take  this  direction  as  one  of 
three  at  right  angles;  and,  since  B  is  zero,  the  sum  of  the  com- 
ponents in  each  of  these  directions  is  zero  (§51). 

Work  and  Energy 

63.  Work. — When  a  force  acts  on  a  body,  the  product  of  the 
force  by  the  distance  through  which  it  acts  in  the  direction  of  the 
force  is,  as  we  shall  see  later,  a  very  important  quantity  and  is 
called  the  work  performed  by  the  force.  Thus,  when  a  force  ap- 
'  plied  to  a  heavy  body  raises  it  a  certain  vertical  distance,  work  is 
performed  by  the  force,  the  amount  of  the  work  being  the  product 
of  the  force  and  the  distance  of  ascent;  and,  when  a  horizontal 
force  draws  a  body  horizontally,  the  work  is  the  product  of  the 
force  and  the  horizontal  distance. 
The  phrase  "  in  the  direction  of  the  force "  that  occurs  in  the 
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definition  of  work  should  be  oarefuUy  noted.  When  there  is  no 
motion  in  the  direction  of  a  force^  no  work  is  performed  by  that 
force.  For  instance,  a  travelling  crane  may  by  its  chains  exert 
an  enormous  force  in  sustaining  a  heavy  body  and  it  may  move 
the  body  through  a  great  distance  horizontally,  but  the  force 
exerted  by  the  chains  will  do  no  work  if  there  is  no  vertical 
motion.  If  a  force  F  acts  constantly  on  a  body  while  the  body 
moves  a  distance  AB  which  is  not  in  the  direction  of  the  force, 
to  get  the  work  performed  we  must  take  the  projection  of  ilfi  on 
the  line  of  action  of  the  force  and  multiply  the  projection  by  the 
force.  If  9  is  the  angle  between  AB  and  the  direction  of  the 
force,  the  pro j  ection,  AC^olABon  the  line  of  the  action  of  the  force 
is  AB  cos  0  and  the  work  performed  is  F  *  AB  cos  d .  This  at 
once  suggests  another  method  of  calculating  the  work  performed, 
for  F '  AB  cos  d  is  the  same  as  F  cos  $•  AB  and  F  cos  9  is  the 
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component  of  F  in  the  direction  of  AB.  Thus  the  work  performed 
by  a  force  is  also  the  product  of  the  total  distance  by  the  com- 
ponent of  the  force  in  the  direction  of  motion. 

Work,  or  the  product  of  force  and  distance,  must  be  carefully 
distinguished  from  the  impulse  of  a  force,  which  is  the  product  of 
a  force  and  the  time  during  which  it  acts  (§45).  Given  a  force 
and  the  distance  through  which  it  acts,  we  do  not  need  to  know 
the  time  in  order  to  calculate  the  work. 

64.  Positive  and  Negative  Work. — Forces  always  exist  in  pairs 
of  equal  and  opposite  forces  (§46).  Hence,  when  a  force  applied 
to  a  body  does  work  by  moving  the  body  in  the  direction  of  the 
force,  it  must  at  the  same  time  overcome  an  opposing  force  or 
reaction.  The  applied  force  in  this  case  does  positive  work,  since 
the  motion  is  in  the  direction  of  the  applied  force.  This  work 
is  done  against  the  reaction,  or  we  may  say  that  the  reaction  does 
negative  work,  since  the  motion  is  in  the  opposite  direction  to  the 
reaction. 

The  nature  of  the  reaction  is  different  in  different  cases.     A 
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horse  attached  to  a  wagon  is  doing  work  against  the  force  of 
friction  when  the  wagon  is  moving  uniformly,  and  the  force  of 
friction  does  negative  work.  In  starting  the  wagon  into  motion 
the  horse  does  work  against  the  inertia  of  the  wagon  and  also 
of  the  horse,  in  addition  to  the  work  it  does  against  friction. 
When  a  body  is  moving  in  one  direction  and  a  force  is  suddenly 
applied  to  it  in  the  opposite  direction,  the  body  does  positive 
work  against  the  force,  which  in  this  case  does  negative  work. 

65.  Units  of  Work.— r-The  unit  of  work  is  the  work  done  by  the 
unit  force  in  acting  through  unit  dis(dnce.  When  the  dyne  is 
taken  as  unit  of  force  and  the  cm.  as  unit  of  length,  the  unit  of 
work  is  that  performed  by  a  dyne  acting  through  a  cm.  and  is 
called  an  erg.  Since  this  is  a  very  small  unit,  a  multiple  of  it, 
namely  10,000,000,  (or  10')  ergs,  is  frequently  used  and  is  called 
a  joule. 

When  the  weight  of  a  pound  is  taken  as  unit  of  force  and  the 
foot  as  unit  of  length,  the  unit  of  work  is  the  work  done  by  a 
force  equal  to  the  weight  of  one  pound  when  it  acts  through 
one  foot  and  is  called  a  foot-pound.  The  work  done  by  a 
pounds!  acting  through  a  foot  is  called  a  foot  poundal. 

66.  Diagram  of  Work. — ^When  a  force  is  constant,  to  find  the 
work  it  does  we  multiply  the  magnitude  of  the  force  by  that  of 
the  displacement;  but,  when  a  force  is  variable,  some  other  method 
has  to  be  adopted.  One  way  is  to  divide  the  whole  displacement 
up  into  small  parts  and  multiply  each  small  part  by  the  force  at 

the  middle  of  the  small  displacement  and 
then  add  all  the  products.  Stated  briefly, 
W  ^  IF.  A<.  By  taking  the  parts  small 
enough  we  may  get  the  work  as  accurately  as 
may  be  desired.  A  graphical  method  ijB  often 
preferable.  It  is  entirely  similar  to  the  method 
used  in  finding  the  distance  a  point  travels 
when  it  has  a  variable  velocity  (§22).  Let 
OA  be  a  line  that  represents,  on  some  scale,  the 
whole  displacement  measured  in  the  direction 
of  the  force.  Divide  OA  into  a  very  large  number  of  very 
small  equal  parts.  At  0  erect  a  perpendicular  OB  to  represent, 
on  some  scale,  the  force  at  the  beginning  of  the  first  part;  erect 
similar  perpendiculars  to  represent  the  magnitude  of  the  force 
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at  the  begiiming  of  the  other  parts,  and  through  the  ends  of  these 
perpendiculars  draw  a  smooth  curve  BC  If  we  calcidated  the 
work  done  in  a  small  displacement  ab  by  taking  for  the  force  its 
▼alue  at  the  beginning  of  ab,  the  result  would  be  too  small;  and,  if 
we  made  the  calculation  by  taking  the  value  of  the  force  at  the 
end  of  ab,  the  result  would  be  too  large,  and  similarly  for  all  the 
other  intervals.  By  continuing  the  reasoning  as  in  {22,  we  find 
that  the  actual  work  done  is  represented  by  the  area  OBCA. 

Thus,  to  find  the  whole  work,  we  need  only  to  measure  the  area 
of  the  figure  and  then  allow  for  the  scale  on  which  it  is  drawn. 
If  each  unit  of  length  along  OA  stands  for  m  units  of  length  in 
the  displacement,  and  if  each  unit  of  length  along  OB  btands 
for  n  units  of  force,  each  unit  of  area  will  stand  for  mn  units  of 
work,  and  the  whole  area  midtiplied  by  mn  will  give  the  whole 
work. 

When  the  cmrve  of  force  is  a  straight  line  the  area  may  be 
readily  calculated.  For  example,  let  us  calculate  the  work  done 
in  stretching  a  spring.  In  this  case  it  is  known  that  the  force 
that  is  needed  to  keep  a  spring  stretched  is  proportional  to  the 
amount  of  the  stretch  or  increase  of  length  (provided  this  be  not 
80  great  as  to  permanently  lengthen  the  spring).  Hence,  if  the 
spring  is  stretched  by  an  amount  x,  the  force  applied  to  it  is  kx, 
where  i  is  a  constant  and  is  evidently  equal  to  the  force  required 
to  produce  unit  increase  of  length.  If,  then,  a  curve  be  drawn 
with  the  values  olkxhs  ordinates  and  the  values  of  x  as  abscissie, 
this  curve  will  be  a  straight  line  (Fig.  30),  which  will  pass  through 
the  origin,  since  hx  is  sero  when  x  is  zero.  To  find  the  work 
done  in  increasing  the  amoimt  of  the  stretch  from  x^  to  x,  where 
OL^x^  and  ON  sx,  we  must  find  the  area 
PLNQ.  Now  this  is  equal  to  ^LNiPL^-QN). 
Hence  the  work  done  is  i(x,— xj  Qox^^-hx^ 
or  (\hx^—\hx^^.  This  is  also  the  work  the 
spring  will  do  in  contracting,  since  at  each  step 
the  force  of  contraction  is  equal  to  the  force  o  t 
required  to  stretch.    If  the  initial  stretch  be  -^^  ^q. 

zero,  Xi»0,  and  the  work  required  to  stretch 
by  the  amount  x,  is  \kx^.     While  we  have  referred  especially 
to  the  force  exerted  by  a  spiral  spring,  the  above  proof  and 
formula  evidently  apply  to  the  work  done  by  any  force  that  is 
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proportional  to  displacement.  These  we  shall  find  later  are 
very  numerous. 

67.  Power  or  Activity. — The  raU  at  which  an  agent  works,  or  the 
number  of  units  of  work  performed  per  unit  time,  is  called  the 
pot&er  or  activity  of  the  agent.  In  c.g.s.  units  the  unit  of  ac- 
tivity is  that  of  ah  agent  that  does  one  erg  per  second.  As 
this  unit  is  extremely  small,  the  unit  employed  for  most  scientific 
purposes  is  10^  ergs  per  second,  or  one  joule  per  second,  and  is 
called  the  vnaJti;  a  still  larger  unit  is  the  kilowaU  which  equals  one 
thousand  watts. 

The  unit  largely  employed  for  engineering  purposes  is  the 
horse-power,  which  is  the  power  of  an  agent  that  does  550  foot 
pounds  per  second  or  33,000  foot  pounds  per  minute.  One  horse- 
power equals  745.8  watts. 

68.  Kinetic  Energy. — It  is  often  necessary  to  find  the  relation 
between  the  work  done  by  a  force  and  the  velocity  of  the  body  to 
which  it  is  applied,  as,  for  example,  in  considering  the  motion  of 
a  train.  As  the  simplest  case  suppose  a  body  of  mass,  moving 
with  a  velocity  Vq  at  the  beginning  of  an  interval  of  time  t,  to  be 
acted  on  by  a  single  force  F  in  the  direction  of  the  velocity,  and 
let  the  velocity  at  the  end  of  the  time  be  v  and  the  distance  tra- 
versed be  s.    Then  from  §§27  and  45 

«  =  i(v  +  fo)<  (1) 

and  Ft=^m(v-V(^  (2) 

Hence  Fs  =  Jmv« — Jmvo*  (3) 

One-half  the  jrroduct  of  the  mass  of  a  body  and  the  aqiuire  of  its 
velocity  is  called  the  kinetic  energy  of  the  body,  or,  briefly. 

We  may,  therefore,  state  the  above  conclusion  thus: 
Work  done  on  body = gain  of  kinetic  energy; 

but  it  must  be  remembered  this  is  only  for  the  case  in  which  the 
force  acts  on  a  body  which  is  otherwise  free.  It  is,  however,  true 
in  all  cases,  if  F  stands  for  the  resultant  of  all  the  forces  acting  on 
the  body. 

We  may  also  reverse  the  circumstances  and  enquire  what  work 
a  body  in  motion  can  do,  if  it  meets  an  opposing  force  and  is 
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brought  to  rest.  Suppose  that  it  exerts  a  constant  force  F  and 
does  work  Fb.  Then  the  opposing  force,  that  is  the  force  applied 
to  the  body,  will  be  —F.    Making  this  change  in  (2)  we  get 

Thus  the  work  done  by  the  body  against  the  resistance  is  equal  to 
the  ZoM  of  kinetic  energy  of  the  body« 

If  the  motion  continue  until  the  body  is  brought  to  rest,  v  will 
then  be  zero,  and  we  shall  have  the  result  that  the  mttal  kinetic 
energy  of  the  body  U  the  work  it  can  do  before  it  is  brought  to  rest. 

It  should  be  noticed  that,  in  the  above,  v  and  v«  stand  for  the 
magrdtudes  of  the  respective  velocities,  i.e.,  the  speeds  (§16). 
The  kinetic  energy  of  a  body  depends  on  the  square  of  the  magni- 
tude of  its  velocity  and  is  the  same  no  matter  what  the  direction 
of  motion,  that  is,  kinetic  energy  is  a  scalar  quantity;  to  the 
kinetic  energy  of  one  body  we  may  add  the  kinetic  energy  of 
another  body  and  the  sum  will  be  the  total  kinetic  energy  of  both 
bodies. 

Since  a  force  does  no  work  when  it  is  always  at  right  angles  to 
the  direction  of  motion,  it  follows  that,  when  a  body  is  acted  on 
by  a  single  force  at  right  angles  to  the  direction  of  motion,  the 
kinetic  energy  of  the  body  remains  constant.  Thus,  when  a  body 
rotates  in  a  circle  under  the  action  of  a  single  force  directed 
toward  the  center,  the  force  does  no  work  and  the  kinetic  energy 
of  the  body  is  constant. 

Kinetic  energy  and  work  are  equivalent  quantities;  hence  the 
units  of  kinetic  energy  are  the  same  as  the  units  of  work. 

69.  Kinetic  Energy  and  Gravity. — The  force  of  gravity  on  a 
body  is,  for  small  distances  above  the  surface  of  the  earth,  a  con- 
stant force.  If  a  body  at  a  height  H  above  the  earth's  surface  has 
a  velocity  v  vertically  downward,  when  it  has  fallen  so  that  its 
distance  above  the  surface  is  h,  gravity  will  have  done  an  amount 
of  work  ing{H'-h);  and,  if  the  velocity  of  the  body  be  then  V, 
its  kinetic  energy  will  have  increased  from  ^mv^  to  imV\    Hence 

fng(H — A)  =  JmV  *  —  Jmr'  < 

If  on  the  other  hand  the  body  be  projected  upward  with  a  ve- 
locity V  from  a  height  A,  it  will  be  opposed  by  the  force  tng,  and  the 
work  it  will  do  against  gravity,  in  rising  to  a  height  ff,  will  be 
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fng{H'-h).  If  its  velocity  at  the  height  H  be  v,  its  loss  of 
kinetic  energy  will  be  (imV^^imv^.  Equating  the  work  done 
against  gravity  to  the  loss  of  kinetic  energy  we  get  the  same 
equation  as  above. 

In  the  preceding  we  have  supposed  the  motion  to  be  vertical ; 
but  the  result  will  be  unchanged  if  the  motion  is  not  vertical, 
provided  no  force  except  gravity  act  on  the  body  in  the  direction 
of  its  motion.  Any  force  perpendicular  to  the  motion  will  do  no 
work  and  cause  no  change  of  kinetic  energy.  Suppose^  for  ex- 
ample, the  body  slides  down  a  smooth  plane  through  a  distance  a 
along  the  plane.  Now,  we  have  already  shown  that  it  acquires  the 
same  velocity  as  if  it  fell  vertically  a  distance  equal  to  the  hei^t 
of  the  plane  ($35).  Then,  if  ff  be  the  height  of  the  top  of  the 
plane  and  h  that  of  the  bottom,  the  general  equation  above  will 
still  hold.  The  same  is  true  if  the  descent  is  along  a  smooth 
curve;  for  a  curve  may  be  regarded  as  made  up  of  very  short 
straight  parts  to  each  of  which  the  principle  stated  will  apply. 
These  results  are  now  readily  understood  by  considering  the  work 
performed  by  gravity.  For  the  total  amount  of  motion  in  the 
direction  of  the  whole  force  of  gravity  is  (H—h).  Thus  the 
gain  of  kinetic  energy  in  the  descent  from  the  higher  level  to  the 
lower  must  be  the  same  as  if  the  fall  were  vertical. 

60*  Kinetic  Energy  and  Elastidty. — ^When  a  body  is  acted  on  by 
the  force  due  to  a  stretched  spiral  spring,  the  spring  will  do  work 
on  the  body  if  the  spring  is  contracting,  and  the  body  will  do  work 
against  the  force  of  the  spring  if  it  is  moving  so  as  to  stretch 
the  spring  further.  Let  us  first  suppose  that  the  body  is  moving 
toward  the  spring  with  a  velocity  v,  the  spring  being  at  that 
moment  stretched  to  an  amount  X  beyond  its  normal  or  un- 
stretched  length.  While  the  spring  is  contracting  the  velocity  of 
the  body  will  be  constantly  increasing.  Let  the  velocity  be  V 
when  the  spring  has  contracted  so  that  its  stretch  is  decreased  to  x. 
In  this  time  (§56)  the  spring  will  have  done  an  amount  of  work 
(ikX^—^kz^  and,  since  this  must  equal  the  increase  of  kinetic 
energy  of  the  body, 

We  may  also  suppose  the  case  reversed,  that  is,  we  may  suppose 
the  body  to  be  moving  away  from  the  spring  with  a  velocity  V 
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when  the  stretch  of  the  spring  is  x.  Then  the  veloeity  of  the 
body  will  decrease;  and,  if  it  be  v  when  the  streteh  of  the  spring 
is  X,  work  HkX^ — ^Akb*)  will  have  been  done  against  the  spring 
and  the  decrease  of  the  kinetic  energy  will  be  (^my*— ^mv*). 
Equating  these  we  get  the  same  equation  as  before. 

61.  Potential  Energy.. — ^We  shall  now  consider  the  two  illus- 
trations just  given  from  another  point  of  view.  In  the  case  of  a 
body  projected  vertically  upward,  there  is  a  loss  of  kinetic  energy 
equal  to  mg  multiplied  by  the  height  of  ascent;  and,  if  the  body 
be  allowed  to  descend  again,  the  same  amount  of  work  will  be 
performed  by  gravity  and  the  body  will  regain  its  lost  kinetic 
energy.  Thus  at  the  higher  level  the  body  (or  rather  the  body 
and  the  earth  regarded  as  one  system)  has  an  advantage  of  posi- 
tion that  is  equivalent  to  a  certain  amount  of  kinetic  energy  lost, 
and  this  advantage  of  position  is  measured  by  mg{H'-  h).  This, 
since  it  is  equivalent  to  a  certain  amount  of  kinetic  energy,  is 
called  potential  energy.  Thus  it  follows  that  the  sum  of  ihe  kin^ 
etie  energy  and  the  potential  energy  ie  a  conetant,  a  fact  brought 
out  more  clearly  by  writing  the  equation  of  {59  thus: 

imV* + mgh  «  ^mv^ + mgH 

Here  mgh  is  the  increase  of  the  potential  energy  when  the  body 
is  raised  from  the  arbitrary  zero  level  (e.g.,  sea-level)  from  which 
h  is  measured  to  the  height  A,  and  a  similar  statement  applies  to 
mgH.  When  the  body  is  at  the  zero  level,  it  and  the  earth  still 
possess  potential  energy,  since  work  could  be  obtained  by  allow- 
ing the  body  to  fall  down  a  vertical  shaft. 

Again,  in  the  case  of  the  work  done  against  a  spring  by  a 
moving  body,  there  is  a  decrease  of  kinetic  energy,  and  this 
decrease  is  equal  to  the  work  done  against  the  spring.  If  the 
motion  be  reversed,  the  lost  kinetic  energy  will  be  regained. 
Thus  when  the  stretch  of  the  spring  increases  from  x  to  X  the 
spring  acquires  a  capacity  for  doing  work  of  the  amount 
(ikX*—ikx^),  equal  to  the  kinetic  energy  lost  by  the  body;  and 
the  spring  yields  up  this  capacity  for  doing  work  in  restoring 
the  kinetic  energy  of  the  body.  Writing  the  equation  of  §60  in 
the  form 
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we  Me  tliat  the  sum  of  the  kinetic  energy  of  the  body  and  the 
work  the  spring  can  do  in  contracting  to  its  unstretched  length  is 
a  constant.  The  work  the  spring  can  do  in  contracting  to  its 
unstretched  length  is  the  potential  energy  of  the  spring. 

In  the  case  of  a  body  separated  from  the  earth  the  potential 
energy  of  tl^e  body  and  the  earth  depends  on  their  reloHve  ]X>n- 
Han,  and  in  the  case  of  the  energy  of  the  spring  the  potential 
energy  depends  on  the  relative  positions  of  the  parts  of  the 
spring.  Hence  we  may  say  that  potential  energy  is  the  capacity 
a  body  or  eyetem  of  bodies  has  for  doing  work  in  virtue  of  the  rdcUive 
poaiHons  ofite  parte. 

In  the  case  of  potential  energy  we  cannot  give  any  universal 
formula  by  which  it  can  be  calculated  as  we  can  in  the  case  of 
kinetic  energy.  In  each  case  of  potential  energy  we  must  calcu- 
late how  much  work  the  body  or  system  can  do  in  passing  from 
one  state  to  another,  and  take  this  as  the  difference  of  the  poten- 
tial energy  of  the  body  or  system  in  the  two  states.  For  any  one 
particular  case  of  potential  energy  we  may  deduce  a  special 
expression  for  its  amount,  such  as  those  given  above  for  gravity 
and  elasticity. 

From  the  statements  made  in  §§68-61,  it  is  evident  that  we 
may  define  energy ,  of  either  kind,  as  the  capacity  for  doing  work, 

62«  Interchanges  of  Kinetic  and  Potential  Energy. — ^We  have 
considered  somewhat  fully  two  cases  of  the  interchange  of  kinetic 
and  potential  energy,  namely,  those  of  gravity  and  elasticity,  be- 
cause these  are  tjrpical  and  are  easily  worked  out  by  elementary 
methods.  Such  interchanges  are  common  in  nature  and  in 
industry  and  a  few  may  be  briefly  stated. 

(o)  Change  from  Kinetic  to  Potential. — When  a  block  of  wood 
is  split  by  a  wedge  or  axe,  the  axe  or  sledge  hammer  loses  kinetic 
energy  and  potential  energy  of  separation  of  the  particles  of 
wood  is  produced. 

As  the  distance  of  the  earth  from  the  sun  increases  from  mid- 
winter to  midsummer,  the  speed  of  motion  and  the  kinetic  energy 
decrease  and  the  potential  energy  of  separation  increases. 
|l  (b)  Changefrom  Potential  to  Kinetic. — A  clock w-eight  or  watch- 
spring  when  wound  up  has  potential  energy,  and  this  changes  to 
kinetic  energy  of  the  pendulum  or  balance  wheel,  which  would 
otherwise  come  to  rest. 
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A  bent  bow  has  potential  energy  due  to  the  change  of  position 
of  the  particles  of  the  bow  and  the  forces  between  them.  As  it 
unbends  it  loses  this  potential  energy  and  the  arrow  gains  kinetic 
energy. 

Water  in  a  lake  or  above  a  dam  has  potential  energy;  when  al- 
lowed to  escape  to  a  lower  level,  it  loses  part  of  its  potential  energy 
and  either  gains  kinetic  energy  itself  or,  if  it  acts  on  a  water  wheel 
or  turbine,  it  imparts  kinetic  energy  to  the  latter. 

(c)  Periodic  Interchanges. — ^In  any  case  of  vibration  energy 
corUinuaUy  changes  from  the  kinetic  to  the  potential  form  and 
back  again.  Thus,  in  the  vibration  of  a  pendulum,  at  the  bottom 
of  the  arc  of  vibration  the  potential  energy  is  at  a  minimum  and 
the  kinetic  energy  is  at  a  maximum,  while,  at  the  end  of  the  arc 
of  vibration,  the  kinetic  energy  is  zero  and  the  potential  energy 
has  increased  to  a  maximum.  Similar  statements  apply  to  the 
vibration  of  a  tuning  fork,  a  violin  string,  a  body  attached  to  the 
end  of  a  wire  and  vibrating  torsionally,  the  oscillations  of  the 
balance-wheel  of  a  watch,  and  so  on. 

68.  Two  Kinds  of  Forces. — In  the  preceding  we  have  seen  that, 
when  the  forces  acting  between  bodies  are  forces  of  gravity  or 
forces  of  elasticity,  their  action  leaves  the  total  kinetic  and 
potential  energy  of  the  bodies  unchanged,  or,  as  it  is  usually 
stated,  when  only  such  forces  act  the  total  kinetic  and  potential 
energy  is  conserved.  Forces  whose  action  between  bodies  does 
not  cause  a  change  of  the  total  kinetic  and  potential  energy  of 
the  bodies  are  called  conservative  forces,  and  any  system  of  bodies  ^ 
between  which  the  forces  are  wholly  conservative  is  called  a 
conservative  system. 

In  contrast  with  these  conservative  forces  stands  such  a  force 
as  friction.  A  moving  body  opposed  by  friction  loses  kinetic 
energy  as  its  velocity  decreases,  but  it  does  not  at  the  same  time 
gain  potential  energy  to  an  equivalent  extent.  Thus,  a  body 
started  up  a  rough  inclined  plane  with  a  certain  velocity  will 
not  reach  as  high  a  level  as  it  would  reach  if  the  plane  were 
smooth,  and  it  will  not  have  as  much  potential  energy  when  it 
reaches  its  highest  point.  Moreover,  its  descent  will  be  further 
opposed  by  friction,  and  its  store  of  kinetic  and  potential  energy 
wiU  thereby  be  further  reduced.    Friction,  then,  is  a  non-con- 
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servative  force  since,  when  in  action^  it  causes  a  permanent 
decrease  of  the  kinetic  and  potential  energy  of  a  system. 

The  reason  why  such  a  force  as  gravity  has  no  effect  on  the 
sum  total  of  kinetic  and  potential  energy  is  easily  seen.  At  a 
certain  distance  of  a  body  from  the  earth  the  force  between  the 
two  depends  only  on  their  distance  apart,  and  is  independent  of 
the  way  in  which  they  are  moving.  Hence,  when  they  are 
moving  away  from  each  other  and  are  a  certain  distance  apart, 
they  are  losing  kinetic  energy  at  a  rate  exactly  equal  to  the  rate 
at  which  they  regain  kinetic  energy  when,  at  the  same  distance 
of  separation,  they  are  moving  toward  one  another.  Thus 
forces  of  gravity  between  bodies  depend  ordy  on  the  relative 
positions  of  the  bodies.  The  same  is  true  of  the  forces  between 
the  parts  of  an  elastic  spring,  and  this  accounts  for  the  fact  that 
such  forces  of  elasticity  are  also  conservative;  m  fact  it  is  the 
fundamental  characteristic  of  all  conservative  forces.  But  a 
non-conservative  force,  such  as  friction,  depends  on  the  way  in 
which  a  body  or  a  system  of  bodies  is  moving;  it  is  always  opposed 
to  the  direction  of  relative  motion  of  bodies  in  contact;  hence  it 
causes  a  diminution  of  the  kinetic  energy  of  the  bodies  in  which- 
ever direction  motion  is  taking  place. 

64.  The  Conservation  of  Mechanical  Energy. — We  have  seen 
in  the  preceding  that  under  certain  conditions  the  total  kinetic  and 
potential  energy  of  a  system  is  constant  or  is  conserved.  The  con- 
ditions referred  to  are  two,  (1)  the  system  must  not  receive 
energy  from  or  give  energy  to  any  outside  bodies,  (2)  the  forces 
between  the  parts  of  the  system  must  be  wholly  conservative. 
In  reality  no  system  wholly  satisfies  these  conditions.  No  system 
is  wholly  isolated  in  the  sense  implied  in  the  first  condition;  and 
non-conservative  forces,  such  as  friction,  are  never  quite  absent. 
But  in  many  cases  these  conditions  are  very  nearly  satisfied. 
The  solar  S3rstem,  consisting  of  the  sun,  planets,  and  moons,  is 
practically  isolated;  and,  while  there  are  internal  frictional  forces 
such  as  those  of  the  tides,  the  work  they  do  is  so  small  compared 
with  the  total  energy  of  the  system,  that  their  effects  in  reducing 
the  kinetic  energy  of  the  whole  have  not  yet  been  detected  with 
certainty.  Again,  the  system  consisting  of  the  earth  and  a  body 
vibrating  as  a  pendulum  in  a  vacuum  is  practically  an  isolated 
system  free  from  frictional  forces,  and  the  total  kinetic  and 
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potential  energy  is  very  nearly  constant;  the  same  is  true  of  a 
heavy  body  attached  to  a  spring  and  vibrating  in  a  vacuum. 
When,  as  in  cases  like  these,  the  conditions  are  sufficiently  nearly 
satisfied,  the  principle  of  the  constancy  of  kinetic  and  potential 
energy  will  often  lead  to  valuable  results. 

In  an  isolated  sjnstem  in  which  there  are  non-conservative 
forces,  such  as  friction,  energy  is  expended  in  doing  work  against 
these  forces;  and  if,  to  the  sum  of  the  kinetic  and  potential 
energy,  we  add  the  work  done  against  non-conservative  forces, 
the  sum  will  be  constant.  But  what  becomes  of  the  energy  so 
expended?  For  long  it  was  supposed  to  be  wholly  lost.  It  was, 
of  course,  known  that  heat  was  produced  when  work  was  done 
against  friction;  but  heat  was  supposed  to  be  a  form  of  matter. 
But  about  1840  the  view  was  advanced  that  heat,  instead  of 
being  a  form  of  matter,  is  a  form  of  energy  as  this  word  is  now 
defined,  and  this  led  to  the  discovery  of  the  Law  of  Conservation 
of  Bnergy,  which  is  treated  fully  later  under  **  Heat.'' 

KINEMATICS  OF  RIGID  BODIES 

ROTATIOlf 

66.  Angular  Displacements. — In  §  §9-35,  we  studied  the  motion 
of  translation  of  a  point,  as  a  preliminary  to  the  study  of 
the  effect  of  forces  on  the  motion  of  particles  and  of  bodies  moving 
without  rotation.  We  shall  now  conside[r  the  motion  of  bodies 
in  rotation,  as  a  preliminary  to  studying  the  effects  of  forces  on 
the  motion  of  rotation  of  bodies. 

The  motion  of  a  body  is  one  of  rotation  when  each  point  in  the 
body  moves  in  a  circle  the  center  of  which  is  on  a  straight  line 
called  the  axis  of  rotation.  All  points  in  the  body  turn  in  any 
time  through  equal  angles  and  the  angle  described  in  any  time  is 
called  the  angtdar  displctcement  of  the  body  in  that  time.  Its 
magnitude  may  be  stated  in  degrees  or.  in  radians  (1  radian  «  57.3^ 
approx.),  but  the  latter  method  is  in  many  ways  the  more  con- 
venient for  the  present  purposes. 

66.  Angular  Velocity. — ^The  rate  of  rotation  of  a  body  is  called 
its  angvlar  vdocUy,  When  the  angular  displacements  of  a  body 
in  all  equal  times  are  equal,  the  velocity  is  a  constant  angular 
velocity,  and  the  magnitude  of  the  angular  velocity  is  the  angle 
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through  which  the  body  tuma  in  unit  time.  If  the  angle  is  reckoned 
in  radians  and  the  second  is  taken  as  unit 'of  time,  the  magnitude 
of  the  angular  velocity  is  the  number  of  radians  described  in  one 
second.    The  unit  of  angular  velocity  is  one  radian  per  eeeond. 

If  the  velocity  is  not  constant,  as,  for  example,  when  a  fly- 
wheel is  being  set  in  motion  or  stopped,  the  angular  velocity  or 
rate  of  angular  displacement  is  defined  in  the  same  way  as  in  the 
analogous  case  of  variable  linear  velocity  (§19),  that  is  to  say, 
we  must  take  the  average  angular  velocity  in  a  short  time  and 
then  suppose  this  time  indefinitely  decreased,  so  that  the  average 
angular  velocity  approaches  a  limiting  value,  which  is  the  tn- 
stantaneoua  angular  velocity. 

67.  Angular  Acceleration. — The  rate  of  increase  of  the  angular 
velocity  of  a  body  is  called  its  angrdar  acceleration.  When  the 
angular  velocity  increases  by  equal  amounts  in  equal  times,  the 
angular  acceleration  is  constant  and  its  magnitude  is  the  increase 
of  angular  velocity  in  unit  time.  If  we  denote  the  angular  accel- 
eration by  a,  the  increase  of  angular  velocity  in  each  second  is 
a  and  the  increase  in  t  seconds  is  at  Hence,  if  at  the  beginning 
of  an  interval  of  time  t  the  angular  velocity  is  a>o  and  at  the 
end  of  the  interval  it  is  a>, 

(0^0)^  + od  (1) 

In  this  time  the  body  has  turned  through  a  certain  angle  say  0. 
To  find  the  magnitude  of  0  we  may  represent  the  varying  values 
of  the  angular  velocity  by  means  of  a  curve  of  angular  velocity, 
as  we  did  in  the  similar  case  of  a  varying  linear  velocity  (§27), 
and  the  area  of  the  diagram  will  represent  the  angle  0.  The  two 
diagrams  would  have  precisely  similar  properties,  the  only  differ- 
ence being  that  in  one  case  we  would  speak  of  linear  displace- 
ment, 8,  linear  velocity,  v,  linear  acceleration,  a,  while  in  the  other 
case  we  would  speak  of  angular  displacement,  0,  angular  velocity, 
01,  and  angular  acceleration,  a.  Hence,  when  the  angular  ac- 
celeration is  constant,  the  formula  for  <f>,  which  must  be  pre- 
cisely similar  to  (2)  of  §27,  is 

<f>^(o^t+iod^  (2) 

By  elimination  of  t  between  (1)  and  (2)   we  get 

a;Ssa>,*+2oE^  (3) 
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68.  Angalar  Velocity  and  Linear  Velocity. — When  a  point  re- 
volves at  a  constant  rate  in  a  circle,  its  motion 
may  be  described  either  by  means  of  its  angular 
velocity,  oi,  or  by  its  linear  velocity, «,  along 
the  tangent,  and  there  is  a  simple  relation  be- 
tween the  two.  Let  the  radius  of  the  circle  be 
r  and  let  the  time  in  which  the  point  moves 
from  P  to  Q  be  t.  Denoting  the  length  of 
the  arc  PQ  by  s  and  the  angle  POQ  by  if>, 
we  have,  from  the  definitions  of  linear  and  of  Ra  si. 

angular  velocity. 

Now  in  radian  measurement  <f>^B/r.  Substituting  in  this  the 
above  values  of  a  and  <f>,  we  get 

Thus  the  relation  between  angular  velocity  and  linear  velocity 
when  a  point  rotates  in  a  circle  is  the  same  as  the  relation  between 
an  angle  and  the  arc  which  it  subtends. 

The  above  relation  is  important.  More  briefly  stated,  the 
proof  of  it  amoimts  to  this:  v  is  the  length  of  arc  described  per 
second;  hence  v/r  is  the  angle  described  per  second  in  radian 
measurement,  that  is  the  angular  velocity. 

When  a  point  describes  a  circle  with  variable  speed,  the  above 
relation  holds  true,  with  the  imderstanding  that  ai  and  v  are  the 
instantaneous  values  of  the  angular  and  the  linear  velocity 
respectively.  The  proof  is  the  same  as  above,  t  being  taken  as  a 
very  short  interval. 

When  a  body  rotates  about  an  axis  with  angular  velocity  a>,  a 
point  in  the  body  describes  a  circle  of  radius  r,  and  r  is  different 
for  points  at  difiFerent  distances  from  the  axis.  If  r  and  r^  are 
the  respective  distances  of  two  points  from  the  axis  and  v  and  t/ 
their  respective  linear  velocities,  v^ra^  and  t/sr'a).    Hence 

69.  Instantaneous  Axes  of  Rotation. — When  the  axis  about 
which  a  body  rotates  varies  from  moment  to  moment,  the  above 
relation  is  true  of  the  values  of  a,  v,  and  r  at  any  moment.  For 
example  the  wheel  of  a  moving  wagon  or  bicycle  is  always  in  con- 
tact with  the  road  and  the  point  of  contact  is  at  any  moment 
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the  point  about  which  the  whole  wheel  is  at  that  moment  rotat- 
ing. Now  the  top  of  the  wheel  is  twice  as  far  from  the  ground  as 
the  center  of  the  hub  and  must,  therefore,  have  twice  as  great  a 
linear  velocity. 

70.  Angular  Acceleration  and  Linear  Acceleration. — When  a 
point  revolves  in  a  circle  (Fig.  32)  with  changing  angular  velocity, 
it  has  an  angular  acceleration,  say  a.  The  speed  of  the  point  along 
the  tangent  increases  with  an  acceleration,  say  a.  The  same  rela- 
tion holds  between  a  and  a  as  between  v  and  (o  (§68).    For,  Uwia 


a— «r 


Fio.  33.  Fio   88. 

the  angular  velocity  at  the  beginning  of  a  short  time  t  and  v  the 
linear  speed  at  this  time,  v^tar;  at  the  end  of  the  time  t  the 
angular  velocity  is  (ai+od)  and  the  linear  speed  is  (v+at). 
Hence  {v+at)^ri(o-^at).  Subtracting  the  former  equation 
from  the  latter  and  cancelling  t,  we  have 

a^ra 

More  briefly  stated,  a  is  the  added  linear  speed  per  unit  time  and 
a  the  added  angular  velocity  per  unit  time,  and  the  relation  be- 
tween angular  velocity  and  linear  speed  must  hold  true  of  these 
increases. 

It  should  be  carefully  noted  that  a  here  means  the  rate  of 
change  of  speed  along  the  tangent.  Since  the  direction  of  the 
velocity  is  also  changing  this  cannot  be  the  only  acceleration.  In 
fact,  as  we  have  already  seen  (§32),  there  is  in  all  cases  of  motion 
in  a  curve  a  linear  acceleration  toward  the  center  equal  to  v'/r, 
or,  as  we  may  now  write  it,  aiV,  since  v^rto. 

The  above  relations,  which  are  very  important,  are  summarized 
in  Fig.  33. 

71*  Graphical  Representation  of  Angular  Quantities. — An  angu- 
lar displacement  is  of  a  certain  magnitude  and  is  about  a  certain 


KINEMATICS  OF  RIGID  BODIES  56 

axis*  Given  the  axis,  the  direction  of  rotation  around  it,  and 
the  magnitude  of  the  angular  displacement,  we  know  everything 
about  it.  Now  all  these  can  be  represented  graphically  by  a 
length  marked  off  an  the  cLxis  so  as  to  represent  to  some  scale  (e.g., 
a  cm»  per  radian)  the  magnitude  of  the  angular  displacement. 
There  must  also  be  some  agreement  as  to  which  direction  along 
the  axis  shall  represent  a  certain  direction  of  rotation  about  the 
axis.  The  rule  usually  adopted  for  this  purpose 
is  called  the  "right-handed  screw  rule/'  namely, 
let  the  direction  (along  the  aone)  of  the  line  thai 
repreeenis  an  angular  displacement  be  related  to 
the  direction  of  the  rotation  as  the  direction  of 
trandaiion  is  to  the  direction  of  rotation  of  an 
ordinary  (right-handed)  screw.  For  example,  a  Fia.  84— a  rota- 
line  to  represent  the  angular  displacement  of  the  tion  faxttwted  by 
earth  in  24  hours  due  to  its  rotation  about  its  ^mi^cd!^^ 
axis  would  be  drawn  from  the  center  toward  the 
N.  pole.  Two  lines  to  represent  the  angular  displacements  of 
the  hands  of  a  watch  in  one  hour  would  be  drawn  through  the 
center  of  the  face  toward  the  back  and  the  one  for  the  minute 
hand  would  be  twelve  times  as  long  as  the  one  for  the  hour  hand. 
A  line  to  represent  an  angular  velocity  would  be  laid  off  on  the 
axis  of  rotation  according  to  the  above  rule,  and  a  line  to  repre- 
sent an  angular  acceleration  would  be  drawn  in  the  same  way. 

A  directed  line  that  represents  acoording  to  the  above  agreement  an 
angular  displaoement  is  a  vector,  since  it  has  both  magnitude  and  direction; 
but  it  diflfers  from  vectors  that  represent  linear  diBpIacements  in  the  fact 
that  it  muBt  in  any  diagram  be  located  on  a  certain  line,  namely,  the  line 
that  stands  for  the  axis  of  rotation.  Such  a  vector  is  therefore  called  a 
loealiMed  vedar  or  rotor.  Two  parallel  and  equal  vectors  of  this  kind,  not  in 
the  same  Kne,  do  not  represent  the  same  angular  displacement,  since  the 
rotations  they  represent  are  about  different  axes. 

72.  Addition  of  Angular  Velocities  and  Accelerations  about 
Intersecting  Axes. — ^A  body  may  have  two  or  more  simultaneous 
angular  velocities.  For  example,  suppose  a  bicycle  wheel  while 
rotating  about  its  axis  is  mounted  on  a  horizontal  platform  which 
is  kept  in  rotation  about  a  vertical  axis.  At  any  moment  the 
wheel  has  two  component  angular  velocities  about  intersecting 
axes.  Each  may  be  represented  by  a  vector  drawn  from  the 
centei   according  to  the  rule  stated  in  §71.    We  may  then  add 
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these  two  vectors  by  the  parallelogram  method,  and  .the  diagonal 
will  represent  in  magnitude  and  direction  the  resultant  angular 
velocity  at  the  moment  in  question.  (This  is  fully  proven  in 
advanced  treatises.) 

Since  angular  accelerations  are  increments  of  angular  velocities 
per  unit  time,  we  may  add  them  as  we  add  angular  velocities. 

It  follows  from  the  above  that  angular  velocities  about  tnter^ 
secting  cLxea  may  be  compounded  and  resolved  by  the  methods 
applicable  to  linear  velocities  (§§23-25),  and  a  similar  statement 
holds  true  for  angular  accelerations  about  intersecting  axes. 

DYNAMICS  OF  RIGID  BODIES 

CBHTER  OP  MASS 

73.  General  Description  of  Center  of  Mass. — When  the  motion 
of  a  rigid  body  is  one  of  translation  without  rotation,  all  points  in 
the  body  move  in  exactly  the  same  way,  and,  in  describing  or 
calculating  the  motion,  any  point  in  the  body  may  be  taken  as 
representing  the  whole  body.  When  the  motion  is  one  of  trans- 
lation combined  with  rotation,  different  points  in  the  body  move 
differently  and  there  is  no  one  point  the  motion  of  which  com- 
pletely represents  the  motion  of  the  whole  body.  There  is,  how- 
ever, in  any  body  one  particular  point  which,  for  many  purposes, 
may  be  taken  as  representing  the  body,  so  that  for  these  purposes 
the  body  nmy  be  regarded  as  concentrated  to  a  particle  at  that 
point.  This  point,  which  we  shall  define  presently,  is  the  center 
of  mass  of  the  body.  For  instance,  let  a  imif orm  circular  disk  be 
tossed  into  the  air;  it  will  be  seen  that  the  center  of  the  disk 
moves  like  a  particle  either  in  a  straight  line  or  in  a  parabola, 
while  other  points  in  the  disk  rotate  around  it.  If  the  disk  is 
loaded  with  lead  on  one  side  it  will  be  some  other  point,  not  the 
geometrical  center,  that  will  show  this  property. 

If  a  body  wholly  free  were  struck  a  blow  at  random,  it  would 
start  with  both  translation  and  rotation;  but  if  the  blow  were 
applied  at  the  center  of  mass  or  in  a  line  through  the  center  of 
mass,  the  motion  would  be  one  of  translation  without  rotation. 

The  center  of  mass  is  thus  seen  to  be  a  point  of  great  im- 
portance in  describing  or  calculating  the  whole  motion  of  a  body. 
In  what  follows  we  shall  define  the  center  of  mass  and  show  how 
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its  pontion  may  be  calculated.  Then  from  the  definition  we 
shall  deduce  the  above  and  other  properties. 

74.  Center  of  Mass  of  a  Nitmber  of  Particles. — ^The  meaning  of 
the  center  of  mass^  in  general^  will  be  more  clearly  understood  if 

we  begin  with  some  simple  cases  that  suggest  the 
!^/>  general  definition.  (1)  Two  Particles.  Let  the 
particles  be  m^  at  P^  and  m,  at  P,«  Let  Cj  be  a 
point  that  divides  P^P^  inversely  as  the  masses 
of  the  particles,  that  is,  such  that 

m,'C,P,^m^'C,P^ 

C|  is  the  center  of  mass  of  m^  and  m,. 

(2)  Three  Particles.  Let  the  particles  be  m^  and 
m,  as  above  and  m,  at  Pg.  Suppose  m^  and  m, 
replaced  by  {m^+in^  at  C  and  let  C,  be  a  point  in 
C^Pt  such  that  (Kg.  36) 

C,  is  the  center  of  mass  of  m^,  m^  and  m,. 

(3)  Any  Number  of  Particles.      Proceeding  as 

above  we  get  the  center  of  mass,  C,  of  any  number  of  particles, 
and  the  same  will  apply  to  a  body  of  any  form,  since  it  may  be 
divided  up  into  a  large  number  of  small  parts. 

We  shall  show  in  the  next  section  that  the  point  to  which 
such  a  process  leads  is  independent  of  the  order  in  which  the 
particles  are  taken. 

76.  Distance  of  Center  of  Mass  from  a  Plane. — Let  EF  (Fig. 
37)  be  the  line  in  which  any  plane  is  cut  by  a  perpendicular 


Fio.  87. 


no.  88. 


plane  through  P^P,  of  the  last  section.     Draw  P^L,  P^M,  C^N 
perpendicular  to  EF  and  denote  their  lengths  by  dt,  d,  and  Du 
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respectively.  Draw  PiQi  and  P^Qt  perpendicular  to  CiN. 
Since  CiQi  and  C^Q^  are  the  projections  of  CiPi  and  CiP^  it  is 
readily  seen  from  the  equation  in  §74  (1)  that 

or  nii(di-.Z>i)  =m,(Z)i-d,) 

If  we  should  proceed  to  apply  the  same  method  to  (m^+m^  at 
G|  and  m^  at  Pg  (Fig.  38)  we  would,  it  is  evident,  get  a  similar 
result.    Hence 

Hence,  substituting  from  the  above, 

By  extending  the  same  method  to  any  number  of  particles  we 
shall  evidently  obtain  the  general  formula 

It  is  evident  that  this  result  will  not  be  altered  if  the  order  in 
which  the  various  particles  are  taken  be  altered  in  any  way, 
and  that  it  is  true  whatever  plane  of  reference  is  chosen. 

76.  General  Definition  of  Center  of  Mass. — ^If  m|,  m,,*  •  •  are  the 
respective  masses  of  the  particles  constituting  a  body  (or  group  of 
particles)  of  total  mass  M,  and  if  the  respective  distances  of 
these  particles  from  any  plane  are  dj,  d,,  *  -  *,  the  center  of  mass 
is  a  point  whose  distance  from  the  plane  is 

""     mi+m,+  ...         M 

If  in  any  case  one  or  more  of  the  distances  are  measured  on  the 
opposite  side  of  the  plane  from  the  others,  when  we  substitute 
numbers  for  the  various  distances  those  corresponding  to  one 
side  of  the  plane  must  be  given  positive  signs  and  the  others 
negative. 

If  the  plane  from  which  d^,  d,*  -  *are  measured  passes  through 
the  center  of  mass,  D  is  zero  and  in  this  case 

m|dj+m,d,+"  •  •— 0 

When  in  any  case  it  is  desired  to  find  the  position  of  the  center 
of  mass  of  a  body  by  applying  the  above  formula,  it  is  only 
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necessary  to  apply  it  to  distances  from  three  planes  at  right 
angles.  Denoting  the  distances  from  one  of  them  by  o^s,  from 
a  second  by  y's,  from  the  third  by  z's,  we  get 

Xmx     -     Xmy  'Zmz 

,.__,     »---^,     z=^- 

where  x  denotes  the  distance  of  the  center  of  mass  from  the  plane 
from  which  the  re's  are  measured,  and  similarly  for  y  and  z. 

Tt.  Center  of  Mass  of  a  Regular  Body. — The  center  of  mass  of 
two  equal  particles  is  at  the  middle  of  the  line 
joining  them.  A  uniform  rod  may  be  divided 
into  pairs  of  equal  particles,  the  two  in  each  pair 
being  equidistant  from  the  center  of  the  rod. 
Hence  the  center  of  mass  of  the  whole  rod  is  at 
its  middle  point.  Similar  reasoning  may  be  ap- 
plied to  any  homogeneous  body  which  has  a 
geometrical  center  such  as  a  circle,  ellipse,  sphere, 
spheroid,  parallelogram,  cube,  parallelopiped,  etc. 
The  center  of  mass  of  each  of  these  is  at  its  geometrical  center. 

When  a  body  can  be  divided  into  parts  such  that  the  center  of 
mass  of  each  is  known,  the  center  of  mass  of  the  whole  can  usually 
be  found.  A  triangle  may  be  divided  into  narrow  strips  parallel 
to  one  side;  the  center  of  mass  of  each  strip  lies  on  the  line  joining 
the  middle  of  that  side  to  the  opposite  vertex.  Hence  the  center 
of  mass  of  a  triangle  is  at  the  intersection  of  the  three  lines  which 
join  the  vertices  to  the  middle  of  the  opposite  sides.  Similar 
reasoning  shows  that  the  center  of  mass  of  a  triangular  pyramid 
is  at  the  intersection  of  the  four  lines  that  join  the  vertices  to  the 
respective  centers  of  mass  of  the  opposite  faces. 

78*  Velocity  and  Acceleration  of  flie  Center  of  Mass. — Let  us 
suppose  that  the  velocity  of  each  particle  in  a  group  of  particles 
is  known.  How  can  the  velocity  of  the  center  of  mass  be  found? 
To  answer  this  it  is  sufficient  to  show  how  the  velocity  of  the 
center  of  mass  in  a  direction  perpendicular  to  each  of  three  planes 
at  right  angles  can  be  found. 

To  find  the  velocity  of  the  center  of  mass  in  a  direction  per- 
pendicular to  any  plane,  consider  the  distances  of  the  particles 
and  of  the  center  of  mass  from  that  plane.  These  are  connected 
by  the  equation  (§76) 
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At  a  time  t  later  these  distances  will  have  all  changed.  Let  the 
new  values  of  the  distances  be  d/,  d/ -- * ly.    Then 

(Wj +m,  +  •  •  •  )i>'  «mid/  +mjd/  +  •  •  •  (2) 

Subtract  each  side  of  (1)  from  the  corresponding  side  of  (2); 
divide  through  by  t  and  suppose  t  decreased  without  limit.    Then 
{iy'-D)/t  will  become  the  velocity,  say  v,  of  the  center  of  mass; 
(d/— dj)/^  will  become  the  velocity,  say  v^,  of  m^  and  so  on. 
Hence 

(mi+w,+ •••)t^=w»it'i+Wit?a+ •••  (3) 

Thus  the  velocity  of  the  center  of  mass  is  related  to  the  velocities 
of  the  separate  particles  as  the  distance  of  the  center  of  mass  from 
any  plane  is  related  to  the  distances  of  the  particles  from  that 
plane. 

We  may  now  proceed  to  apply  the  same  reasoning  to  find  the 
acceleration  of  the  center  of  mass.  Starting  with  (3)  above,  let 
us  consider  what  (3)  becomes  at  a  short  time  t  later.  We  shall 
thus  get  two  equations.  Subtracting  one  from  the  other  as  be- 
fore, dividing  by  t,  and  then  supposing  t  indefinitely  short,  we  get 

(m,+w,+  •  •  ')a^m^a^+m^aj+  •  •  •  (4) 

Equation  (3)  in  readily  obtained  by  differentiating  (1)  with  reference  to 
the  time  (see  §10)  and  (4)  is  obtained  by  differentiating  (3)  (see  {31). 

79.  Acceleration  of  Center  of  Mass  due  to  External  Forces.— 
Equation  (4)  of  the  last  section  has  a  very  important  interpreta- 
tion. The  term  m^a^  is,  by  the  Second  Law  of  Motion,  equal  to 
the  force  that  acts  on  m^  in  the  direction  in  which  a  is  measured, 
which,  of  course,  may  be  any  direction,  and  similarly  for  the  other 
particles.  Now  the  forces  may  be  divided  into  two  groups,  (1) 
forces  applied  from  the  outside  or  external  forces  such  as  gravity 
acting  on  the  body,  pressures  and  pxills  applied  to  the  surface  of 
the  body  and  so  on;  (2)  forces  that  the  particles  exert  on  one 
another,,  that  is  internal  forces,  actions  and  reactions  between  the 
particles.  By  the  Third  Law  of  Motion  these  internal  forces 
occur  in  pairs  of  equal  and  opposite  forces,  and  the  sum  of  the 
components  of  all  of  them  in  any  direction  is  zero. 

Hence  the  right  hand  side  of  (4)  stands  for  the  sum  of  the  com- 
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ponent8y  in  the  direction  considered,  of  all  the  external  forces. 
Thus  if  ilf  be  the  whole  mass  of  the  body  or  group  of  particles, 

,_gmn  of  components  ofeziemcd  forces    ' 
*"  M 

Now  by  the  Second  Law  of  Motion  this  is  the  expression  we  would 
arrive  at  if  we  asked,  "what  acceleration  would  the  center  of 
mass  of  the  body  receive  if  the  whole  mass  were  concentrated 
there  and  all  the  external  forces  were  transferred  parallel  to 
themselves  so  as  to  isu^t  at  that  point? ' 

Hence  the  center  of  mass  of  a  body  moves  as  if  the  whole  mass  were 
concentrated  at  the  center  of  mass  and  the  forces  acting  on  the  body 
were  transferred,  with  their  directions  unchanged,  to  the  center  of 
mass. 

We  now  see  the  explanation  of  the  facts  stated  in  §73.  In  the 
case  of  a  body  tossed  into  the  air  gravity  is  the  only  external 
force,  and  the  center  of  mass  moves  as  if  all  the  mass  and  weight 
were  concentrated  there,  that  is,  it  moves  as  a  particle  would. 
Even  when  a  body  has  its  form  changed  very  abruptly  by  the 
action  of  internal  forces,  as  in  the  case  of  the  explosion  of  a  rocket, 
the  internal  forces  do  not  affect  the  motion  of  the  center  of  mass 
of  all  the  particles.  When  two  bodies  approach  and  impinge,  the 
motion  of  their  center  of  mass  is  not  affected  by  the  forces  be- 
tween the  bodies  during  impact,  and  hence  continues  unchanged 
after  the  impact.  There  are  powerful  forces  of  attraction  be- 
tween the  sun  and  the  planets  that  make  up  our  solar  system,  but 
the  center  of  mass  of  the  whole  moves  with  a  uniform  velocity 
through  space. 

80.  Translation  and  Rotation. — It  is  evident  that  to  ascertain 
the  whole  motion  of  a  body  it  is  sufficient  to  find :  (1)  The  motion 
of  translation  of  some  point  in  the  body.  (2)  The  motion  of  rota- 
tion about  that  point.  By  the  result  obtained  in  §79  we  can  find 
the  linear  acceleration  of  the  center  of  mass  from  the  magnitudes 
and  diriections  of  the  forces,  without  considering  the  distances 
of  their.  lines  of  action  from  the  center  of  mass. 

We  shall  now  consider  how  the  angular  acceleration  of  a  body 
can  be  calculated,  but  in  an  elementary  work  it  is  necessary  to 
confine  attention,  for  the  most  part,  to  the  rotation  of  rigid  bodies 
mounted  on  fixed  axes. 
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MOMENTS  OF  FORCE  AND  MOMENTS  OF  INERTIA 

81.  When  a  rigid  body  is  mounted  on  a  fixed  axis  (e.0.  a 
grindstone  or  fly-wheel)  the  only  motion  that  a  force  applied  to  rt 
can  produce  is  one  of  rotation  about  the  axis.  To  find  the  magni- 
tude of  the  effect  we  must  consider,  not  only  the  magnitude  and 
the  direction  of  the  force,  but  also  the  distance  of  its  line  of  action 
from  the  axis.  For  it  is  a  matter  of  common  experience  that  a 
force  can  be  most  effectively  applied  to  set  a  large  body  into 
rotation  when  it  is  applied  as  far  from  the  axis  as  possible. 

On  the  other  hand,  the  inertia  resistance  which  the  force 
encounters  depends  on  something  more  than  the  mass  of  the 
body.  For  it  is  also  well  known  that  the  farther,  on  the  whole, 
the  mass  of  the  body  is  from  the  axis,  as,  for  example,  in  the  case 
of  a  fly-wheel  with  a  heavy  rim  and  light  spokes,  the  harder  it  is 

to  set  it  into  rotation  or  to  stop  it. 

We  are  thus  led  to  consider  moments  of 
force  and  moments  of  inertia. 

82.  The  Moment  of  a  Force. — Consider  a 
body  mounted  on  a  fixed  axis,  A^  perpendic- 
ular to  the  plane  of  the  paper.    Let  a  force, 
Fio.  40.  ff  ^^^  ^^  ^^^  body,  the  line  of  action  of  the 

force  being  in  a  plane  perpendicular  to  the 
axis,  and  let  the  perpendicular  distance  of  the  line  of  action  from 
the  axis  be  p.  The  product  fp  is  called  the  moment  of /about 
A.  It  depends  on  the  magnitude,  direction,  and  line  of  action 
of  the  force;  but  it  does  not  depend  on  the  particular  point  in 
the  line  of  action  at  which  /  is  applied.  A  moment  of  force  is 
also  called  a  torque. 

The  above  is  not  a  general  definition  of  the  moment  of  a  force, 
for  we  have  supposed  the  line  of  action  of  the  force  to  be  in  a  plane 
perpendicular  to  the  axis.  To  find  the  moment  of  a  force,  F,  in 
any  direction,  we  must  first  resolve  F  into  a  component  parallel 
to  the  axis  and  a  component,  say  /,  perpendicular  to  the  axis. 
The  former  cannot  produce  motion  about  the  axis,  since  it  is 
parallel  to  the  axis.  The  latter  component,  /,  is  the  effective 
component. 

The  moment  of  a  force  aboiU  an  axis  is  the  product  of  the  com^ 
poneni  of  the  force  perpendicular  to  the  axis  (the  other  component 
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being  parallel  to  the  axis)  by  the  perpendicular  dietance  of  thie 
component  from  the  €une. 

Since  one  direction  of  rotation  about  an  axis  is  taken  as  posi- 
tive, the  other  being  taken  as  negative,  moments  of  forces  are 
considered  as  positive  or  negative  according  to  the  directions  in 
which  they  tend  to  produce  rotation. 

A  moment  of  force,  although  it  is  the  product  of  two  quantities 
/  and  p,  should  be  thought  of  as  a  single  physical  quantity,  just  as 
work,  the  product  of  F  and  s,  is  a  single  physical  quantity.  As 
such  we  shall  denote  it  by  L. 

83.  Work  Done  by  a  Moment  of  Force. — Let  the  line  of  action  of 
the  force  be  fixed  relatively  to  the  body,  so  that  the  moment  of 
force  about  the  axis  is  constant  and  equal  to 

/p.     If  the  body  rotate  through  an  angle  0        ^ --^    ^^ 

in  the  direction  of  the  moment,  the  force 
will  have  acted  through  p$  and  the  work  done 
will  be  fp$  or  L$.    Hence  in  rotation. 

Work  »  moment  of  force  X  angular 

displacement  ^®'  *^' 

The  similarity  of  this  expression  to  that  for  the  work  done  in  trans- 
lation, namely  Fa,  should  be  noted,  moment  of  force  corre- 
sponding to  force  and  angular  displacement  to  linear  displacement. 

84.  Kinetic  Energy  of  Rotation. — Each  particle  of  a  rotating 
body  has  a  certain  linear  velocity  and  a  certain  amount  of 
kinetic  energy,  and  the  total  kinetic  energy  is  the  sum  of  the  ki- 
netic energies  of  the  particles.  A  particle  of  mass  m  at  a  dis- 
tance r  from  the  axis  has  a  linear  velocity  car  where  w  is  the 
angular  velocity,  and  its  kinetic  energy  (in  absolute  units)  is 
^mulh-K  Now  r  is  different  for  different  particles  but  C9  is  the 
same  for  all. 

Hence 

The  term  in  brackets  evidently  depends  on  the  mass  and  form  of 
the  body  and  on  the  particular  axis  of  rotation  considered.  If 
we  denote  it  by  /, 

an  expression  similar  to  that  for  kinetic  energy  of  translation, 
namely  ^mvK 
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86.  Moments  of  Inertia. — ^The  expression  denoted  above  by  / 
is  called  the  moment  of  inertia  of  the  body  about  the  particular 
axis  of  rotation.  It  may  be  defined  as  the  sum  of  the  prodixts 
of  the  partidee  by  the  squares  of  their  respective  distances  from  the 
axis  of  rotaHon,  or  briefly, 

I'^XmrK 

The  value  of  this  sum,  in  the  case  of  a  body  of  regular  geomet- 
rical shape,  can  be  expressed  in  terms  of  its  mass  and  its  linear 
dimensions.  For  example,  all  parts  of  a  thin  hoop  of  mass  M 
and  radius  r  may  be  regarded  as  being  at  the  same  distance  from 
its  geometrical  axis  and  its  moment  of  inertia  about  that  axis  is, 
therefore,  Afr*.  Two  other  important  cases  are  the  following: 
For  a  circular  disk  about  its  geometrical  axis  (Fig.  42). 

I^^Mr^ 

For  a  thin  red  about  a  transverse  axis  through  its  center  (Fig.  43). 


'     Fid.  42.  Fig.   43. 

The  derivation  of  such  formuls  is  best  performed  by  means  of  the  Integral 
Calculus. 

If  P  be  the  masd  per  unit  area  of  the  disk,  and  if  it  be  supposed  divided  into 
hoops,  /  is  the  integral  from  0  to  r  of  2rrdrpr*  which  is  ^wrp^  or  \Mt** 

If  P  be  the  mass  of  unit  of  length  of  the  rod,  /  is  the  integral  from  —2/2 
to  1/2  of  Pdrr*  which  is  ^pl*  or  ^MlK 

If  the  moment  of  inertia  of  a  body  about  a  certain  axis  is  /  and  the 
mass  of  the  body  is  M,  and  if  we  take  a  length  k  such  that  I^Mk*,  k  is 
called  the  radius  of  gyration  of  the  body  about  that  axis. 

86.  Energy  Equation  for  Rotation. — Consider  a  rigid  body  on  a 
fixed  axis  and  acted  on  by  a  moment  of  force  L,  the  moment  of 
inertia  about  the  axis  being  /.  If  the  body  turn  through  an  angle 
0  the  work  done  will  be  Ld.  Since  the  body  is  rigid,  the  relative 
positions  of  its  particles  will  not  be  changed  and  there  will, 
therefore,  be  no  change  of  potential  energy.  Hence  the  work 
done  will  equal  the  increase  of  kinetic  energy,  or 
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87.  AngnluT  Momentum. — In  the  caae  just  considered  let  the 
time  of  rotation  through  the  angle  6  be  t.  The  average  angular 
velocity  in  the  time  tia^(ia  +  <a^.    Hence 

From  this  and  the  equation  of  §86  we  get 

The  product  Lt  evidently  corresponds  to  the  product  Ft  in  the 
case  of  translation  (§45)  and  may  be  called  the  impulse  of  the 
moment  of  force.  The  expression  on  the  right  is  the  increase  of 
/».  From  the  analogy  of  momentum,  mv,  the  product  of  moment 
of  inertia  and  angular  velocity  is  called  angular  momentum. 

If  Ir — 0,  that  is,  if  the  body  is  not  acted  on  by  any  force  having 
a  moment  about  the  axis  of  rotation,  /tf-*/a>o,  or  the  angular 
momentum  is  constant. 

88.  Conservation  of  Angular  Momentum. — 

The  last  statement  is  a  particular  case  of  the  principle  called  the  Conserva- 
tion of  Angular  Momentum,  namely,  the  case  of  a  rigid  body  mounted  on  a 
fixed  axis.  A  wobbling  quoit  is  a  more  general  case.  Neglecting  air  resist- 
ance, the  only  exteinal  force  is  gravity,  which  acts  through  the  center  of 
mass.  The  angular  momentum  is  constant  in  amount  but  its  axis  has  a 
periodic  motion.  An  acrobat  turning  in  the  air  and  the  projectile  from  a 
rifled  gun  are  other  illustrations.  The  whole  solar  system  illustrates  the 
general  principle,  which  is  that  the  total  angular  momentum  of  any  system  of 
bodies  not  acted  on  by  forces  having  a  resultant  moment  about  the  center  of 
mass  is  constant  in  amount. 

89.  Angular  Acceleration  Produced  by  a  Moment  of  Force. — 
From  §87  it  follows  that 

Hence  if  a  be  the  angular  acceleration  produced  by  L 

> 

This  18  the  fundamental  equation  for  calculating  the  motion  of  a 
body  on  a  fixed  axis.    It  corresponds  to  F  -*  ma  for  translation. 

If  the  body  is  not  on  a  fixed  axis  but  is  free,  the  applied  force  will  produce 
Unear  acceleration  of  the  center  of  mass  (|79)  and  also  rotation  about 
some  axis  through  the  center  of  mass,  the  direction  of  which  depends  on  the 
shi^ie  of  the  body.    If  the  line  of  action  of  the  force  is  in  the  plane  of  two  of 

t 
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Fio.  44. 


the  pxincipal  axes  (§101),  the  rotation  will  be  about  the  third,  but  the  sub* 
ject  cannot  be  discussed  fully  here. 

90.  Moments  of  Inertia  about  Parallel  Axes. — ^There  is  a  simple 
and  useful  relation  between  the  moment  of  inertia,  /,  of  a  body 
about  any  axis  and  its  moment  of  inertia,  lo,  about  a  parallel 

axis  through  the  center  of  mass,  namely, 

M  being  the  mass  of  the  body  and  h  the  dis- 
tance between  the  two  axes.  The  proof  of 
this  is  as  follows: 

Let  the  axes  referred  to  be  perpendicular  to 
the  plane  of  Fig.  44  and  cut  the  plane  in  O 
and  C  respectively.  Let  the  codrdinates  of 
a  particle,  m,  referred  to  rectangular  axes  through  C  be  :b  and  y 
and  let  the  codrdinates  of  C  referred  to  a  parallel  set  of  axes 
through  0  be  X  and  y.    Then 

/=-Sw{(a+x)»+(y  +  y)«} 
/o  +  Af  A«  =  Sm(a;« + y«)  +  Sw(i« + y«) 

The  di£ference  between  the  right  hand  sides  is  zero,  since  x  and  y 
are  distances  from  planes  through  the  center  of  mass  and  (§76) 
Smx=»0,  2my=0. 

91.  Kinetic  Energy  of  a  Body  which  has  Translation  and  Rota- 
tion.— Let  the  body  of  Fig.  44  be  in  rotation  about  the  axis 
through  0,  supposed  fixed  in  the  body  (or  in  fixed  connection  with 
it)  with  angular  velocity  a>.  This  is  also  its  angular  velocity 
about  the  axis  through  C,  since  both  revolutions  are  completed 
in  the  same  time.  The  total  kinetic  energy  is  \Ifa^.  From  the 
equation  of  §90, 

since  F,  the  linear  velocity  of  C,  is  equal  to  h(a.  Thus  the  total 
kinetic  energy  may  be  regarded  as  consisting  of 

(1)  K.  E.  of  Translation  of  the  C.  of  M. 

(2)  K.  E.  of  Rotation  about  the  C.  of  M. 

This  applies  to  a  cylinder  rolling  down  a  plane  or  a  moving  car- 
riage wheel,  since  there  is  an  axis  which  is,  for  the  moment,  at  rest. 
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namely,  the  line  of  contact  with  the  surface.  It  holds,  likewise, 
for  any  body  rotating  about  an  axis  through  the  center  of  mass 
and  also  moving  perpendicular  to  that  axis,  for  there  is  in  all 
such  cases  an  instantaneous  axis  (§69) .  In  fact,  by  resolving  the 
linear  velocity  parallel  to  and  perpendicular 
to  the  axis,  it  will  be  seen  that  the  principle 
is  true  for  any  motion  of  a  rigid  body. 

02.  Moments  of  Inertia  of  a  Disk. — If  the 
moment  of  inertia  of  a  disk  of  any  shape  about 
two  axes  at  right  angles  in  the  plane  of  the 
disk  be  /i  and  Z^,  its  moment  of  inertia  about 
a  third  axis  intersecting  the  two  and  perpendicular  to  the  plane 
of  the  disk  is  Ii+If 

For  let  the  distances  of  an  element,  m,  of  the  disk  from  the 
first  two  axes  be  ri  and  r^  respectively  Fig.  45. 

Summing  up  for  all  elements 
93.  Some  oflier  Moments  of  Inertia. — 

A  uniform  rectangular  disk  may  be  divided  into  rods  and  their  moments 
of  inertia  added.  Thus  about  axes  in  the  plane  of  the  disk  and  bisecting 
pain  of  opposite  sides  I^^^Ma*,  l^^^MhK    Hence   the   moment   of 

inertia  of  the  disk  about  an  axis  through  the  center 
A  perpendicular  to  the  disk  is 


B'.- 


a 


—a 


A' 

¥iQ.  40. 


A   uniform  rectangular  block  may  be  divided 
into  rectangular  disks.    Hence  its  moment  of  in- 
ertia about  an  axis  through  its  center  and  perpen- 
dicular to  a  face  with  sides  equal  to  a  and  h  is  given 
by  the  last  formula. 
The  moment  of  inertia  of  a  uniform  circular  disk 
about  any  two  axes  at  right  angles  in  the  plane  of  the  disk  are  equal. 
Henoe  by  {92,  each  is  equal  to  \Mi^. 

A  circular  cylinder  may  be  divided  into  circular  disks.  Hence  its  moment 
of  inertia  about  its  geometrical  axis  is  \MrK  Its  moment  of  inertia  about  a 
transverse  axis  through  its  center  may  also  be  found  by  the  above  principles, 
but  we  leave  it  as  an  exerdse. 
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ML  Gravitational  Units. — ^All  of  the  preceding  fonnulffi  are  in 
absolute  units.  To  adapt  them  to  gravitational  units,  it  is  only 
necessary  to  replace  m  and  M,  wherever  they  occur  by  m/g  and 
M/g.    For  at  the  outset  (§84)   we  took  ^mv*  as  the  kinetic 

energy  of  m,  whereas  in  gravitational  units  it  would  be  }  --v* 

(Engineers  write  W  instead  of  m).    All  formula  in  which  mass 
does  not  occur  explicitly  are  the  same  in  both  systems. 

Tablb  of  Mousnts  of  Insbtia 


Body 

Azifl 

Moment  of  Inertia 

Rod 

transverse  through  end 

iJf<< 

Rod 

transverse  through  middle 

AAfL« 

(^roulardisk 

perpendicular  through  center 

iMR^ 

Ciroular  eylinder 

longitudinal  through  center 

iMR» 

CSroular  eylinder 

transyerae  through  center 

M(ifi»+AP) 

Rectangular  block 

through  center  perpendicular  to 
face  with  sides  a  and  b  in  length 

AJf(a«+6«) 

Sphere 

through  center 

iMR* 

RESULTANT  OF  FORCES  ACTIIIG  ON  A  BODY 

96.  Resultant. — When  treating  of  the  forces  acting  on  a 
parttdef  we  found  that  they  could  alwajns  be  replaced  by  a  single 
equivalent  force  called  their  resultant.  When  a  number  of  forces 
act  on  a  body,  they  are  in  certain  cases  equivalent  in  their  effects 
to  a  sin^e  force,  which  is  called  their  resultant.  As  we  shall  see 
later,  there  are  other  cases  in  which  this  is  not  so. 

96.  Conditions  to  be  Satisfied  by  Resultant. — 1.  The  resultant 
must  be  competent  to  produce  the  actual  linear  acceleration  of 
the  center  of  mass  C,  and,  therefore,  its  component  in  any  direc- 
tion must  equal  the  sum  of  the  components  of  the  acting  forces  in 
that  direction.  This  condition  is  simplified  by  considering  that 
any  actual  acceleration  of  C  is  made  up  of  three  independent  com- 
ponents along  axes  at  right  angles.  Hence  the  restdtarU  muBt 
have  a  component  in  each  of  three  reetangidar  directione  equal  to  the 
sum  of  the  componenie  of  theforcee  in  these  directione. 

2.  The  resultant  must  be  competent  to  produce  the  actual  an- 
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gular  accderation  about  any  axis,  and,  therefore,  its  moment 
about  any  axis  must  equal  the  sum  of  the  moments  of  the  acting 
forces  about  that  axis.  It  is,  however,  not  necessary  to  consider 
aU  axes;  for  the  angular  acceleration  about  any  axis  can  be 
resolved  into  rectangular  components.  Hence  the  second  con- 
dition is  that  ihe  moment  of  the  renUtant  abotd  each  of  any  set 
of  rectangular  axes  must  equal  the  sum  of  the  moments  of  the  forces 
about  tiuU  axis. 

If  a  force  satisfies  the  above  conditions  it  is  the  resultant.     We 
shall  now  apply  these  tests  to  find  the  re- 
sultant of  the  forces  acting  on  a  body  in  some 
cases  of  importance. 

97.  Resultant  of  Two  Parallel  Forces. — 1. 
Let  P  and  Q  be  two  forces  in  the  same  direc- 
tion acting  at  points  A  and  B  ot  h  body. 
A  single  force  B  in  the  direction  of  P  and  Q 
and  equal  to  (P+Q)  will  satisfy  the  first  con- 
dition of  §96,  since  its  component  in  any 
direction  equals  the  sum  of  the  components  of 
P  and  Q  in  that  direction. 

This  force  will  also  satisfy  the  second  condition,  provided  it 
acts  at  a  point  C  in  AB  such  that 

P'CA^Q'CB 

For  first  consider  any  axis  perpendicular  to  the  plane  of  P  and 
Q.  Suppose  it  to  cut  that  plane  in  0.  Draw  OA'C'B'  to  cut 
the  lines  of  the  forces  at  right  angles.  Since  C'A'  and  C'B'  are 
the  projections  of  CA  and  CB  respectively  it  is  readily  seen  from 
the  last  equation  that 

P'C'A'^'Q'C'B' 
or  Pipe  -  OA')  -  Q{pB'  -  OC) 

.\{P+Q)OC^P'OA'  +Q'OB' 

Thus  the  moment  of  B  about  the  axis  equals  the  sum  of  the 
moments  of  P  and  Q.  Next  take  an  axis  perpendicular  to  the 
above  axis  and  to  the  lines  of  the  forces.  All  the  forces  are  at  the 
same  distance  from  this  axis,  and,  since  B  equals  {P+Q),  the 
moment  of  B  about  it  equals  the  sum  of  the  moments  of  P  and  Q 
about  it.  Finally  an  axis  perpendicular  to  the  other  two  will  be 
parallel  to  P,  Q,  and  B  and  each  will  have  zero  moment  about  it. 
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Hence  B  is  the  resultant  of  P  and  Q. 

It  is  important  to  notice  that  C  is  the  point  we  would  have 

found  if  we  had  been  seeking  the  center  of 
mass  of  particles  at  A  and  B  proportional 
to  P  and  0  (§74). 

2.  Let  P  and  Q  be  in  opposite  directiona 
and  suppose  P>Q.  A  single  force  B  in  the 
direction  of  the  greater,  P,  and  equal  to 
(P—Q)  will  satisfy  the  first  condition,  since 
its  component  in  any  direction  equals  the 
(algebraic)  sum  of  the  components  of  P 
and  Q  in  that  direction.  It  will  also  satisfy  the  second  condition 
if  it  acts  at  a  point  C  in  BA  produced  such  that 

PCA^QCB 

For  consider  first  an  axis  perpendicular  to  the  plane  of  the  forces 
and  cutting  that  plane  in  0,  and  draw  OC'A'W  to  cut  the  lines 
of  the  forces  at  right  angles.    Then 

PC'A'^QC'W 
or  PiPA'  -  OCO  -  Q{OW  -  OC) 

.^{JP'-qDOC'^POA'^QOV. 

Hence  the  moment  of  B  about  the  axis  equals  the  (algebraic) 
sum  of  the  moments  of  P  and  Q.  The  same  is  true  of  two  other 
axes  taken  as  in  case  (1) ;  the  proof  need  not  be  repeated  as  it  is 
identical  with  that  there  given. 

Hence  B  is  the  resultant  of  P  and  Q. 

To  find  the  distance  of  C  from  A  replace  CB  by  (CA+AB) 
in  the  above  equation  for  the  position  of  C    Then 

CA  -  ^'^^ 

^^^  p-d 

Hence  CA  is  greater  the  less  {JP^^^  that  is,- the  more  nearly 
the  forces  are  equal. 

98.  Couples. — ^Two  equal  and  opposite  forces,  not  in  the  same 
line,  constitute  a  couple.  If  we  attempted  to  find  the  resultant  of 
two  such  forces  by  the  method  of  the  last  section,  it  would 
give  sero  force  ^t  an  infinite  distance  and  such  a  force  has  no  real 
existence.     Hence  a  couple  cannot  be  reduced  to  a  single  force. 


A! t, 


0 


B 
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The  sum  of  the  moments  of  two  forces  constituting  a  couple 
is  the  same  about  all  axes  perpendicular  to  the  plane  of  the 
couple.  For,  about  an  axis  0  between  the  forces,  the  moments 
of  the  forces  are  in  the  same  direction  and  their  sum  is 
(P-Oil+P-OB)  or  P'AB;  and,  about  an  axis  0' 
not  between  the  forces,  the  moments  are  in  op- 
posite directions  and  the  sum  is  (P-CyB' — P-C/A') 
which  again  equals  P-AB. 

The  distance  AB  between  the  forces  of  a  couple        j  \ 
is  sometimes  called  the  arm  of  a  couple,  and  the        pi^.  4». 
moment  of  the  couple  about  any  axis  perpendicular 
to  its  plane,  that  is  P*AB,  is  sometimes  called  the  strength  of 
the  couple.    Two  couples  in  the  same  or  parallel  planes  and 
of  the  same  strength  are  equal  in  all  respects  and  produce 
equal  effects. 

Since  the  sum  of  the  forces  of  a  couple  equals  zero,  the  couple 
produces  no  acceleration  of  the  center  of  mass  (§79) ;  and  if  the 
center  of  mass  be  at  rest  it  will  remain  at  rest,  or  if  it  be  moving 
in  any  way  it  will  continue  moving  with  constant  velocity.  The 
angular  velocity  produced  by  the  couple  must  therefore  be  about 
some  axis  through  the  center  of  mass. 

99.  Resultant  of  any  Number  of  Parallel  Forces. — ^To  find  the 
resultant  of  any  number  of  parallel  forces,  whether  in  one  plane 
or  not,  we  may  find  the  resultant  of  two,  then  combine  this 
resultant  with  a  third,  and  so  on.  The  final  resultant  will  be 
either  a  single  force  or  a  couple  or  zero.  At  each  step  the  result- 
ant equals  the  algebraic  sum  of  the  forces  added.  Hence  the 
final  resultant  equals  the  algebraic  sum  of  all  the  forces. 

The  line  of  action  of  the  resultant  may  also  be  found  by  apply- 
ing the  principle  that  the  moment  of  the  resultant  about  any  axis 
must  equal  the  sum  of  the  moments  of  the  forces  about  that  axis. 
When  the  forces  are  all  in  one  plane,  to  find  the  line  of  action  of 
the  resultant  we  only  need  to  take  moments  about  any  axis  per- 
pendicular to  the  plane.  When  the  forces  are  not  all  in  one  plane, 
it  will  be  necessary  to  take  moments  about  two  rectangular  axes 
perpendicular  to  the  forces. 

100.  Center  of  Gravity. — ^Attention  has  been  called  in  (1)  §97 
to  the  identity  of  the  method  of  finding  the  resultant  of  parallel 
forces  in  the  same  direction  and  the  method  of  finding  the  center 
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of  mass  of  a  number  of  particles.  If,  for  the  particles  in  a  certain 
group  of  particles  or  of  a  body,  we  substitute  parallel  forces  all 
in  one  direction  acting  at  the  respective  positions  of  the  particles 
and  proportional  to  the  masses  of  the  particles,  the  point  of  action 
of  the  resultant  will  coincide  with  the  center  of  mass.  This  is 
sometimes  taken  as  the  definition  of  the  center  of  mass.  It 
should  be  noticed  that  nothing  need  be  said  as  to  the  common 
direction  of  the  parallel  forces. 

The  forces  of  gravity  on  the  particles  of  a  body  are  (very 
nearly)  parallel  forces  and  they  are  proportional  to  the  masses  of 
the  particles.  Hence  the  Center  of  OravUy  of  a  body,  or  the 
point  of  action  of  the  resultant  of  the  (very  nearly)  parallel 
forces  of  gravity,  coincides  with  the  center  of  mass  of  the  body. 

A  Ytrj  large  body  near  the  earth  has  a  definite  oenter  of  mass  but  not  a 
definite  oenter  of  gravity  (ezoept  in  some  particular  osmb),  for  the  forces 
are  not  quite  parallel  nor  quite  proportional  to  the  masses.  This  is  of  no 
piaetioal  importanoe  as  regards  bodies  of  the  sise  found  on  the  earth's 
surfaoe;  but  it  is  of  great  imporUmoe  in  oonsidering  the  eifeot  of  the  attrac- 
tion of  the  sun  and  moon  on  the  motion  of  the  earth. 

101.  Centrifugal  Force. — ^In  §47  we  found  an  expression  for 
the  force  required  to  keep  a  particle  revolving  in  a  circle.  We 
may  now  extend  this  to  a  body  of  any  $tze  or  shape.  When  a 
body  of  mass  m  rotates  with  constant  angular  velocity  about  any 
axis  not  through  the  center  of  mass,  the  latter  moves  uniformly 
in  a  circle  and  has  therefore  an  acceleration  v'/r. toward  the  cen- 
ter. Hence  the  force  acting  on  the  body  (or  the  resultant  of  the 
forces  if  there  are  several)  must,  by  the  principle  stated  in  §79, 
equal  mv^/r  and  must  act  in  the  line  joining  the  center  of  mass 
to  the  center  of  the  circle,  and  the  body  will  react  with  an  equal 
and  opposite  force.  This  reaction  is  the  cause  of  the  varjring 
force  which  an  unbalanced  fly-wheel  exerts  on  the  axb. 

In  many  oaesB  more  than  a  single  force  (in  addition  to  those  required  to 
oyeroome  friction  and  sustain  the  weight  of  the  body)  Is  required  to  keep 
a  body  rotating  about  an  axis.  As  a  simple  case  consider  a  pair  of  equal 
spheres  jdned  by  a  light  rod  and  rotating  about  a  vertical  axis  through  the 
oenter  df  the  rod.  Since  the  center  of  mass  has  no  acceleration,  the  forces 
acting  on  the  body  if  transferred  to  the  center  of  mass  would  have  a  sero 
resultant.  Hence  the  forces  must  form  a  couple  and  the  reactions  on  the 
axis  will  form  a  couple,  called  a  eentrifugcl  eoupU,  tending  to  bend  the  axis 
or  make  it  rotate  about  an  axis  perpendicular  to  itself.    For  certain  axes  of 


DYNAMICS  OF  RIQID  BODIES  73 

rotetloii  of  m  body  the  oentrifugal  couple  Ib  sero.    In  the  above  simple 
illuBferation  this  is  true  when  the  axis  of  rotation  is  in  the  line  of  the  centers 
of  the  balls  or  at  right  angles  thereto.    These  are  also  the 
positions  of  maximum  and  minimum  moments  of  inertia  of 
the  body.    A  similar  statement  will  evidently  apply  to  a 
symmetrical  body,  such  as  a  circular  disk,  which  can  be 
divided  into  pairs  of  particles  like  the  above.    Whatever  the 
shape  of  a  body  there  are  three  rectangular  axes  through 
any  point  of  the  body  about  which  it  can  rotate  without  ex- 
erting any  oentrif  ugal  couple.    These  are  the  axis  of  maxi- 
mum moment  of  inertia  through  the  point,  that  of  minimum 
moment  of  inertia  and  'a  third  perpendicular  to  both.    These  are  called  the 
principal  axe*  through  the  point. 

When  a  body  Is  set  spinning  about  a  principal  axis  through  Its  center 
of  mass  It  continues  to  spin  without  any  tendency  to  ''wobble"  or  exert 
a  centrifugal  couple.  This  Is  illustrated  by  the  motion  of  a  well-known 
quolt  or  discus,  by  that  of  a  bullet  from  a  rifled  gun  and  by  the  motion  of 
the  earth  about  its  axis.  But  when  the  axis  of  initial  spin  is  not  a  principal 
axis  Irregular  motion  ensues,  as  is  illustrated  by  a  badly  thrown  quoit. 

FORCBS  m  EQUILIBRIUM 

102.  Conditions  of  Equilibritun. — ^The  forces  acting  on  a  body 
are  in  equilibrium  when  they  cause  no  acceleration  either  linear 
or  angular,  that  is  when  their  resultant  is  sero. 

Given  that  a  system  of  forces  is  in  equilibrium  we  may  con- 
clude (from  {79)  that  the  9um  of  their  components  in  any  direc- 
tion equals  zero,  since  there  is  no  acceleration  of  the  center  of 
mass,  and  also  that  the  sum  of  their  moments  abovt  any  axis 
equals  zero,  since  there  is  no  angular  acceleration  about  any  axis. 

When  we  equate  the  sum  of  the  components  of  the  forces  in  any 
direction  to  zero  we  get  a  relation  between  the  forces,  and  it 
might  seem  that  we  could  get  an  unlimited  number  of  such  rela- 
tions; but,  in  reality,  there  are  only  three  of  these  independent, 
e.g.,  those  got  by  taking  the  sum  of  the  components  in  some  three 
dhrections  at  right  angles. 

Similarly  we  get  a  relation  between  the  forces  by  equating  the 
sum  of  the  moments  about  any  axis  to  zero;  but  again  there  are 
only  three  of  these  relations  independent,  e,g.,  those  got  by  taking 
moments  about  some  three  rectangular  axes. 

Thus  we  can  deduce  at  most  six  independent  relations  between 
forces  in  equilibrium,  and  this  might  have  been  expected  from  the 
fact  that  a  rigid  body  has  six  degrees  of  freedom  at  most — three 
of  translation  and  three  of  rotation. 
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We  msy  reverse  the  point  of  view  asd  ask  what  relations  and 
how  many  must  forces  satisfy  to  make  it  certain  that  they  shall  be 
in  equilibrium,  that  is,  what  are  the  conditions  essential  to  equi- 
librium. The  answer  is  again  six  relations,  namely,  the  sum  of 
the  componenta  in  each  of  any  three  rectangular  directions  must 
equal  sero  and  the  sum  of  the  moments  about  each  of  some  three 
rectangular  axes  must  equal  zero. 

The  two  conditions  may  be  stated  thus: 

SF-0 
2Fp-0 

for  each  of  any  three  rectangular  axes. 

103.  Forces  in  a  Plane. — When  the  lines  of  action  of  forces  that 
are  in  equilibrium  lie  in  one  plane,  the  sum  of  the  components  of 
the  forces  in  each  of  any  two  directions  at  right  angles  in  the 
plane  equals  sero.  In  this  case  the  third  rectangular  axis  is  per- 
pendicular to  the  plane  and  the  component  of  each  force  in  that 
direction  is  sero.  Also  the  sum  of  the  moments  of  the  forces 
about  any  axis  perpendicular  to  the  plane  is  eero.  The  other 
two  rectangular  axes  are  in  the  plane  and  the  moment  of  any 
one  of  the  forces  about  such  an  axis  ia  sero. 

Hence  when  forces  in  a  plane  are  in  equilib- 
rium three  independent  relations  among  the 
forces  can  be  deduced. 

104.  Sxunplu  of  Eqiiiinniiim  of  Forces  In  *.  Plana. — 
To  Uliutnit«  tha  kbova  we  shall  oonaider  two  azunplea. 
1.  A  uniform  beam  AB  (lenKtb— I)  reata  without  alip- 
Fi     KT  P^^  "^  the  ground  and  leaaa  without  friction  agidnat  a 

■mootb  wall.  What  ta  the  fonw  (7J  at  tha  wall  and  the 
Tertioal  force  at  the  Kround  (^,)  and  what  Is  the  force  of  frioUon  (F,)  be- 
tween the  beam  and  the  ground  (Fig.  61)T 

Since  there  ia  no  friction  at  B,  P,  ia  horiiontol.  The  force  of  friction 
at  A,  that  la  P,,  ia  horiiontal  and  toward  B.  Equating  the  aum  of  tha 
horiaontal  foroea  aeling  on  th»  beam  to  aero  we  get 

P,-Pt-0.  (1) 

and  equating  the  vertioal  foroea  to  aero  we  get 

P,-W~(i  (2) 

A  third  relation  may  be  obtuned  by  taking  momenta  about  any  azls  perpen- 
dicular to  the  plane  of  the  forces.  If  we  choose  for  thia  purpose  an  axis 
through  A,  the  relation  will  be  as  simple  as  possible,  since  F,  and  P,  have 


DYNAMICS  OF  RIQID  BODIES  76 

lero  moment  about  sueh  an  azit.  The  weight  acts  at  the  center  C  ol 
the  beam  and  the  distanoe  of  its  line  of  action  from  A  ic  (1/2)  oos  d.  Also 
the  distanoe  BE  of  the  line  of  action  of  F^  from  A  equals  <  lin  ^.    Hence 

IF—- CO*  ^-F,liin^-0  .x 

Prom  these  three  equations  we  get 

F|«Fa-}Tf  cot  d 

2.  A  uniform  rod  hangs  from  a  wall  by  a  hinge  and  rests  on  a  smooth 
floor  (Fig.  52).  In  this  case  the  force  at  A  must  be  vertical,  since  there  is 
no  horisontal  force  of  friction  at  A.  Let  the  force  on  the  beam  at  B  consist 
of  a  horisontal  part  Fi  and  a  vertical  part  F,.  Equat- 
ing to  sero  the  sum  of  the  vertical  forces,  the  sum  of 
the  horisontal  forces  and  the  sum  of  the  moments  about 
B,  we  get 

Henoe 

Since  F^  is  sero  the  rod  does  not  press  against  the 
walL    This  result^  which  seems  at  first  improbable,  may 
be  verified  by  allowing  A  to  rest  on  a  board  on  a  tank  of  water  and  hang- 
ing B  by  a  cord;  the  cord  will  be  found  to  be  vertical  when  tested  by  com- 
parison  with  a  plumb  line. 

106.  Special  Casea  of  Equilibritun. — 1.  When  two  farces  are  in 
equilibrium  they  must  be  equal  and  apposite  and  in  the  same  line. 
If  not  equal  and  opposite  they  would  produce  translation,  and  if 
not  in  the  same  line  they  would  produce  rotation. 

For  example,  a  body  suspended  by  a  cord  must  rest  so  that  its 
center  of  gravity  is  vertically  below  the  point  of  support.  This 
supplies  an  experimental  method  of  finding  the  center  of  gravity 
of  a  disk  of  any  shape.  It  is  only  necessary  to  support  it  in 
succession  at  two  points  on  its  rim  and  find  the  intersection  of  the 
lines  of  support. 

2.  When  three  forces  are  in  equilibrium  they  must  all  lie  in  one 
plane.  For  the  sum  of  the  moments  of  all  three  about  any  axis  is 
sero.  About  any  axis  that  intersects  the  lines  of  action  of  two 
of  the  forces  the  moments  of  these  two  forces  are  zero.  Hence 
any  such  axis  must  also  intersect  the  line  of  action  of  the  third 
force  (unless  it  be  parallel  to  it)  and  this  cannot  be  so  unless  all 
the  forces  lie  in  one  plane. 
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3.  Three  forces  in  equilibrium  must  either  be  parallel  or  pass 
through  a  single  point.  If  they  are  parallel,  one  is  equal  and 
opposite  to  the  resultant  of  the  other  two.  If  they  are  not 
parallel,  two  of  them  intersect  and  their  moments  about  the 
point  of  intersection  are  zero.  Hence  the  third  must  pass 
through  the  point  of  intersection  of  any  two. 

Am  an  example  of  three  parallel  foroes  in  equilibrium  oozuider  (2)  of  {104. 
The  resultant  of  F^  and  F^  must  be  equal  and  oppoeite  to  and  in  same 
line  as  W  which  acts  at  the  middle  of  AB.    Hence  J^,  and  F^  are  equal. 

As  an  example  of  three  non-parallel  forces  in  equilibrium  consider  (1) 
of  {104.  Let  the  resultant  of  F,  and  F^  be  F.  Then  F,  F^  and  W  are 
three  forces  in  equilibrium.  Hence  F  must  pass  through  the  intersection 
of  Fi  and  W,  Henoe  the  direction  of  F  is  readily  found  graphically.  We 
may  also  find  graphically  the  magnitudes  of  Fi  and  F,  Since  DA  and  BB 
are  equal,  HBDA  is  a  parallelogram.  Hence  F,  F^  and  W  are  proportional 
to  HA,  MB  and  HD. 

106.  StablCi  Unstable  and  Neutral  Equilibrium. — ^A  body  is  in 
equilibrium  when  it  is  either  at  rest  or  moving  uniformly,  that  is, 


Fto.  68. — Stabls,  unstable  *ad  neutral  equilibrium. 

without  acceleration  linear  or  angular.    The  resultant  of  the 
forces  acting  on  such  a  body  is  zero. 

When  a  body  in  equilibrium  is  at  rest  the  equilibrium  is  de- 
scribed as  static.  Of  this  kind  of  equilibrium  there  are  three 
forms,  stable,  unstable  and  neutral.  A  body  at  rest  is  in  stable 
equilibrium  when,  on  being  slightly  displaced,  it  tends  to  return 
to  its  equilibrium  position.  This  is  illustrated  by  a  chemical 
balance,  a  pendulum  or  picture  hanging  by  a  cord,  a  book  on  a 
table  and  in  fact  by  most  stationary  objects.  A  body  at  rest  is 
in  unstable  equilibrium  when,  on  being  slightly  displaced,  it  tends 
to  move  further  from  its  equilibrium  position.  An  egg  on  end 
and  a  board  balanced  on  one  comer  would  be  in  unstable  equi- 
librium. A  body  at  rest  is  in  neutral  equilibrium  when,  on  being 
slightly  displaced,  it  has  no  tendency  either  to  move  further  away  or 
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to  return;  for  example,  a  sphere  or  cylinder  on  a  horizontal  table 
and  any  body  mounted  on  an  axis  through  its  center  of  grairity. 

A  body  in  a  position  of  stable  equilibrium  oscillates  about  that 
position  when  displaced  and  released,  though  the  oscillation  may 
be  quickly  destroyed  by  friction  or  other  forces.  When  too  far 
displaced  such  a  body  may  come  to  a  position  of  unstable  equi- 
librium and  not  return;  a  table  or  chair  tilted  too  far  comes  to  a 
position  of  unstable  equilibrium.  The  extent  to  which  any  such 
body  may  be  displaced  and  yet  return  is  a  measure  of  the  degree 
of  stability  of  the  equilibrium. 

107.  Energy  Test  of  Static  Equilibrium.— When  a  body  at  rest 
is  in  stable  equilibrium,  a  disturbance  will  increase  its  potential 
energy.  This  is  evident  in  the  case  of  a  pendulum  at  rest,  for  a 
disturbance  raises  its  center  of  gravity;  work  is  done  against 
gravity  when  the  body  is  displaced  and  this  work  produces  poten- 
tial energy.  Thus  a  poHtion  of  stable  equilibrium  ia  a  position  in 
which  the  potential  energy  is  a  minimum.  This  statement  holds 
true  whatever  the  force  against  which  work  is  done;  the  fact  that 
the  disturbance  produces  an  increase  of  potential  energy  shows 
that  there  are  conservative  forces  opposing  the  motion  and  these 
forces  will  cause  the  body  to  return  when  it  is  displaced. 

A  position  of  unstable  equilibrium  is  a  position  in  which  the 
potential  energy  is  a  maximum,  as  is  illustrated  by  a  spheroid  on 
end  or  a  board  balanced  on  a  comer;  a  disturbance  lowers  the 
center  of  gravity.  The  statement  is  true  whatever  the  forces  in 
action;  for  the  fact  that  the  body  when  disturbed  moves  farther 
away  from  its  position  of  equilibrium  and  thus  gains  kinetic 
energy  shows  that  its  potential  energy  diminishes. 

When  the  equilibrium  is  neutral  a  displacement  produces  no 
change  of  potential  energy;  when  a  sphere  rolls  on  a  horizontal 
table  its  center  neither  rises  nor  falls.     An 
interesting  illustration  is  afforded  by  the  ap-  P^^    [1 

paratus  sketched  in  the  adjoining  figure.    It         a^:^ni    Jl    ^ 
will  remain  at  rest  whatever  the  positions  of 
the  equal  weights  which  are  adjustable  along      w^ 
the  horizontal  rods,  for  the  total  potential 
energy  is  the  same  in  aU.  '^'.^^''' 

A  body,  such  as  a  fly  wheel  or  a  railway 
car,  in  a  steady  state  of  motion  is  in  kinetic  equilibrium  since 
the  resultant  of  the  forces  acting  on  it  is  zero. 


w. 
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The  principle  that  for  stable  equilibrium  the  potential  enei^gy  ifl  a  mini- 
mum Ib  eztenflively  illustrated  in  nature;  the  potential  energy  may  be 
partly  or  wholly  other  than  mechanioal  energy,  in  forms  dealt  with  in 
other  parts  of  Physios.  Changes  are  continually  taking  place  in  nature 
and  bodies,  when  disturbed,  settle  into  states  of  stable  equilibrium,  that 
is,  of  minimum  potential  energy. 

KINEMATICS  AND  DYNAMICJS 

PERIODIC  Monons 

108.  A  periodic  motion  is  one  that  is  repeated  in  successive 
equal  intervals  of  time.  The  time  required  for  each  such  repeti- 
tion is  called  the  period  of  the  motion.  Thus,  the  moon  revolves 
around  the  earth  with  a  periodic  motion,  the  period  of  which  is  a 
lunar  month  and  the  earth  revolves  about  the  sun  in  arperiod  of  a 
year.  The  end  of  a  hand  of  a  clock  has  a  periodic  motion  about 
the  center  of  the  face.  A  point  on  a  vibrating  violin  string  or 
piano  wire  has  a  periodic  motion. 

109.  Uniform  Circular  Motion. — When  a  point  P  revolves  with 
constant  speed  in  a  circle  of  center  0,  the  position  of  P  at  any 
moment  may  be  assigned  by  giving  the  angle  that  OP  makes 

with  some  fixed  diameter  such  as  OA.    This 
angle  is  called  the  pJiase  of  P's  motion. 

If  the  period  of  the  motion  is  T,  the  angle 
'through  which  OP  revolves  in  unit  time  is  the 
angular  velocity  w  and  equals  2n/T.  Let  us 
suppose  that  at  the  moment  from  which  we 
begin  reckoning  time  P  is  at  some  position  J?, 
and  let  its  phase  at  that  moment,  that  is,  the 
angle  BOA,  be  e.    After  time  t,  P  will  have 

revolved  through  an  angle  (ot  or  (2n/T)t  and  the  phase  at  time 

<  will  be  [{27c/T)t+e]. 

110.  Simple  Harmonic  Motion. — ^This  is  the  most  important 
form  of  periodic  motion  and  is  illustrated  by  the  vibration  of  a 
simple  pendulum  swinging  in  a  small  arc,  of  a  weight  hung  from  an 
elastic  cord  or  spring  and  moving  vertically,  of  a  point  on  the 
prong  of  a  tuning  fork  and  many  other  cases. 

Simple  harmonic  motion  is  a  linear  vibration,  the  motion  being 
sticA  that  the  vibrating  point  has  an  acceleration  which  is  toward  the 
center  of  its  pofh  and  proportional  to  its  distance  from  the  center. 
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Let  A' A  be  the  path  of  vibration  of  a  point  Af  which  has  a 
simple  harmonic  motion,  and  let  C  be  the  center  of  ii'A.  Denote 
the  distance  of  Af  from  C  at  any  time  by  x^  and  let  values  of  x  be 
considered  as  positive  when  Af  lies  between  C  and  A  and  negative 
when  Af  lies  between  C  and  A'.    When  x  is  cm 

positive  the  acceleration,  a,  of  Af  is  toward      j, x      A 

C  and  is,  therefore,  in  the  negative  direc-  ^^  ^ 

tion,  and  when  x  is  negative  a,  being  still 
toward  C,  is  positive.    Hence,  if  we  denote  the  constant  of  pro- 
portionality of  the  magnitude  of  a  to  x  by  c,  by  the  above  defi- 
nition of  simple  harmonic  motion 

a=—cx 

The  distance  x  of  the  vibrating  paint  from  the  center  of  motion  is 
called  the  displacement  of  the  point. 

One-half  of  ihe  length  of  the  path  of  vibration  is  called  the  ampli- 
tude of  the  simple  harmonic  motion.  We  shall  denote  it  by  r. 
It  is  equal  to  the  magnitude  of  the  greatest  displacement  (CA 
or  CA"). 

The  time  required  for  a  complete  vibration  (that  is,  from  A  to  A' 
and  back  to  ii)  is  the  period  of  the  simple  harmonic  motion. 

111.  The  Force  Acting  on  a  Body  that  has  ^mple  Harmonic 
Motion. — ^A  body  that  has  a  simple  harmonic  motion  has  a  vary- 
ing acceleration  which  is  always  directed  toward  the  center.  To 
produce  this  acceleration  a  varying  force,  also  directed  toward 
the  center,  must  act  on  the  body.  Denote  the  force  by  F  and  let 
HI  be  the  mass  of  the  body.  From  the  Second  Law  of  Motion  and 
the  definition  of  simple  harmonic  motion  we  get 

F-ma 
=  —  wicx 

Since  m  and  c  are  constants  for  a  given  body  and  a  given  simple 
harmonic  motion,  the  force  required  is  always  opposite  to  and 
proportional  to  the  displacement. 

The  force  required  to  stretch  or  compress  a  spiral  spring,  one 
end  of  which  is  fixed,  is  proportional  to  the  displacement  of  the 
free  end  from  its  unstrained  position,  and  the  reaction  exerted  by 
the  spring  is  opposite  to  and  proportional  to  the  displacement 
(§56).     Hence  a  body  attached  to  such  a  spring  and  allowed  to 
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vibrate  under  the  action  of  the  spring  has  simple  harmonic 
motion.  The  same  law  of  force  holds  for  a  flat  spring  when  bent 
and,  in  fact,  for  any  elastic  body  when  distorted.  Hence  all 
elastic  vibrations  are  simple  harmonic  motions  or  compounded 
of  such  motions  and  the  same  is  true  of  the  vibrations  that  con- 
stitute sound  and  light. 

112.  Energy  of  a  Body  that  has  Simple  Harmonic  Motion. — ^The 
principle  of  the  Conservation  of  Energy  applies  to  a  body  that 
has  simple  harmonic  motion,  since  the  only  force  acting  on  the 
body  is  one  that  depends  on  the  position  of  the  body  (§68).  We 
have,  in  fact,  already  found  in  §61  the  proper  expression  for  the 
total  energy  of  such  a  body  in  any  position;  all  we  need  to  do  is  to 
substitute  for  k  its  value  in  the  present  case,  namely,  mc.  Hence 
the  total  energy  is  (}mv'+}mcx^,  of  which  the  first  part  is  the 
kinetic  energy  at  displacement  x  and  the  second  is  the  potential 
energy.  At  one  end  of  the  path  of  vibration  v  is  sero  and  x«r; 
hence  the  total  energy  is  potential  and  equal  to  imcr*.  At  the 
center  x  is  zero  and  v  has  its  largest  value,  V;  hence  the  energy  is 
entirely  kinetic  and  equal  to  ^mV. 

US.  Velocity  in  Simple  Harmonic  Motion. — ^From  the  result 
just  stated  we  can  find  a  useful  expression  for  the  velocity  at  any 
displacement.  Equating  the  total  energy  at  displacement  x  to 
that  at  maximum  displacement  we  have 

and,  referring  to  Fig.  56,  it  will  be  seen  that  the  positive  sign  must 

be  taken  for  motion  from  A'  to  il  and  the 
negative  for  motion  from  A  to  A\ 

114.  Relation  Between  Simple  Haxmonic 
and  Circular  Motions. — Simple  harmonic 
motion  has  been  defined  as  a  vibration  in  a 
line  according  to  the  law  a^-^cx.  Now 
the  projection  of  a  uniform  circular  motion 
on  a  diameter  of  the  circle  has  exactly  the 
same  character.  For  on  A' A  as  diameter 
draw  a  circle,  and  let  P  revolve  with  con- 
stant angular  velocity,  ta,  in  the  circle.  If  ilf  is  the  projection  of 
P  on  A^A,  M  vibrates  once  along  A' A  in  each  revolution  of  P. 
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Since  the  motion  of  ilf  is  that  part  of  the  motion  of  P  which  is  in 
the  direction  of  A^A,  the  acceleration,  a,  of  ilf  is  the  component 
of  the  acceleration  of  P  in  that  direction.  The  accceleration  of 
P  is  »»r  in  the  direction  PC  or  -  »»r  m  the  direction  CP.    Hence 

a—  — »*r  cos  0  —  — »*x 
Since  a  is  constant  throughout  the  motion,  the  projection  is  a 
simple  harmonic  motion  in  which  c  — w*.  Hence  any  simple  har- 
monic motion  may  be  regarded  as  a  projection  of  a  uniform  cir- 
cular motion.  The  circle  is  called  the  circle  of  reference  of  the 
simple  harmonic  motion. 

This  relation  between  the  two  kinds  of  motion  affords  a  means 
of  deducing  some  of  the  properties  of  simple  harmonic  motion 
without  the  use  of  advanced  mathematics. 

116.  Period  of  a  Simple  Harmonic  Motion. — Considei  a  simple 
harmonic  motion  as  a  projection  of  a  untform  circular  motion. 
The  periods  of  the  two  motions  must  be  the  same.  Denote  it  by 
T.    From  §1 14 

-{j)'- 

Hence 

Since  x  and  a  are  always  of  opposite  signs,  the  quantity  under  the 
radical  is  alwa3rs  numerically  positive. 

116.  Trigonometrical  Expression  fpr  the  Displacement. — ^From 
the  same  relation  we  can  also  deduce  an  expression  for  the  dis- 
placement at  any  moment  in  the  simple  harmonic  motion.  Let 
P  be  the  point  whose  motion  projects  into  that  of  the  vibrating 
point  M.  The  angle  PC  A  or  the  phase  of  P's  motion  (§109) 
equals  [(2r/T)t-\-e].  Hence  for  CM  or  the  displacement,  x,  in 
the  simple  harmonic  motion,  we  have 


a«  —  «*x 


x=rcos 


(» 


While  we  have  deduced  this  expression  from  the  related  circular 
motion,  it  must  now  be  regarded  as  an  expression  for  the  simple 
harmonic  motion  of  amplitude  r  and  period  T.  [{2K/T)t+e]  is 
called  the  pluue  of  the  simple  harmonic  motion  at  time  t,  e 
being  the  phase  of  the  simple  harmonic  motion  at  zero  time. 
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For  two  particular  values  of  e  the  expression  for  z  becomes 
simpler.  If  e  is  zero,  which,  as  we  see  from  the  circular  motion, 
means  that  at  zero  time  M  is  at  A.  the  expression  for  x  is 

If  0s  — (3r/2),  at  zero  time  P  is  at  JB 
and  M  is  therefore  at  C  and  moving  in 
the  positive  direction.  Substituting  this 
value  of  0  in  the  above  general  expression 
for  X,  we  get 

.    2;r^ 

x=r  sm  yj^t 

117.  Simple  Pendulum. — ^A  simple  pendulum  consists  of  a 
small  heavy  body,  called  the  bob  (usually  spherical) ,  suspended 
by  a  practically  inextensible  cord,  the  mass  of  which  is  so  small 
as  to  be  negligible  compared  with  the  bob.  As  the  pendulum 
swings  through  a  small  angle,  the  bob  vibrates  through  a  small  arc 
of  a  circle  which  is  very  nearly  a  straight  line. 

The  force  of  gravity,  mg,  on  the  bob  of  the  pendulum  acts 
vertically,  and  it  may  be  resolved  into  a  component  along  the 
tangent  and  a  component  along  the  radius.  The  latter  component 
produces  a  tension  on  the  cord  which  does  not  affect 
the  motion,  while  the  former  component  produces 
an  acceleration  along  the  tangent.  When  the  cord 
is  at  an  inclination  0  to  the  vertical,  the  com- 
ponent along  the  tangent  equals  mg  cos  [(;r/2)  —  0] 
or  mg  sin  0,  Since  the  pendulum  is  supposed  to 
vibrate  through  a  very  small  angle,  sin  0  may  be 
replaced  by  0;  in  fact,  for  values  of  0  less  than  2^, 
sin  0  and  0  are  equal  within  one  part  in  10,000. 
If  the  distance  of  the  bob  from  its  lowest  point, 
measured  along  the  tangent,  be  denoted  by  x  and 
the  length  of  the  pendulum  by  I,  0^x/l  radians.  ^^'^'^^^ 
Hence  the  force  along  the  tangent  is  mg^xjJ). 
This  force  is  in  the  negative  direction  when  x  is  positive. 
Hence,  denoting  the  acceleration  along  the  tangent  by  a,  we 
have  by  the  Second  Law  of  Motion 

X 

^mgj^ma 
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Hence  ^        9^ 

Since  the  multiplier  of  x  is  a  constant,  the  acceleration  is 
oppodte  to  and  proportional  to  the  displacement.  Hence  the 
motion  is  simple  harmonic  motion,  and,  if  T  be  the  period  or 
time  of  vibration  of  the  pendulum,  by  §115 


9 
118.  Angnlar  Harmonic  Motion. — ^A  body  attached  to  an  axis 

may  vibrate  backward  and  forward  through  an  angle,  as  in  the 

case  of  a  balance  wheel  of  a  watch  or  of  any  heavy  body  hung  on 

a  peg.    When  the  angular  acceleration,  a,  is  always  opposite  to 

and  proportional  to  the  angular  displacement,  9,  the  motion  is 

called  angidar  harmonic  motion.    Hence  the  general  formula  for 

such  motion  is 

C  being  a  constant. 

Let  Fig.  60  be  a  plane  through  the  body 
perpendicular  to  the  axis  0.  A  line  OM  in 
the  body  will  vibrate  backward  and  forward 
through  an  an^e.  The  point  M  will  vibrate 
in  an  arc  of  a  circle  of  radius  OM  or  r.  When 
the  angular  displacement  of  OM  from  its  mean 
position  00  is  d,  the  displacement,  x,  of  M 
from  0  iBrO  and  the  linear  acceleration,  a,  of 
M  is  ra  (§69).  Substituting  these  values 
of  9  and  a  in  the  above  formula  and  cancelling  r,  we  get 

a=s  — C*x 
Thus  the  motion  of  ilf  is  simple  harmonic  motion  in  all  respects 
except  that  it  is  along  an  arc  (which  may  be  long  or  short)  instead 
of  along  a  straight  line.  We  might  suppose  the  arc  straightened 
out  without  any  other  change  in  the  nature  of  the  motion  of 
M.  Hence,  if  T  be  the  period  of  Af' s  motion,  which,  of  course,  is 
the  same  as  the  period  of  the  angular  harmonic  motion. 
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This  expression  for  the  calculation  of  the  period  of  an  angular 
harmonic  motion  is  similar  to  that  for  the  calculation  of  the 
period  of  a  simple  harmonic  motion  (§116). 

As  examples  of  angular  harmonic  motion  we  shall  consider 
the  torsion    endulum  and  the  physical  pendulum. 

119.  The  Tondon  Pendulism. — ^A  torsion  pendu- 

lum  consists  of  a  vertical  wire  carrymg  a  body  at 
one  end  and  clamped  at  the  other  end.  When  the 
body  is  turned  around  the  wire  as  axis  and  re- 
leased it  performs  angular  vibrations;  the  twisted 
wire  begins  to  untwist  and  thus  starts  the  motion 
which  persists  after  the  wire  has  untwisted,  owing 
to  the  kinetic  energy  acquired  by  the  body. 
Fio.  61.—  To  twist  the  wire  requires  the  application  of  a 
^"duimiL**""    couple.    The  twist,  d,  produced  by  a  certain  couple 

of  moment  L,  is  proportional  to  L  and  to  the  length 
I  of  the  wire.  Hence  U  «=  xO^  where  r  is  a  constant  which  is 
called  the  canaiant  of  iornon  of  the  wire.  The  couple  exerted 
by  the  twisted  wire  is  equal  and  opposite  to  that  required  to 
produce  the  twist.  Hence  the  couple  exerted  by  the  wire  on 
the  body  is  —  t(9/I)  when  the  displacement  is  8.  This  couple 
gives  the  body  an  angular  acceleration,  and,  if  we  denote  this 
by  a  and  the  moment  of  inertia  of  the  body  by  /, 

In  this  the  multiplier  of  9  is  a  constant  which  depends  on  the  wire 
and  the  body  and  is  independent  of  the  motion.  Hence  the 
motion  agrees  with  the  definition  of  angular  harmonic  motion, 
and,  if  T  is  the  period  of  vibration. 


It  should  be  noticed  that  we  have  not  assumed  the  angle  of 
vibration  to  be  small,  as  in  the  case  of  the  ordinary  pendulum;  in 
the  torsion  pendulum  the  restoring  couple  is  proportional  to 
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the  angular  displacement,  even  when  the  latter  is  large  (pro- 
vided it  is  not  so  large  as  to  permanently  strain  the  wire). 

By  means  of  the  torsion  pendulum  the  moment  of  inertia  of  an  irregular 
body  can  be  compared  with  that  of  a  body  of  known  moment  of  inertia. 
The  two  are,  by  the  above  formula  for  T,  proportional  to  the  squares 
of  the  corresponding  times  of  vibration  when  the  bodies  are  in  turn 
attached  to  the  same  wire  and  set  into  angular  vibration. 

120.  The  Compound  Penduluni. — A  body  of  any  shape  sus- 
pended by  a  horisontal  axis  and  vibrating  under  gravity  through 
a  small  angle  constitutes  a  compound  pendulum.  Fig.  62  repre- 
sents a  vertical  section  through  the  center  of  gravity  C  and 
perpendicular  to  the  axis  of  suspension  5.  Denote  8C  by  h. 
When  8C  is  inclined  at  an  angle  0  to  the  vertical, 
the  force  of  gravity,  mg,  which  acts  at  C,  has  a 
moment  about  8  equal  to  tngh  sin  d,  which  is  nega- 
tive when  d  is  positive.  Hence,  if  /  is  the  moment 
of  inertia  of  the  body  about  8, 

^  --mgh  sin  8=Ia 

If  the  angle  0  is  always  small,  we  may,  as  in  th  e 
case  of  the  simple  pendulum,  replace  sin  0  by  0 
and  thus  get 


a=s 


_     mgh 


e 


This  satisfies  the  condition  for  angular  harmonic  motion  and  the 
period  of  vibration  is 

ymgh 

Let  the  radius  of  gyration  about  an  axis  through  C  parallel  to  the  axis 
of  suspension  be  k.  Then  the  moment  of  inertia  about  the  axis  through 
C  is  nO^  and  about  the  parallel  axis  through  5  it  is  mk*-¥mh*  (f {83,  85), 
which  is,  therefore^  the  value  of  /.    Hence 


'"/- 


If  this  be  compared  with  the  formula  for  a  simple  pendulum,  it  is  seen  that, 
if  I  be  the  length  of  a  simple  pendulum  that  vibrates  in  the  same  time  as 
the  compound  pendulum, 

,    k*+h*    k*. 

^—h — X+* 
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Henoe  (Z-A)A-fc* 

The  length  I  is  evidently  greater  than  h.  Hence,  if  we  measure  along  8C 
a  length  equal  to  I,  we  shall  arrive  at  a  point  0  in  SC  extended.  The 
point  Of  which  is  always  on  the  opposite  side  of  C  from  S,  is  the  point 
at  which  the  whole  mass  of  the  body  might  be  supposed  oonoentrated  with- 
out any  alteration  of  the  period  of  vibration.  0  is  called  the  center  of 
oscillation  corresponding  to  the  axis  of  suspension  8,  Since  CO^  Q—h) 
and  CS^hf  we  have  as  the  relation  between  any  center  of  oscillation  and 
the  position  of  the  corresponding  axis  of  suspension 

C5C0-ifc« 

If  the  pendulum  be  now  inverted  and  set  to  vibrate  about  an  axis  through 
0  parallel  to  the  former  axis,  the  new  center  of  oscillation,  (y,  will  lie  in 
OC  produced  and  must  satisfy  the  relation 

A  comparison  of  these  two  equations  shows  that  (y  must  oolncide  with  S. 
Hence  ike  eerUer  of  suapennon  and  ike  center  cj  osetUfUion  wre  t ntereAan^soMs 
and  ihe  dietanoe  between  them  %»  ike  hngtk  cf  ike  equivaXeni  simple  pendulum. 
This  is  the  principle  of  Rater's  pendulum. 

121.  Energy  Changes. — The  resultant  force  of  gravity  acts  at  C  (Fig. 

62).  Hence  the  potential  energy  of  the  pendulum  in  any 
position  is  the  same  as  if  its  mass  were  concentrated  at  C. 
But  the  pendulum  does  not  swing  as  if  it  were  concen- 
trated at  C,  because  its  kinetic  energy  is  that  of  its  mass 
supposed  concentrated  at  C  plus  its  kinetic  energy  of 
rotation  about  C  (}01).  As  the  pendulum 
falls  toward  the  vertical  the  lost  potential 
energy  goes  partly  into  energy  of  rotation 
about  C;  henoe  it  does  not  swing  as  rapidly 
as  if  it  were  concentrated  at  C,  that  is,  as  if  it 

were  a  simple  pendulum  of  length  SC.  A  parallel  case  that 
brings  out  the  distinction  is  illustrated  by  a  block  suspended 
by  two  cords  as  in  Fig.  63.  Swinging  perpendicularly  to  the 
plane  of  the  Bgure  it  is  a  physical  pendulum  of  length  SO, 
the  block  having  energy  of  rotation.  Swinging  parallel  to 
the  plane  of  the  figure  it  is  a  simple  pendulum  of  length  equal 
to  the  length  of  the  cords;  the  block  in  this  case  has  no  rota- 
tion. A  similar  explanation  applies  to  the  motion  of  the 
pans  of  a  balance.  They  do  not  rotate  with  tne  beam  but 
move  vertically;  hence  they  affect  the  motion  as  if  concen* 
trated  on  the  supporting  knife-edges. 

122.  Center  of  Percussion.    There  is  another  important  re- 
lation between  an  axis  of  suspension  S  and  the  corresponding 
center  of  oscillation  0.    A  blow  at  0  transverse  to  SO  will  start  the  body 
rotating  about  S  without  any  jar  on  the  support  at  S,     Hence  0  is  also 
called  the  center  of  pereueeion  of  the  body  when  suspended  at  8.     The 
center  of  percussion  is  readily  found  by  suspending  the  body  by  a  tord 
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Mid  sfedkiiig  hoiiiontol  blows  at  ▼ftrious  pointa.  Or  it  may  be  found  by 
holding  the  body  at  3  and  striking  aoroM  a  table  edge,  as  a  base-ball 
player  strikee  a  ball  with  a  bat;  when  the  blow  is  through  the  oenter  of 
perousdon  there  is  no  Jar  on  the  hand. 

123.  Gyroscopic  Motion. — ^A  gyroscope  is  a  wheel  on  a  hori- 
zontal axle  which  is  supported  on  a  pivot  (a  bicycle  wheel  sus- 
pended by  a  vertical  cord  attached  to  a  short  extension  of  the 
axle  will  serve).  When  the  wheel  is  set  in  rotation  and  the 
axle  then  released,  the  axle,  instead  of  tilting  in  a  vertical 
plane,  as  it  would  if  the  wheel  were  at  rest,  revolves  in  a  hori- 
zontal plane  at  a  rate  that  depends  on  the  velocity  of  rotation 
of  the  wheel  about  the  axle.  This  motion  is  called  precession. 
(Slight  vertical  oscillations  or  nutations  of  the  free  end  of  the 
axle  may  also  accompany  the  precession.)     The  weight  of  the 


Fia.  6ft. — ^A  gyroMop*. 
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wheel  acting  at  the  center  of  the  wheel  has  a  moment  about  an 
axis  through  the  pivot  at  right  angles  to  the  axis  of  the  wheel. 
If  this  moment  of  force  be  increased  by  hanging  a  weight  on 
the  frame  the  rate  of  precession  will  be  greater.  If  the  wheel 
be  supported  at  its  center  of  gravity  there  will  be  no  moment 
of  force  and  no  precession.  (Thus  moimted  the  instrument  is 
sometimes  called  a  gyrostat.) 

If  the  motion  be  carefully  considered  it  will  be  seen  that  it  is 
very  analogous  to  the  revolution  of  a  particle  in  a  circle  imder 
the  action  of  a  force  directed  toward  the  center.  The  latter 
requires  a  force  perpendicidar  to  the  direction  of  motion,  while 
precession  requires  a  moment  of  force  about  an  axis  perpendicular 
to  the  axis  of  rotation. 

IM.  Mdment  of  Force  Required  to  Produce  Precession. — ^To  find  the 
magnitude,  L^  of  the  monient  of  foroe  required  for  precession,  let  OA 
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repreient  the  angular  momentuiiiy  Iw.  After  a  short  time,  i,  OA  will  have 
turned  through  a  small  angle  ^  to  the  position  OB,  where  ^"t/t,  t/  being 
the  angular  velocity  of  precession.  Hence  angular  momentum  represented 
by  OZ  or  AB  must  have  been  added  and  this  must  equal  Id  (|87)- 

'Iw'OA'^^ 
Hence  L^Iwa/ 

Whenever  a  rotating  body  shows  precession,  that  is,  when  its  axis  of  rota- 
tion b  revolving^  some  agent  must  be  applying  the  moment  of  force,  L, 
about  an  axis  perpendicular  to  those  of  rotation  and  precession  and  must 
be  experiencing  an  equal  and  opposite  reaction. 

126.  Other  Examples  of  Precession. — ^The  curvature  of  the  path 
of  a  coin  rolled  with  a  tilt  along  a  table  is  due  to  the  precession  of 
its  axis  caused  by  the  moment  of  its  weight  about  the  point  of 
contact  with  the  table.    The  motion  of  a  top  is  a  precession. 

Any  large  body,  such  as  a  dynamo  armature,  in  rotation  aboard 
a  vessel  that  is  rolling,  pitching,  or  turning,  has  a  precessional 
motion  and  the  bearings  must  supply  the  necessary  moment  of 
force  and  experience  an  equal  and  opposite  reaction. 

When  a  side-wheel  steamer  is  turned  in  a  sharp  curve  there  is  a 
precession  of  the  axis  of  the  paddle  wheels.  To  produce  this 
precession  and  at  the  same  time  keep  the  vessel  level  would 
require  a  moment  of  force  about  a  longitudinal  axis,  and  in  the 
absence  of  such  a  moment  the  vessel  lists  to  the  outer  side. 

The  earth  is  not  quite  spherical  but  bulges  at  the  equator.  On 
one  side  the  protuberance  is  closer  to  the  moon  than  the  center  of 
the  earth  and  on  the  other  side  it  is  farther  away.  The  result  of 
this  (and  of  a  similar  but  smaller  moment  exerted  by  the  sun)  is 
a  moment  of  force  that  causes  a  precession  of  the  eiuiih's  axis. 

The  gyroscope  has  been  applied  to  steering  torpedoes,  to  pre- 
venting the  rolling  of  ships,  to  balancing  trains  on  a  single  rail, 
and  in  the  construction  of  a  non-magnetic  mariner's  compass. 

FRICTION 

126.  Static  Friction. — When  two  solids  are  in  contact  there  is  a 
resistance,  caused  by  the  surfaces,  to  the  sliding  of  one  on  the 
other.  This  resistance  is  called  Friction.  When  a  force  parallel 
to  the  surfaces  of  contact  is  applied  to  one  of  the  bodies  and  the 
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force  is  leas  than  a  certain  amount,  which  depends  on  the  nature 
of  the  surfaces  and  the  pressure  between  them,  motion  will  not 
take  place,  the  resistance  being  equal  to  the  force.  When  the 
force  is  increased  to  a  certain  value  the  resistance  will  fail  to 
increase  and  sliding  will  take  place.  This  maximum  resistance 
is  called  the  maxiinuin  static  friction.  With  a 
given  pair  of  surfaces  in  contact  and  with  a  m^J^} 
force  tending  to  produce  sliding  motion  in  a  ^ 

certain  direction  (to  take  account  of  the  influ*  pio.  e7. 

ence  of  grain),  the  maximum  static  friction  is 
found  to  be  (within  certain  wide  limits  of  pressure)  proportional 
to  the  pressure.    Denoting  the  coefficient  of  proportionality  by 
ju,  the  maximum  of  static  friction  by  F,  and  the  pressure  by  P, 
we  have 

F^PlP 

The  constant  /i  is  called  the  coefficient  of  static  friction^  and  may  be 
defined  as  the  ratio  of  the  maximum  static  friction  bettoeen  two 
surfaces  to  the  pressure  between  them. 

By  the  pressure  here  is  meant  the  total  perpendicular  force 
between  the  surfaces  (not  the  force  per  imit  of  area,  as  the  word 
pressure  is  sometimes  used).  If  one  of  the  two  bodies  rests  on 
the  other  and  if  the  surfaces  of  contact  are  plane  and  horizontal, 
the  pressure  is  the  weight  of  the  upper.  The  maximum  static 
friction  is  the  force  applied  horizontdly  to  the  upper  that  will  just 
produce  motion.  If  additional  weights  be  placed  on  the  upper 
body,  the  pressure  between  the  surfaces  will  be  increased  and  the 
friction  will  be  increased  in  the  same  proportion.  If  the  upper 
mass  be  redistributed  in  any  way,  for  instance,  if  it  be  cut  in  two 
and  one  part  placed  on  the  other,  the  total  force  of  friction  will 
not  change;  for,  while  the  area  of  contact  will  be  diminished,  the 
pressure  on  each  imit  of  area  will  be  increased  in  the  same  pro- 
portion. Thus  the  total  frictional  resistance  is  independent  of  the 
area  of  contact  and  for  two  given  surfaces  depends  only  on  the 
pressure,  as  is  implied  in  the  equation  F=plP. 

127*  The  ooeffieient  of  static  friction  between  two  eurfaoes  depends  on  the 
materiab  and  a  variety  of  ciroumstanceB.  The  rougher  the  surfaces,  that 
is  the  greater  the  inequalities  in  each,  the  Urger  is  /t.  If  the  surfaces  are 
not  clean  parts  of  the  surfaces  are  repUeed  by  surfaces  of  the  foreign 
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flubstano*  and  /t  b  neoeflsarily  different.  The  longer  two  suifaoei  are  In 
contact  the  greater  the  maximum  static  friction;  thia  is  especially  true 
of  soft  or  fibrous  surfaces.  When  the  materials  are  of  grained  structure 
the  friction  is  greater  across  the  grain  than  along  it.  Friction  is,  no  doubt, 
due  to  interlocking  of  the  projections  on  one  surface  with  those  on  the 
other  surface.  When  slipping  takes  place  some  projecting  pieces  are 
broken  off  or  abraded  as  it  is  called.  With  prolonged  contact  between  two 
surfaces  small  readjustments  of  the  surface  particles  take  place,  so  that 
the  fit  becomes  closer  and  the  resistance  to  motion  greater.  It  has  even 
been  found  that  when  one  surface  is  pushed  a  very  small  distance  it  will 
when  released  spring  back,  thus  showing  that  there  b  some  elastic  bending 
of  surfaceprojections.  In  general,  friction  between  two  surfaces  of  the 
same  material  is  greater  than  between  surfaces  of  different  material  since 
the  former  allows  more  uniform  interlocking.  Thus  there  b  an  advantage 
in  using  brass  bearings  for  steel  shafts  to  diminish  friction,  and  covering 
with  leather  the  face  of  a  pulley  used  with  leather  belting  increases  friction 
and  helps  to  prevent  slip. 

Friction  is  iMiaed  in  the  transmission  of  energy  by  machine  belting. 
Usually  some  slipping  takes  place,  for  the  belt  stretches  somewhat  while 
in  contact  with  the  puUey.  Friction  between  the  driving  wheels  of  a 
locomotive  and  the  rails  prevent  slipping;  without  it  the  locomotive  would 
be  helpless,  and  where  it  is  not  sufficient  the  track  is  sanded.  To  hold  a 
rope  fast  It  is  sometimes  wrapped  around  a  post.  The  friction  on  each 
piurt  of  the  rope  diminishes  the  tension  transmitted  to  the  next  part.  It 
is  found  that  after  one  turn  the  tension  is  diminished  to  about  ^,  after 
two  turns  to  ^  of  ^  and  so  on.  At  this  rate  after  five  turns  a  pull  of  one 
pound  weight  on  the  free  end  would  counteract  a  force  of  4  tons  at  the 
other  end. 

The  laws  of  friction  were  first  investigated  by  Coulomb  and  are  some- 
times called  by  his  name. 

128.  Slip  on  an  Incline. — When  a  body  rests  on  an  inclined 

plane  the  tilt  of  which  is  gradually  increased 
there  is  some  angle  t  at  which  slipping  begins. 
The  weight  of  the  body  is  mg  and  acts 
vertically.  It  may  be  resolved  into  a  com- 
ponent mg  sin  i  down  the  plane  and  a  compo- 
nent mg  cos  %  perpendicular  to  the  plane. 
The  latter  component  causes  pressure  between 
vtQ.  68.  ^®  surfaces,  while  the  former  is  the  force  par- 

llel  to  the  surface  which  produces  motion. 
Hence  from  the  definition  of  this  coefficient  of  static  friction 

i?*    mo  sin  t    ^ 

„—    e=— ?^ ;=:tant 

^    P    mg  cos  t 
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Thu9  the  coefficient  of  etatic  friction  is  equal  to  Ihe  tangent  of  the 
an^  of  dip.  (This  angle  is  also  sometimes  called  the  angle  of 
repose.)  Tliis  relation  provides  a  simple  method  of  measuring  fi. 
129.  Kinetic  Friction. — To  keep  one  body  sliding  on  another  at 
a  constant  speed  a  certain  force,  F,  parallel  to  the  surface  of 
contact  is  required.  Through  a  considerable  range  of  speed  this 
force  is  practically  constant.  The  opposing  resistance  offered  by 
the  surfaces  is  called  kinetic  friction.  It  is  foimd  to  be,  for  a 
certain  pair  of  surfaces  moving  in  a  definite  direction,  proportional 
to  the  pressure,  P,  between  the  surfaces.  Denoting  the  coeffi- 
cient of  proportionality  by  /,  we  have 

F=/P 

The  constant  /  is  called  the  coefficient  of  kinetic  friction.  It  may 
be  defined  as  the  ratio  of  the  kinetic  friction  between  two  eurfacee 
to  the  preeeure  bettoeen  them. 

As  in  the  case  of  static  friction,  for  a  given  pressure  between 
two  surfaces  the  kinetic  friction  is  independent  of  the  area  of 
contact. 

The  kinetic  friction  between  two  surfaces  is  in  general  less 
than  the  maadmum  static  friction.  The  reason  probably  is  that 
time  is  not  allowed  for  the  surface  to  settle  into  as  close  contact 
as  if  they  were  at  rest.  Moreover,  kinetic  friction  is  not  quite 
independent  of  velocity.  When  the  velocity  is  decreased  until  it 
is  very  small  (how  small  depends  upon  the  particular  surfaces) 
the  friction  increases  and  it  continues  to  increase  as  the  velocity 
diminishes  toward  zero,  and  at  a  sufficiently  small  velocity  the 
kinetic  friction  probably  does  not  differ  appreciably  from  the 
maximum  static  friction.  At  very  great  velocities  the  friction  is 
generally  less  than  at  moderate  velocities. 

A  friction  dynamometer  b  a  machine  for  measuring  the  power  of  an 
engine;  the  engine  drives  a  wheel  over  which  a  belt  hangs  under  known 
tension.  From  the  tension  of  the  belt  and  the  number  of  revolutions 
made  by  the  latter  the  work  done  b  calculated. 

When  a  lubrioant  Is  used  between  two  surfaces  there  b  no  longer  friction 
of  solid  on  sottd  and  the  laws  of  kinetic  friction  no  longer  hold;  the  coeffi- 
cient of  fiietion  depends  on  both  pressure  and  velocity  and  the  action 
is  very  complex.  The  friction  of  a  skate  on  ice  b  probably  greatly  di- 
minished by  the  momentary  liquefaction  of  the  ice  immediately  imder  the 
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skate  due  to  the  great  preuttre  exerted  by  the  latter  on  a  small  araa  (i 
§801"). 

ISO.  Sliding  on  an  Inclined  Plane. — ^A  body  sliding  down  an  in- 
clined plane  (Fig.  21)  is  urged  downward  by  the  component  of 
its  weight  along  the  plane  and  retarded  by  friction.  If  the  in- 
clination of  the  pl|uie  to  the  horizontal  is  i,  the  component  of 
gravity  along  the  plane  is  mg  sin  i.  The  pressure  perpendicular 
to  the  plane  is  mg  cos  i;  hence  the  force  of  friction  ib  //  mg  cos  %. 
If  the  component  of  gravity  down  the  plane  exceeds  the  force 
of  friction,  the  body  will  slide  with  an  acceleration  a.  Hence, 
taking  the  direction  down  along  the  plane  as  the  positive  direction, 
we  have  by  Newton's  Second  Law 

ma  ■■  mg  sin  i — fi'mg  cos  i 

This  suggests  a  method  of  finding  fi'  by  measuring  a  and  u 

131.  Rolling  Friction. — The  term  friction  is  also  applied  to  the 
resistance  experienced  by  a  wheel  in  rolling  on  a  surface  without 
any  slipping.  The  cause  of  the  resistance  is  in  this  case  entirely 
different.     This  is  seen  by  considering  the  rolling  of  a  heavy 

wheel  on  a  soft  substance,  such  as  India  rub- 
ber. If  the  wheel  were  at  rest  it  would  sink 
into  the  rubber,  raising  a  small  moimd  on  each 
side  of  the  contact.  When  the  wheel  is  mov- 
ing forward  the  moimd  is  chiefly  on  the  for- 
^  ward  side  at  A.    The  pressure,  P,  of  the  rub- 

to  roiuns.     ^     ^^^  on  the  wheel  at  A  is  inclined  to  the 

vertical,  in  some  such  direction  as  A  P.  The 
point  about  which  the  wheel  is  momentarily  rotating  ($69)  is 
not  C  but  B  in  the  figure,  and  the  moment  of  P  about  B  is 
necessarily  opposed  to  that  of  F. 

It  will  be  noted  by  the  explanation  that  the  resistance  to  the  motion  is 
greater  the  softer  the  surface,  greater  the  greater  the  pressure  of  the  wheel 
on  the  surface,  and  less  the  larger  the  wheel,  since  a  larger  wheel  will  dis- 
tribute its  pressure  over  a  larger  surface  and  will  not  sink  so  deeply.  When 
the  surface  on  which  the  wheel  rolls  is  hard  very  little  deformation  will 
ensue,  and  the  resistance  to  the  motion  wtU  be  much  less.  Thus  the 
resistance  to  the  rolling  of  iron  on  India  rubber  is  about  ten  times  greater 
than  the  rolling  of  iron  on  iron.  With  a  lignum  vit»  cylinder  of  Id-in. 
diameter  loaded  with  1000  lbs.  the  rolling  friction  has  been  found  to  be 
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about  3  per  cent,  of  the  iKding  frietion  when  the  wheel  was  not  allowed 
to  rotate.  Beeame  of  thla  difference  rolHng  Is,  when  poanblei  preferred 
to  alidiii^  Thus  roliers  beneHth  a  heavy  body  and  the  ballf  in  a  ball- 
bearing  greatly  diinininh  frietional  reostanoe. 

A  pneumatie  tire  on  a  bicyele  or  automobile  flattene  out  in  eontaot  with 
the  ground  and  does  not  sink  in»  so  that  it  gives  the  wheel  the  advantage 
of  a  rnneb  larger  wheel  But  it  also  bulges  a  little  in  front  of  the  flattened 
part  and  thia  bulge  is  an  obstruction  of  the  same  nature  as  the  little  mound 
in  fig.  69.  On  a  perfectly  smooth,  pllme,  hard  road  a  pneumatic  tire  would 
be  a  disadvantage.  On  a  soft  rough  road  it  is  a  great  advantage.  For 
a  hard  smooth  road  the  tire  should  be  pumped  ''hard"  for  a  soft  road  it 
should  be  ''soft" 

SIMPLE  MACHINES 

132.  Hacbines. — ^A  machine  is  a  contrivance  for  applying 
energy  to  do  work  in  the  way  most  suitable  for  a  certain  purpose. 
The  machine  does  not  create  energy;  no  machine  can  do  that. 
To  do  work  it  must  receive  energy  from  some  store  of  energy,  and 
the  greatest  amount  of  useful  work  it  can  do  cannot  exceed  the 
energy  it  receives. 

Diflferent  machines  receive  energy  in  different  forms,  some  in 
the  form  of  mechanical  Genetic  and  potential)  energy,  some  in 
the  form  of  heat  energy,  some  in  the  form  of  chemical  energy,  and' 
so  on.    We  shall  only  consider  here  machines  which  employ 
mechanical  energy  and  do  work  against  mechanical  forces. 

In  certain  very  elementary  machines,  the  so-called  simple 
machines  f  the  agent  which  supplies  the  energy  exerts  but  a  single 
force  and  the  machine,  at  least  as  regards  the  useful  work  which 
it  performs,  is  opposed  by  a  single  resisting  force.  The  former  is 
frequently  called  the  "power";  but,  to  avoid  confusion,  we  shall 
caU  it  the  applied  force.  The  resisting  force  is  frequently  called 
the  ''weight";  but,  as  the  opposing  force  is  not  always  that  of 
gravity,  we  shall  call  it  the  resistance. 

Every  machine  in  its  action  encoimters  a  certain  amount  of 
frietional  resistance;  the  work  done  against  it  is  not  usually  useful 
work.  This  in  many  cases  is  very  small,  and,  in  treating  (to  a 
first  approximation)  of  the  simple  machines,  it  is  customary  to 
neglect  it. 

133.  Mechanical  Advantage. — ^The  work  done  by  the  applied 
force,  P,  is  measured  by  the  product  of  P  and  the  distance,  p, 
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through  which  P  acts.    The  work  done  against  the  resistance  is 
measured  by  the  product  of  the  resistance,  Q,  and  the  distance 
q,  through  which  it  is  overcome.    In  a  simple  machine  (where 
friction  may  be  neglected)  these  must  be  equal.    Hence 

Q_p 

Hence  p  is  greater  than  q  in  the  proportion  in  which  Q  is  greater 
than  P.  This  principle  was  first  stated  by  Stevinus  (1548-1620) . 
It  is  frequently  put  in  the  form  "what  is  gained  in  power  {i.e, 
farce)  is  lost  in  speed" 

The  ratio  of  Q  to  P  for  a  machine  is  called  the  mechanical 
advantage  of  the  machine.  Since,  for  a  perfect  machine,  that  is, 
one  in  which  friction  is  negligible,  the  above  ratio  is  also  the 
ratio  of  p  to  q,  it  follows  that  we  can  deduce  the  mechanical 
advantage  of  such  a  machine  from  the  ratio  of  the  speeds  without 
considering  the  inner  mechanism  of  the  machine. 

134.  Efficiency. — By  the  efficiency  of  a  machine  is  meant  the 

ratio  of  the  useful  work,  or  work  of  the  kind  desired,  to  the  energy 

received.    For  a  simple  machine  without  friction  this  would  be 

unity.    When  there  is  friction  the  efficiency  may  have  any  value 

*less  than  unity. 

136.  Levers. — ^A  lever  is  a  bar  supported  at  a  point  called  the 
fvlcrum,  F;  a  force,  P,  applied  to  the  bar  at  a  point  A  will  over- 
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come  a  resistance,  Q,  acting  at  another  point  B,  We  shall  sup- 
pose that  P  and  Q  act  at  right  angles  to  the  bar  and  to  the  axis  of 
rotation  at  the  fulcrum. 

To  find  the  relation  between  P  and  Q  suppose  the  bar  to  turn 
through  a  very  small  angle,  so  that  A  moves  through  a  distance 
Aa  and  B  through  a  distance  Bb.    The  work  done  by  P  is  P^Aa 
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and  the  work  done  against  Q  is  Q'Bb.  The  conservation  of  energy 
requires  that  these  should  be  equal.    Hence 

Q^    Aa    AF 
P  ""Bb  ^BF 

This  relation  may  also  be  found  by  considering  the  parallel 
forces  acting  on  the  bar  or  by  taking  moments  about  the 
fulcrum. 

Levers  are  usually  divided  into  three  classes  represented  by 
the  figures.  In  levers  of  the  first  cUias  the  force,  P,  and  the 
resistance,  Q,  are  on  opposite  sides  of  the  fulcrum,  and  the 
resistance  may  be  greater  or  less  than  the  applied  force.  To 
thb  class  belong  the  crow-bar,  forceps,  scissors,  poker,  and  the 
common  balance. 

In  levers  of  the  second  daas  the  applied  force  and  the  resistance 
are  on  the  same  side  of  the  fulcrum,  the  former  being  farther  from 
it  than  the  latter.  Thus  the  resistance  is  always  greater  than  the 
applied  force.  This  class  includes  the  oar  of  a  boat,  a  pair  of  nut- 
crackers, a  claw-hammer  for  extracting  nails,  etc. 

In  levers  of  the  third  dctss  the  applied  force  and  the  resistance 
are  on  the  same  side  of  the  fulcrum,  the  former  being  nearer  to  the 
fulcrum  than  the  latter.  The  purpose  of  such 
a  lever  is  a  gain  of  displacement  or  of  speed. 
This  class  includes  the  forearm  which  is 
hinged  at  the  elbow  and  acted  on  by  the 
biceps  at  a  distance  of  two  or  three  inches 
from  the  elbow,  a  pair  of  tongs  and  the  lever 
of  a  safety-valve  for  steam  pressure. 

136.   The   Wheel   and   Axle.— A   straight 
lever  cannot  raise  a  weight  higher  above  the  "^0 

fulcrum  than  the  distance  of  the  weight^**  7i.-wj^"** 
from  the  fulcrum.  The  apparatus  called  a 
''wheel  and  axle''  acts  on  the  same  principle  as  a  lever  but  its 
range  is  not  so  limited.  It  consists  of  a  wheel  of  large  radius 
rigidly  connected  ta  an  axle  of  smaller  radius.  The  applied 
force,  P,  acts  on  a  cord  wrapped  around  the  wheel,  while  the 
weight  or  resistance  acts  on  a  cord  wrapped  around  the  axle. 
The  principle  involved  is  that  of  a  lever  of  the  first  class,  the 
radius,   fi,  of  the  wheel  being  the  lever  arm  for  the  applied 
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FiQ.  72. — Differential 
wheel  and  axle. 


force,  while  the  radius,  r,  of  the  axle  is  the  lever  arm  of  the 
resistance.     Hence 

P     r 

This  formula  may  also  be  proved  directly  by  equating  the  work 
done  by  P  in  one  complete  revolution,  27:RP,  to  the  work  done 
against  Q,  2icrQ;  also  by  taking  moments  about  F, 

The  principle  of  the  Wheel  and  Axle  is  ap- 
plied in  the  pilot  wheel  and  in  the  capstan 
where  the  wheel  is  replaced  by  spokes  in  the 
axle,  and  in  the  winch,  where  there  is  but  a 
single  spoke,  the  crank  arm. 

In  the  above  we  have  neglected  friction, 
which  is  always  considerable. 

137.  Differential  Wheel  and  Axle. — ^To  obtain 
a  very  high  mechanical  advantage  the  wheel 
would  have  to  be  made  very  large,  which  would 
be  inconvenient,  or  the  axle  would  have  to  be 
made  very  small,  which  would  greatly  weaken 
it.    To  avoid  these  disadvantages  the  axle  is 

made  in  two  parts  of  different  size  and  the  cord  is  wrapped  in 
the  same  direction  aroimd  both,  as  indicated  in  the  figure,  the 
weight  being  carried  by  a  pulley  through  which  the  cord  passes. 
Let  the  radius  of  the  wheel  be  £,  that  of  the  large  part  of  the 
axle  r,  and  of  the  small  part  r'.  The  upward  force  on  the  pulley 
is  twice  the  tension  of  the  cord  and  the  downward  force  is  Q, 
the  weight  of  the  pulley  being  neglected.  Hence,  by  the  principle 
of  forces  in  equilibrium,  the  tension  in  the  cord  is  ^.  In  one 
revolution  P  does  work  P'2itR  and  the  tension  of  the  cord  acting 
on  the  smaller  part  of  the  axle  does  work  iQ'2nr^,  while  work 
iQ'2itr  is  done  against  the  tension  in  the  cord  acting  on  the  larger 
part  of  the  axle.    Hence     * 

'       P'2itR+iQ2nr':=iQ'2nr 

.Q_  2R 

^'P^r-^r^ 

138.  PuUejrs. — The  simplest  pulley  is  a  wheel  for  the  purpose 
of  changing  the  direction  in  which  a  force  is  applied.  It  con- 
sists of  a  wheel  in  a  framework  or  block  which  is  either  fixed 
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or  free.    If    it  is  fixed,  the  direction  of  the  force  is  changed 
without  any  change  in  the  magnitude  (see  Fig.  73a). 

If  it  is  free  and  the  two  parts 
of  the  cord  are  parallel,  the  ten- 
sion in  any  part  of  the  cord  is 
(neglecting  friction  and  the 
weight  of  the  cord)  equal  to  the 
force  applied  at  its  free  end. 
Hence  for  equilibrium 

Q  =  2P 

If  the  weight  of  the  pulley  is  not  negligible  it  may  be 
included  in  Q.  This  formula  is  also  readily  found  by 
the  principle  of  enei^gy ;  for  each  unit  of  the  length  that 
Q  moves  P  must  move  two. 

139.  Block  and  Tackle. — Several  puUeys  are  fre- 
quently used  in  combination  so  as  to  secure  higher 
mechanical  advantage.  The  most  common  arrange- 
ment is  called  the  block  and  tackle.  The  puUeys  ^e 
in  two  blocks  with  several  pulleys  in  each  block. 
The  fixed  end  of  the  cord  may  be  attached  to  either 
the  upper  or  the  lower  block;  if  to  the  former,  there  wiU  be 
an   equal  number  of  pulleys  in  the  two  blocks,   as  in  the 

figure;  if  to  the  latter,  there  wiU  be  one  more 
pulley  in  the  upper  block.  When  the  distance 
between  the  blocks  is.  decreased  by  one  unit  of 
length,  each  branch  of  the  cord  in  contact  with 
the  lower  pulley  must  shorten  one  imit  of  length. 
Hence 

Q^nP 

where  n  is  the  number  of  branches  of  the  cord  at 
the  lower  block. 

140.  The  Differential  Pulley  or  Chain  Hoist.— In 
this  the  upper  block  holds  two  pulleys  of  different 
diameters  fixed  rigidly  to  the  same  axis,  while  the 
lower  block  is  replaced  by  a  single  pulley.  An 
endless  chain  passes  over  the  three  pulleys  as  shown  in  the 
figure  and  is  prevented  from  slipping  by  teeth  on  the  puUeys. 
Thb  is  essentially  a  modification  of  the  differential  wheel  and 
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axle  in  which  the  wheel  and  the  larger  part  of  the  axle  have  the 
same  radius.  The  relation  between  P  and  Q,  which  may  be 
worked  out  independently  or  may  be  obtained  by  putting  R^r 
in  the  formula  of  {137,  is 

P    r-? 

141.  The  Inclined  Plane. — ^A  force  less  than  the  weight  of  a 
body  may  suffice  to  draw  the  body  up  an  inclined  plane.  Let  P 
be  the  force  and  W  the  weight  (Fig.  76a).    Also  let  h  be  the 


Fto.  766w 


height  and  I  the  length  of  the  plane.  When  the  body  has  been 
drawn  up  the  whole  length  of  the  plane  the  work  done  by  P  (ne- 
glecting friction)  will  be  PI  and  the  work  done  against  W  or  the 
increase  of  potential  energy  will  be  Wh.  These  must  be  equal. 
Hence 

P^h 

This  is  essentially  the  same  expression  as  already  found  ($50) 
by  considering  the  component  of  W  down  the  plane.  If  friction 
cannot  be  neglected  the  work  done  against  it  will  be  Fl^  where  F 
is  the  force  of  friction,  and  in  the  above  equation  P  must  be  re- 
placed by  (P-F). 

If  P  act  horizontally  (Fig.  766)  the  work  done  by  P  will  be 
Pb.     Hence  (neglecting  friction) 

W_h 
P^h 

142.  The  Screw. — ^The  thread  of  an  ordinary  screw  makes  a 
constant  angle  with  the  length  of  the  screw.  If  the  thread  of  a 
vertical  screw  were  supposed  unwrapped,  with  its  inclination 
kept  constant,  it  would  be  an  inclined  line.    The  pitch  of  a  screw 
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is  the  distance,  parallel  to  the  length  of  the  screw,  between  con- 
secutive turns  of  the  thread.  The  pitch  divided  by  the  outer 
circumference  is  the  tangent  of  the  inclination  of  the  thread  to 
the  length  of  the  screw. 

If  a  nut  carrying  a  heavy  weight  be  turned 
around  a  vertical  screw  so  that  it  ascends,  the 
process  will  be  similar  to  forcing  a  heavy  body 
up  an  inclined  plane  by  a  horizontal  force. 
In  the  jackscrew  for  raising  heavy  bodies  the 
nut  is  fixed  while  the  screw  is  turned  by  a 
lever.     The  useful  work  performed  by  the 
screw  in  one  turn  is  the  product  of  the  resist- 
ance it  overcomes,  Q,  and  the  rise  in  one  turn, 
which  is  the  pitch  h.    The  work  done  in  the     Fio.  TT.-^Miuenw. 
same  time  is  the  product  of  the  applied  force, 
P,  and  the  circumference,  2kR^  of  the  end  of  the  lever  arm. 
Equating  these  would  give  us  a  relation  between  P  and  Q;  but 
friction  is  in  general  so  large  as  to  render  the  relation  inapplicable. 
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143.  Law  of  Universal  Gravitation. — ^Until  the  time  of  Newton 
the  weight  of  a  body,  or  the  measure  of  its  tendency  to  fall  to  the 
earth,  was  generally  regarded  as  an  inherent  property  of  matter 
that  needed  no  further  explanation.  To  Newton  (and  to  some  of 
his  contemporaries)  it  occurred  that  the  weight  of  a  body  on  the 
surface  of  the  earth  is  due  to  a  force  of  attraction  between  the 
body  and  the  earth,  and  that  this  attraction  is  only  a  particular 
case  of  a  universal  attraction  between  all  bodies  no  matter  where 
situated.  Newton  then  sought  to  discover  the  law  that  such  a 
force  would  have  to  follow  to  account  for  the  facts,  how  it  would 
have  to  depend  on  the  masses  of  the  bodies  and  their  distance 
apart.  Now  it  was  not  possible  for  him  to  change  the  distance 
between  a  body  and  the  center  of  the  earth  by  any  except  an  ex- 
ceedingly small  fraction,  and  the  force  between  two  bodies  of 
ordinary  sise  on  the  surface  of  the  earth  was  so  small  that  it 
escaped  detection  until  a  much  later  date.  Hence  he  turned  bis 
attention  to  the  motion  of  the  moon  and  the  planets. 
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Before  the  time  of  Newton,  Kepler  had,  by  a  very  extensive 
and  painstaking  study  of  the  motions  of  the  planets,  arrived  at 
certain  laws  known  as  Kepler's  Laws.  These  may  be  stated  as 
follows: 

1.  The  areas  swept  over  by  a  line  joining  a  planet  to  the  sun  are 
proportional  to  the  times. 

2.  Each  planet  moves  in  an  ellipse  in  one  focus  of  which  the 
sun  is  situated. 

3.  The  squares  of  the  periods  of  revolution  of  the  planets  are 
proportion^  to  the  cubes  of  the  major  axes  of  the  eUipses. 

From  these  laws  Newton  showed  that  the  motions  of  the  planets 
could  be  accounted  for  on  the  supposition  that  between  each 
planet  and  the  sim  there  is  a  force  of  attraction,  proportional  to 
the  product  of  the  masses  and  inversely  as  the  squares  of  their 
distances  apart. 

Newton  also  showed  that,  if  we  suppose  that  there  is  a  force 
according  to  this  law  between  every  two  particles,  a  sphere  that 
is  either  homogeneous  or  may  be  regarded  as  made  up  of  shells 
each  of  which  is  l^mogeneous  will  attract  an  outside  body  as  if 
the  sphere  were  concentrated  at  its  center.  The  earth  is  very 
nearly  such  a  sphere  and  must,  therefore,  according  to  the  law 
of  gravitation,  attract  (approximately)  as  if  concentrated  at  its 
center. 

144.  Motion  of  the  Hoon. — ^As  evidence  for  the  law  of  gravita- 
tion Newton  showed  that  it  correctly  accounts  for  the  motion  of 
the  moon.  At  the  surface  of  the  earth  a  body  is  attracted  by  the 
earth  as  if  the  latter  were  concentrated  at  its  center.  Now  the 
radius  of  the  earth  is  approximately  4,000  miles  and  the  average 
value  of  the  acceleration  of  a  falling  body  may  be  taken  as  32.2 
feet  per  sec'.  The  distance  of  the  moon  from  the  earth,  which  is 
somewhat  variable,  may  be  taken  as  approximately  240,000 
miles  or  60  times  the  radius  of  the  earth.  Hence,  according  to 
the  law  of  gravitation,  the  acceleration  of  a  body  at  the  distance 
of  the  moon  due  to  the  earth's  attraction  should  be  32.2/60'  or 
.00894  ft.  per  sec'. 

The  acceleration  a  of  the  moon  towards  the  earth  ($32)  equals 
v'/22.  The  period  of  rotation  of  the  moon,  also  slightly  variable, 
is  about  27  days,  8  hours.  Calling  this  T,  we  have  v  =  (2ir22/T). 
Hence  a»(49r'jB)/7'',  or  reducing  R  to  feet  and  T  to  seconds 
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a  a  .00896.  This  value  of  a,  calculated  frciia  tb^'obi^^eapei^d 
of  the  moon,  agrees  as  closely  with  the  preceding  value,  deduced 
from  the  law  of  gravitation,  as  could  be  expected  when  the  fact 
is  considered  that  only  approximate  values  for  the  various  con- 
stants have  been  used.  The  argument  must  be  considered  very 
strong  evidence  for  the  law  of  gravitation. 

146.  Force  of  Gravitation  Proportional  to  Hass. — ^According  to 
the  law  of  gravitation  the  attraction  between  two  bodies  is  pro- 
portional to  their  masses  and  is  independent  of  the  materials  of 
which  they  consist.  One  proof  of  this  was  given  by  Galileo, 
when  he  dropped  two  cannon  balls  of  different  sizes  from  the  lean- 
ing tower  of  Pisa  and  f  oimd  that  they  reached  the  groimd  in  very 
nearly  the  same  time.  Their  accelerations  being  equal,  the  ratio 
of  the  force  to  the  mass,  must,  according  to  the  second  law  of 
motion,  be  the  same  for  both.  Yet  in  Galileo's  experiment  the 
larger  weight  was  slightly  ahead  of  the  smaller,  and  Galileo  cor- 
rectly explained  this  difference  by  remarking  that  the  air-friction 
would  be  proportionately  less  on  the  larger  body.  In  fact, 
because  of  this  air  friction  and  the  rapidity  of  the  motion,  it 
would  be  difficult  to  give  a  very  convincing  proof  of  the  law  by 
means  of  bodies  falling  with  the  full  acceleration  due  to  gravity. 

To  avoid  this  difficulty  Newton  experimented  with  a  pendulum, 
the  motion  of  which  depends  on  gravity  but  on  a  fraction  only  of 
the  full  force  of  gravity,  namely,  the  component  along  the  arc  of 
vibration.  The  bob  of  the  pendulum  was  a  thin  shell  and  into 
this  he  put  in  successive  experiments  different  substances.  In 
each  case  the  same  weight,  as  tested  by  weighing  with  a  balance, 
was  put  into  the  box  and,  since  the  force  of  air-friction  on  the 
box  for  the  same  amplitude  of  vibration  would  be  the  same  no 
matter  what  the  contents  of  the  box,  it  followed  that  at  a  given 
inclination  to  the  vertical  the  force  causing  the  motion  would  be 
always  the  same.  He  found  that  the  time  of  vibration  was  alwajrs 
the  same  no  matter  what  the  contents  of  the  box  and  hence  the 
masses  must  also  have  been  the  same;  that  is,  equal  masses  of 
different  substances  have  equal  weights.  These  experiments 
were  afterward  repeated  by  Bessel  with  much  greater  care  and 
with  the  same  result. 

The  above  experiments  prove  that  gravitation  is  not,  like  mag- 
netic attraction,  a  force  that  depends  on  some  quality  of  a  body 
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oiiC^i  'ji^iU^  toiuas;  itiat'iB,  not  a  selective  force  but  a  general 
force.  That  it  does  not  depend  on  any  other  physical  condition 
such  as  temperature,  or  on  any  chemical  condition  such  as 
molecular  combination,  has  also  been  shown  by  most  careful 
weighing.  A  third  body  placed  between  two  bodies  has  not  the 
least  effect  in  shielding  them  from  their  mutual  attraction.  The 
fact  that  a  lump  of  gold,  when  hammered  out  into  an  exceedingly 
thin  sheet,  suffers  no  change  of  weight  shows 'that  the  weight 
of  a  body  does  not  depend  on  its  form,  that  gravity  acts  on  the 
particles  whether  surrounded  by  other  particles  of  the  same 
kind  or  not. 

146.  The  Constant  of  Gravitation. — The  law  of  gravitation  may 
be  stated  as  a  formula,  viz. 


F'^O 


mm 


where  G  is  a  constant  number  called  the  conatarU  of  gravitation. 
To  find  the  magnitude  of  G  it  is  necessary  to  measure  F  in  some 
case  where  m,  m^  and  r  are  all  known.  This  was  first  done  by 
Henry  Cavendish  in  1797-8,  and  the  experiment,  usually 
called  the  Cavendish  experiment,  has  been  repeated  many  times 
since  with  increasing  care  and  accuracy.  Cavendish  suspended 
two  balls,  A  and  B,  from  the  ends  of  a  long  light  horizontal 

rod  which  was  supported  by  a  long  fine 
vertical  wire  attached  to  the  middle,  C, 
of  the  rod.  On  opposite  sides,  hori- 
zontally, of  the  balls  and  at  known  equal 
distances  he  placed  two  large  spheres  of 
lead,  P  and  Q.  The  attraction  between 
each  ball  and  the  adjacent  large  sphere 
had  a  moment  about  C  that  produced  a 
twist  of  the  supporting  wire.  When 
^i'  ^s^-frfoMpi*  ^  *>*•  the  spheres  were  in  the  position  P,Q,. 

the  twist  was  m  one  direction,  and  when 
they  were  in  the  position  P,Q,  the  twist  was  in  the  opposite 
direction.  To  deduce  the  force  of  attraction  from  the  magni- 
tude of  the  twist,  the  constant  of  torsion  of  the  wire  (§119)  had 
to  be  found  by  timing  vibrations  of  the  wire,  when  the  spheres 
were  removed  to  positions  where  they  had  no  influence  on  the 
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vibrations  of  AB.  Thus  F,  m,  m^,  and  r  were  found  and  when 
they  were  substituted  in  the  above  formula  the  value  of  0  was 
obtained. 

• 

In  more  recent  work  the  apparatus  has  been  greatly  improved.  The 
greatest  improvement  has  been  in  the  substitution  of  very  fine  quarts  thread 
for  the  wire.  This  also  permitted  of  the  apparatus  being  greatly  reduced 
in  sise,  so  that,  whereas  AB  in  Cavendish's  experiment  was  6  ft.  long,  in 
Boys'  apparatus  it  was  only  0.9  inch,  and  the  miktmm  A,  B,  and  P,  Q,  were 
also  greatly  reduced  in  sise.  The  value  obtained  for  O  (using  o.g.s.  units) 
was  6.0670X10"'*;  this  is,  therefore,  the  force  in  dynes  of  the  attraction 
between  spheres  of  one  gram  each  at  a  distance  of  1  cm.  between  their 
centers.  When  it  is  remembered  that  a  dyne  is  about  the  weight  of  a  milli- 
gram,  it  is  seen  that  the  force  measured  in  the  above  experiments  must 
be  exceedingly  small;  hence  the  difficulty  of  the  experiment. 

147.  The  Mean  Density  of  the  Earth. — ^The  determination  of  0 
made  it  possible  to  calculate  the  mass  of  the  earth  (hence  Caven- 
dish is  sometimes  said  to  have  been  the  first  to  "  weigh  the  earth  ")  • 
For  if  m'  in  the  formula  for  the  law  of  gravitation  be  put  equal 
to  one  gram  and  m  and  r  be  taken  as  respectively  the  mass  and 
radius  of  the  earth,  F  will  be  the  force  of  attraction  between  the 
earth  and  a  body  of  1  gm.  mass  and  this  is,  as  we  know,  980  dynes. 
Thus  the  formula  gives  us  the  value  of  m,  the  mass  of  the  earth, 
which  is  f  oimd  to  be  5.97  X 10'^  gms.  This  figure  is  so  large  as 
to  convey  no  distinct  meaning,  but  a  different  way  of  stating  the 
result  VfiH  be  more  easily  comprehended.  The  density  of  a  homo- 
geneous body  such  as  water  is  its  mass  per  imit  volume,  and 
when  the  density  of  a  body  is  not  everywhere  the  same  we  may 
speak  of  its  mean  density  or  its  whole  mass  divided  by  its  whole 
volume.  Thus  to  get  the  mean  density  of  the  earth  we  divide 
its  whole  mass,  as  given  above,  by  its  whole  volume.  The  result 
is  5.527,  that  is  to  say,  on  the  average  the  earth  is  5.527  times  as 
dense  as  water.  It  is  remarkable  that  Newton,  reasoning  from 
the  very  slight  evidence  available  in  his  time,  supposed  the  mean 
density  of  the  earth  to  be  between  5  and  6. 

148*  The  Tides. — At  any  place  on  the  shore  of  an  ocean  the 
level  of  the  water  rises  to  a  maximum  and  falls  to  a  minimum 
once  in  about  every  twelve  hours  and  25  minutes.  These  risings 
and  fallings  are  called  the  tides.  They  are  due  to  the  forces  of 
attraction  which  the  moon  and  the  sun  exercise  on  the  water  on 
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the  surface  of  the  earth  and  to  the  rotation  of  the  earth.  The 
complete  explanation  of  their  action  is  extremely  difficult,  owing 
to  the  irregularities  of  the  continents  and  to  other  causes. 

UNITS 

149.  Fundamental  and  Derived  Units. — ^The  measurement  of  any 
quantity  consists  in  comparing  it  with  a  unit  of  the  same  kind 
(§2).  Thus  a  length  is  measured  by  comparing  it  with  a  unit 
of  length,  such  as  the  foot  or  meter;  a  velocity  is  measured  by 
comparing  it  with  a  unit  of  velocity,  such  as  a  foot  per  second 
and  so  on.  Hence  we  need  as  many  units  as  there  are  different 
kinds  of  quantities  to  be  measured. 

But  all  these  necessary  imits  are  not  necessarily  independent. 
It  is  found  that  in  Mechanics  three  independent  or  fundamental 
units  are  sufficient;  all  others  can  be  defined  in  terms  of  these.  A 
unit  defined  by  reference  to  some  other  unit  or  units  is  called  a 
derived  unit. 

160.  Absolute  Systems  of  Units. — ^A  S3rstem  of  imits  in  which 
the  derived  units  bear  the  simplest  possible  relation  to  the  funda- 
mental units  is  ceHedsji  absolute  system.  In  such  a  system  the 
unit  of  area  or  surface  is  the  square  of  the  unit  of  length,  the  unit 
of  volume  is  the  cube  of  the  unit  of  length,  the  unit  of  velocity 
is  a  velocity  of  unit  length  per  unit  time,  and  so  on.  Given  any 
three  fundamental  units  of  length,  time  and  mass,  we  can  build 
up  an  absolute  system  of  derived  units.  Thus  we  have  one 
absolute  system  foimded  on  the  cm.,  gm.,  and  sec,  another 
founded  on  the  ft.,  lb.,  and  sec,  and  so  on. 

161.  Dimensioiui  of  Units. — ^It  is  sometimes  necessary  to  translate  re- 
sults from  one  absolute  system  to  another.  It  then  becomes  necessary  to 
consider  how  the  magnitude  of  a  derived  unit  changes  when  the  funda- 
mental units  are  changed.  For  this  purpose  we  need  to  know  the  dimen- 
sions of  the  derived  unit,  that  is,  the  powers  of  the  fundamental  units  to 
which  the  derived  unit  is  proportional.  For  instance,  the  unit  of  area  b 
the  square  of  the  unit  of  length,  or  area  is  of  2  dimensions  in  length,  a 
statement  briefly  summarised  by  the  dimennonal  formtda  [Al'^[L]*; 
similarly,  using  [Vol]  for  the  unit  of  volume,  [Vol]— [L]*. 

16lL  Dimensions  of  Velocity. — The  unit  of  velocity  is  defined  in  terms 
of  the  unit  of  length  and  the  unit  of  time.  To  find  the  dimensions  in 
these  units  consider  any  relation  between  velocity,  length,  and  time,  such 
as  s— v<  (110).  This  is  a  relation  between  numerical  measures  (|2), 
but  it  implies  certain  relations  between  the  units  used  in  measuring  these 
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quanthieB;  both  sides  must  be  of  the  same  dimensions  in  fundamental 
units,  or  they  could  not  be  equaL  Hence,  If  we  denote  the  unit  of  velocity 
hy  [II,  W'^IVIT]  or  iy]-[Hri-».  Thus  velocity  is  of  +1  dimension 
in  length  and  —  1  dimension  in  time. 

ISSl  Dimensions  of  Accelention. — Consider  any  relation  between  ac- 
celeration length  and  time,  such  as  s^-icl'.  From  this  by  the  Hne  of 
reasoning  explained  in  the  last  section  we  derive  at  once  m^^lAXTf* 
Hence  [ii]<-[L][7]-'.  The  sign  of  equality  in  such  expressions  denotes 
equality  of  dimensions.  Constant  numerical  factors  (such  as  the  }  above) 
are  of  lero  dimensions,  that  is,  they  do  not  change  when  we  change  the 
fundamental  units. 

154.  Other  Derived  Units. — ^The  above  examples  suffidently  explain  the 
method  by  which  the  following  table  is  derived. 


Tabls  of  Dbbivxd  Units  Ubbd  in  Mvcbanics 


Name  of  Unit 

Relation  of 

Dimensions 

in  cgJi. 

Quantity. 

Numerics. 

of  Units. 

System. 

linear  velocity,  v 

«-«< 

wm-* 

Linear  acceleration,  a 

«-iat* 

wm-« 

Angular  velocity,  w 

^^Ofi 

m-» 

Angular  acceleration,  a 

#-J«i« 

m-« 

Force,  F 

F—ma 

[Litn-iJif] 

dyne 

Moment  of  Force,  L 

L'^Fp 

[LMn-iAfi 

Moment  of  Inertia,  / 

I'^mr^ 

W«[Mi 

Work,Tr 

W^F% 

Wir]-iif] 

erg 

Kinetic  Energy,  E. 

K.B.^\mi^ 

w«[n-iAn 

erg 

Potential  Energy 

P.E.'^Fm 

mnr]-iif] 

«g 

166.  Examples  of  Use  of  Dimensional  Relatioiia. — Where  a  derived 
unit  has  no  particular  name  its  dimensional  formula  is  a  sufficient  name. 
Thus  the  unit  of  acceleration  has  no  special  name  and  10  units  of  accelera- 
tion in  the  C.G.S.  system  is  written 

cm. 

10 , 

sec.' 

A  frequent  use  of  dimensional  relations  is  In  changing  the  measure  of  a 

quantity  from  one  absolute  system  of  units  to  another.    For  example,  the 

cm.  meter      ^^ 

acceleration  of  gravity  is  980  — -,  what  is  it  in  — r— -  T    Suppose  it  is  x. 

sec.'^  min.' 

Then 


meter    ^^^  cifiu 
x—i — --980 -.•.«' 


min.  * 


sec 


cm^ 

980 

m, 


I.  /min.\t 
_  f I  M 

.   ysec./ 


35,280. 


Another  use  of  these  relations  Ib  in  testing  the  accuracy  of  complicated 
formulas.  The  two  sides  of  the  equation  must  be  of  the  same  dimensions 
or  they  could  not  stand  for  the  same  thing. 
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PROPERTIBS  OF  MATTER 

Constitution  of  Hatter 

166.  In  the  preceding  chapters  on  the  principles  of  Mechanics^ 
we  have  had  (with  slight  exceptions)  to  consider  matter  from  but 
one  point  of  view,  namely,  its  inertia.  The  forces  that  the  par- 
ticles of  a  body  exert  on  one  another  did  not  need  to  be  considered, 
for  they  cancelled  out  when  the  action  of  the  body  as  a  whole 
was  considered. 

We  shall  now  consider  other  important  properties  of  matter, 
especially  those  which  depend  on  the  force  between  particles.  It 
will  be  seen  that  the  connections  between  these  properties  are  not 
so  well  understood  as  the  relations  between  the  quantities  studied 
in  mechanics.  This  is  chiefly  because  the  ultimate  particles  of  a 
body  are  so  small  that  they  cannot  be  studied  separately.  In  fact 
we  can  only  infer  their  existence  and  relations  from  the  proper- 
ties they  exhibit  in  the  large  groups  which  we  call  bodies. 

167.  The  Three  States  of  Matter. — ^Following  popular  language 
we  classify  bodies  as  s6lid8  and  fluids.  The  characteristic  of  a 
solid  is  that  it  has  a  definite  shape  which  it  does  not  readily  relin- 
quish, while  Si  fluid  flows  easily  or  changes  its  shape  in  response  to 
the  smallest  influence.  (It  will  be  seen  later  that  the  distinction 
is  not  quite  definite,  that  some  bodies  lie  on  the  borderland 
between  the  two  classes.)  The  particles  of  a  solid  are  held  in 
(practically)  fixed  positions  by  the  forces  between  them,  but 
each  particle  has  a  freedom  to  vibrate  about  its  mean  position 
(see  §161). 

Fluids  are  divided  into  liquids  and  gtues.  The  peculiarity  of  a 
liquid  is  that,  while  it  readily  flows,  it  has  a  definite  volume  which 
it  does  not  readily  change.  A  gas  yields  to  the  smallest  force  ex<> 
erted  to  change  its  volume,  in  other  words,  it  has  no  definite 
volume  of  its  own,  but  takes  the  volume  of  the  containing  vessel 
however  large.  (This  distinction  also  is  only  general.)  The 
particles  of  a  liquid  are  close  together  and  attract  each  other 
with  powerful  forces.  These  forces  react  strongly  against  outside 
forces  that  tend  to  change  the  mean  distance  between  the  parti- 
cles, but  they  are  such  as  to  permit  sliding  motions  of  the  particles. 
The  particles  of  a  gas  are  practically  separate  bodies  flying  in 
space  and  exerting  no  appreciable  forces  on  one  another  except 
at  impact  of  particle  on  particle. 
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168.  Elements  and  Compounds. — In  innumerable  cases  two  or 
more  substances  coalesce  to  form  a  new  substance  that  may  be 
so  distinct  in  all  its  properties  that  nothing  apparently  remains 
to  suggest  the  constituents  from  which  it  was  formed*  Thus 
two  substances,  oxygen  and  hydrogen,  gaseous  under  ordinary 
conditions,  combine  to  form  a  liquid,  water.  Harmless  substances 
may  on  combination  form  deadly  poisons  or  explosives.  Sub- 
stances that  may  be  made  from  constituents  which  have  proper- 
ties distinct  from  the  resultant  are  called  campoundB. 

Conversely,  compounds  may  be  divided  up  into  constituents 
differing  widely  from  the  original  substance  and  these  constituents 
may  be  themselves  capable  of  being  resolved  into  other  constitu- 
ents. But  there  are  many  substances  which  have  not  as  yet  been 
resolved  into  constituents  and  such  are  called  demenU.  Of  these 
there  are  about  80  known. 

109.  Molecules  and  Atoms. — Many  facts,  chiefly  such  as  are 
more  closely  studied  in  chemistry,  justify  the  belief  that  (1)  an 
element  consists  of  very  small  particles  called  otofTis,  (2)  all  the 
atoms  in  one  elementary  body  are  identical  in  sise  and  other  prop- 
erties, but  different  from  those  of  any  other  elementary  body, 
(3)  these  atoms  are  combined  in  similar  groups  called  molecules 
(in  some  substances  the  atom  and  the  molecule  are  identical). 
It  is  also  believed  that  a  compoimd  consists  of  molecules  and 
that  each  molecule  consists  of  two  or  more  atoms  of  the  constitu- 
ents of  the  compoimd.  There  is  also  much  reason  to  believe  that 
in  many  substances,  especially  liquids  and  solids,  molecules  are 
frequently  combined  to  form  groups  or  molecular  aggregates  of 
two  or  more  molecules  each. 

Molecules  and  atoms  are  extremely  small  and  will  probably 
never  be  separately  visible,  however  much  optical  instruments 
may  be  improved.  Thus  in  a  cubic  centimeter  of  a  gas  under 
ordinary  conditions  there  are  about  4X10^*  molecules. 

There  is  good  reason  to  believe  that  atoms  contain  still  smaller 
parts  called  electrons,  which  may  pass  from  atom  to  atom  and 
are  sometimes  entirely  separated  from  atoms.  The  properties 
of  these  explain  many  of  the  phenomena  of  light  and  electricity. 

160.  Intennolecolar  Forces. — It  is  evident  from  the  great 
forces  necessary  to  pull  a  solid  body  apart  that  there  are  com- 
paratively great  forces  between  particles;  but  the  ease  with 
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which  a  brittle  body  falls  apart  when  a  slight  crack  appears  shows 
that  the  forces  are  only  appreciable  when  the  attracting  particles 
are  very  close  together.  The  latter  point  is  also  shown  by  the 
fact  that  a  body  reduced  to  powder,  e.g.,  the  graphite  of  which 
lead  pencils  are  made,  can  only  be  changed  back  into  a  com- 
pact solid  by  intense  pressure. 

Roughly  speaking,  it  may  be  said  that  the  force  of  molecular 
attraction  in  water  is  inappreciable  at  distances  greater  than 
about  .00000016  cm.  The  magnitude  and  the  range  of  the  inter- 
molecular  forces  are,  of  course,  different  for  different  substances, 
and  the  characteristic  properties  of  different  substances  probably 
depend  on  these  differences. 

161.  Kinetic  Theory  of  Hatter. — ^There  is  very  strong  evidence 
that  the  particles  of  which  bodies  are  made  up  are  in  no  case  at 
rest.  Thus  two  different  gases  contained  in  two  different  vessels 
mix  with  great  rapidity  when  the  vessels  are  put  in  commimication. 
This  process  is  called  diffusion.  Liquids  will  also  diffuse  into  one 
another  (except  non-miscible  liquids  like  oil  and  water) ,  though 
much  more  slowly  than  gases,  because  of  the  greater  closeness  of 
the  particles  and  the  frequent  changes  of  direction  of  motion  of 
a  particle  produced  by  impact  on  other  particles.  Even  many 
solids  show  by  diffusion  that  their  particles  are  not  at  rest;  thus 
when  a  small  block  of  gold  is  placed  on  a  block  of  lead  with  planed 
surfaces  in  close  contact,  after  the  lapse  of  some  weeks  it  is  possible 
to  detect  particles  of  gold  which  have  wandered  into  the  lead  and 
vice  versa.  There  are  many  other  reasons  for  believing  that  the 
particles  of  matter  are  in  all  cases  in  motion.  This  hjrpothesis 
is  called  the  hypothesis  of  the  kinetic  cansHtuiion  of  matter. 

162.  Density  and  Specific  Gravity. — ^The  density  of  a  body  is  its 
mtus  per  unit  volume.  If  the  masses  of  all  equal  volumes  of  the 
body  are  the  same,  the  density  is  uniform  and  equal  to  the  mass  in 
any  unit  of  volume.  If  the  masses  of  equal  volumes  are  not  the 
same,  the  density  is  not  uniform.  The  mean  density  in  any  par- 
ticular volume  of  the  body  is  the  mass  in  that  volume  divided  by 
the  volume.  The  density  at  a  point  is  the  mean  density  jn  a  small 
volume  enclosing  the  point  when  the  volume  is  supposed  to  be 
decreased  without  limit. 

The  measure  of  the  density  of  a  body  depends,  of  course,  on  the 
units  of  mass  and  volume  employed.     If  the  c.g.s.  sjrstem  is 
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employed,  density  is  the  number  of  gms.  per  c.c.  In  this  system 
the  density  of  water  at  4^G.  is  very  nearly  unity ,  since  the  gram 
was  originally  intended  to  be  the  mass  of  1  c.c.  of  water  at  4^0. 
In  the  British  system  the  density  of  a  body  is  the  number  of  lbs. 
per  cu.  ft.  of  a  body.  In  this  system  the  density  of  water  is 
62.4,  since  that  is  the  number  of  lbs.  in  a  cu.  ft.  of  water. 

The  specific  gravity  of  a  body  is  the  ratio  of  its  density  to  that 
of  some  standard  substance.  The  standard  usually  employed  is 
water  at  4^C.  Thus  if  2)  be  the  density  of  a  body  and  d  that  of 
water  at  4^G.  the  specific  gravity  of  the  body  is  D/d.  Now  in 
the  c.g.s.  system  d  is  very  nearly  unity.  Hence  in  this  system 
density  and  specific  gravity  are  numerically  equal.  But  in  the 
British  system,  since  d  is  62.4,  the  specific  gravity  of  a  body  is 
its  density  divided  by  62.4. 


TaBLV   of  DbKSITIXS   (olfS.   FEB  Clf.') 


Aluminium 2.60 

Brass  (about) .,  . .     8.50 

Copper 8.02 

Gold 19.82 

Ice 917 

Alcohol  at  20^ 789 

Ether     "   " 716 

Mercuiy"  " 18.66 

Water" 1.026 


Iron  (about) 

Lead. 

Platinum 

Silver 

Air  at  (f  and  1  atmo. 

ly  «  u  u  «  « 
'kX  tt  it  tt  «  « 
Q        tt    tt  It       II    11 


7.60 
11.87 
21.60 
10.63 
.001298 
.00008988 
.001266 
.001480 
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163.  Homogeneity  and  Isotropy. — A  homogeneous  body  is  one 
which  has  at  all  points  the  same  properties,  so  that  small  spheres 
of  equal  radii  cut  out  of  different  parts  of  the  body  would  be 
identical  in  properties.  Many  crystals  are  nearly  perfectly  homo- 
geneouSy  and  so,  too,  is  good  glass,  such  as  plate  glass  or  the  glass 
of  lenses.  Many  other  bodies  are  approximately  homogeneous, 
for  example,  most  metals,  wood,  stones,  etc. 

An  isotropic  body  is  one  which  has  at  any  point  the  same  prop- 
erties in  all  directions,  so  that  if  at  any  point  a  sphere  were  cut 
out  there  would  be  nothing  in  the  properties  of  the  sphere  to 
indicate  the  original  direction  of  any  diameter.    All  liquids  and 
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gases  are  isotropic  under  ordinary  conditions  but  many  sub- 
stances, such  as  crystals,  woods  and  drawn  metals,  are  distinctly 
non-isotropic. 

164.  Elasticity. — ^When  the  shape  or  volume  of  a  solid  is  changed 
by  the  application  of  some  force,  there  is  in  most  cases  a  tendency 
to  return  to  the  original  shape  or  volume  when  this  force  is  re- 
moved. This  tendency  to  recover  from  distortion  is  called  eUu- 
ticUy.  It  is  one  of  the  most  important  properties  of  a  solid,  since 
the  usefulness  of  many  bodies  such  as  springs,  musical  instru* 
ments,  etc.,  depends  on  the  extent  to  which  they  possess  this 
property.  It  is,  therefore,  a  property  that  has  been  very  exten- 
sivdy  studied. 

166.  Strain. — Any  change  of  shape  or  of  volume  or  of  both  is 
called  a  strain.  Thus  the  bending  of  a  beam,  the  twisting  of  a 
rod,  the  compression  of  a  liquid  or  a  gas  into  a  smaller  volume  are 
strains.  The  term  strain  is  a  geometrical  one  and  its  definition 
contains  no  reference  to  force  or  energy,  although,  as  we  shall 
see,  force  and  energy  are  present  when  a  body  is  in  a  state  of 
strain. 

A  strain  that  consists  in  a  change  of  shape  only  without  any 
change  of  volume  is  called  a  shear.  The  strain  of  a  moderately 
twisted  wire  or  rod  is  a  shear. 

A  strain  that  consists  in  a  change  of  volume  only  without  any 
change  of  shape  has  not  received  any  special  name,  but  we  may 
for  brevity  call  it  a  volume^train.  Such,  for  example,  is  the 
strain  of  a  sphere  of  cork  or  of  any  isotropic  body  when  placed 
in  a  fluid  which  is  subjected  to  great  pressure  in  a  closed 
vessel. 

While  for  simplicity  we  have  first  enumerated  strains  in  which 
either  volume  or  shape  alone  changes,  strains  which  involve 
changes  of  both  are  more  common.  Thus  the  stretching  of  a  wire, 
the  compression  of  a  pillar,  the  bending  of  a  beam,  etc.,  are  strains 
of  both  volume  and  shape.  A  body  is  said  to  be  homogeneously 
strained,  or  the  strain  is  described  as  homogeneous,  when  the  na- 
ture and  magnitude  of  the  strain  is  the  same  at  all  points  in  the 
body.  Thus,  when  a  wire  is  stretched  or  a  rod  compressed  and 
when  a  liquid  or  gas  is  subjected  to  pressure,  the  strain  is  homo- 
geneous. But,  when  a  wire  or  rod  is  twisted,  the  strain  is  great- 
est at  the  surface  and  least  at  the  center,  and,  when  a  beam  is 
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benty  there  is  a  stretching  on  the  convex  side  and  a  oompreesion 
on  the  concave  side  and  the  strain  is  heterogeneous. 

166.  Stress. — When  a  body  is  in  a  state  of  strain  owing  to  the 
action  of  external  forces  on  it,  there  are  internal  forces  between 
contiguous  parts  of  the  body  in  addition  to  whatever  internal 
forces  there  may  have  been  before  the  strain  occurred.  If  at  a 
point  a  dividing  plane  be  imagined,  the  part  of  the  body  on'one 
dde  will  act  with  a  certain  force  on  the  part  on  the  other  side 
and  the  latter  will  react  with  an  equal  and  opposite  force.  These 
two  forces  together,  the  action  and  the  reaction,  constitute  a  stress. 
In  some  cases,  as  we  shall  see,  the  stress  is  perpendicular  to  the 
imaginary  dividing  plane  and  in  others  parallel  to  it,  but  in  any 
case  ihe  magnitude  of  the  stress  is  the  force  per  unit  area  of  such 
an  imaginary  dividing  plane. 

The  terms  Jiomogeneous  and  heterogeneous  apply  to  stress  just 
as  to  strain.  In  many  cases,  for  example  in  the  stretch  of  a  wire 
by  an  attached  wei^t,  the  stress  in  a  body  is  equal  to  the  ex- 
ternal force  per  unit  area  that  acts  on  the  body  and  produces  the 
strain,  and  in  such  cases  we  may  speak  of  this  external  force  per 
unit  of  area  as  the  stress.  In  other  cases,  as,  for  example,  in 
the  bending  of  a  beam  by  a  weight  acting  at  some  point,  the 
stress  does  not  bear  a  simple  relation  to  the  external  force  and  we 
must  take  care  to  distinguish  them. 

167.  The  Measure  of  a  Strain  and  of  a  Stress. — ^A  strain  which 
consists  in  a  change  of  volume  only  is  measured  by  the  proportion 
in  which  the  volume  is  changed.  If  the  strain  is  homogeneous  the 
measure  may  be  taken  as  the  change  in  unit  volume,  or  if  a  volume 
V.  becomes  (V+v)  the  measure  of  the  strain  is  v/V.  If  the 
strain  is  not  homogeneous  the  measure  of  the  strain  at  any  par- 
ticular point  is  the  value  of  v/  V  at  the  point,  when  V  is  taken  as 
the  volume  of  an  indefinitely  small  pQrtion  surrounding  the  point. 
To  produce  this  change  of  volume  force  must  be  applied  to  the 
surface  of  the  solid  in  the  form  of  either  pressure  or  a  ten- 
sion, and  inside  the  body  each  part  will  press  or  pull  on  each 
neighboring  part.  The  amount  of  this  pressure  or  pull  per  unit 
area  is  the  measure  of  the  stress. 

The  measure  of  a  shear  will  be  most  readily  understood  by  con- 
sidering the  simplest  way  in  which  a  shear  may  be  produced. 
Consider,  for  example,  a  rectangular  block  of  a  firm  jelly  between 
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two  boards  to  which  it  adheres.  Let  PQRS  be  one  rectangular 
face  and  PQ,  RS  the  edges  of  the  boards*  Apply  to  the  boards 
equal  and  opposite  forces  parallel  to  them  and  to  the  face 
PQRS.  The  face  PQRS  is  changed  to  the  form  PjQ^RS. 
Each  section  of  the  block  parallel  to  the  boards  moves  parallel 

to  itself  a  distance  proportional  to  its  distance 
from  RS.  Each  of  the  right  angles  of  PQRS  is 
changed  by  the  same  amoimt,  say  d,  and  this 
change  is  the  measure  of  the  shear.  When  6  is 
small,  as  it  is  in  most  practical  cases,  the  mag- 
nitude of  the  angle  0  in  radian  measurement  is 
P^P-i-PS,  or  taking  PS  equal  to  imity,  the 
rdative  diaplacemerU  of  two  planes  unit  distance 
apart. 
If  an  imaginary  plane  be  supposed  drawn  anywhere  in  the 
block  parallel  to  the  boards,  the  part  on  one  side  of  this  plane  will 
exert  a  tangential  force  on  the  part  on  the  other  side  and  this 
force  will  equal  the  force  applied  to  the  boards.  The  magnitude 
of  the  force  per  unit  area  is  the  measure  of  the  shearing  stress. 

While  we  have  referred  only  to  the  forces  parallel  to  PQ  and  RS,  it  is 
olear  that  the  shear  cannot  be  produced  without  other  forces  applied  to  the 
block.  If  only  the  two  forces  described  were  applied,  the  block  would  not 
be  at  rest  but  in  rotation,  since  the  two  constitute  a  couple.  The  effeot  is 
readily  perceived  when  the  attempt  is  made  to  apply  the  two  opposite  forces. 
It  is,  in  fact,  necessary  to  also  apply  other  forces  forming  an  opposite 
counterbalancing  couple,  say  along  SPi  and  Qfi.  The  effect  of  all  four 
forces  is  to  produoe  a  stretch  along  BPi  and  a  compression  along  Q^  and 
the  proportional  stretch  is  equal  to  the  proportional  compression,  since 
there  is  no  change  of  volume. 


168.  Hookers  Law. — When  any  body  is  strained  beyond  a  cer- 
tain amoimt  and  then  released,  it  fails  to  return  completely  to  its 
original  form  and  volume  or  it  retains  a  permanent  set.  The 
largest  strain  of  any  kind  which  a  body  may  undergo  and  still 
completely  recover  from  when  released  is  called  the  limit  of  das- 
tidty  for  that  form  of  strain,  and  the  corresponding  stress  is 
called  the  limiting  strese.  The  limit  of  elasticity  is,  of  course, 
widely  different  for  different  substances.  Thus,  rubber  may  be 
greatly  extended  and  yet  recover,  while  the  limit  for  glass  and 
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ivory  is  very  small.  (Gases  in  which  the  limit  is  somewhat 
indefinite  will  be  considered  later.) 

Within  the  limit  of  elasticity  a  simple  law,  first  stated  by  Hooke 
in  1676  and  known  as  Hookers  lau?,  holds,  namely,  "stress  is  pro- 
portional  to  strain."  (Hooke's  statement  in  Latin  was  ''Ut  tensio 
sic  vis.")  Hooke  illustrated  his  law  by  various  cases  of  strain, 
such  as^the  stretching  of  a  spiral  spring  and  of  a  wire,  the  bending 
of  a  beam,  the  twisting  of  a  wire  and  so  on. 

169.  Moduli  of  Elasticity. — While  elasticity  has  already  been  de- 
fined as  the  tendency  of  a  body  to  recover  its  shape  or  volume 
when  distorted,  the  definition  is  purely  qualitative  and  affords 
no  means  of  assigning  a  numerical  value  to  the  elasticity  of  a 
substance.  A  quantitative  definition  of  the  elasticity  of  a  sub- 
stance for  any  form  of  strain  follows  from  Hooke's  law.  The 
measure  or  modvlus  of  elasticity  is  the  ratio  of  the  magnitude  of 
the  stress  to  that  of  the  accompanying  strain,  this  ratio  being  a 
constant  within  the  limits  of  elasticity.  As  there  is  a  great  variety 
of  forms  of  strain  there  is  a  correspondingly  large  number  of 
moduli  of  elasticity  for  any  substance;  but  only  a  few  of  these 
are  important  enough  to  be  enumerated. 

When  the  strain  is  one  of  volume  only  the  elasticity  is  called 
dasticUy  of  volume.  The  modulus  of  elasticity  of  volume  or  the 
bulk-modulus,  as  it  is  frequently  called,  is  the  ratio  of  the  stress, 
or  the  pressure  per  unit  area,  P,  to  the  change  of  volume  per 
unit  volume.  The  bulk  modulus  of  a  substance  is  usually  denoted 
by  k.  Hence,  if  a  volume  V  undergoes  a  change  of  volume  v  and 
the  stress  is  P, 

V  V 


The  reciprocal  of  the  bulk  modulus  is  called  the  coefficient  of 
compressHnlUy  of  the  substance.  It  means  the  ratio  of  the  pro- 
portional compression  to  the  pressure  per  unit  area,  or,  supposing, 
the  latter  to  be  unity,  the  coefficient  of  compressibility  is  the  ratio 
in  which  the  volume  is  reduced  by  unit  pressure  per  unit  area. 

When  the  strain  is  a  shear  the  modulus  of  elasticity  is  called 
the  shear  modulus,  or  often  the  simple  rigidity,  and  is  the  ratio 

of  the  shearing  stress  to  the  shear.    Denoting  the  shearing  stress 

s 
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by  T,  the  shear  corresponding  to  T  by  0,  and  the  shear  modulus 
byn, 

T 
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170*  Torsion. — ^When  a  wire  or  rod  of  homogeneous  isotropic  material 
is  twisted,  we  may  imagine  the  whole  length  divided  into  transverse  slices 

of  equal  thickness  by  planes  perpendicular  to*the  axls^ 
Each  such  slide  will  be  rotated  about  the  axis  to  an  extent 
proportional  to  its  distance  from  the  fixed  enj.  Moreover, 
one  face  of  each  slice  (the  one  farthest  from  the  fixed 
end)  will  be  rotated  more  than  the  other.'  Let  us  now 
suppose  that  each  dice  is  very  thin,  and  that  it  is  divided 
up  before  twisting  into  very  small  cubes  (or  neaiiy  cubes) 
by  a  series  of  imaginary  planes  through  the  asds  inter- 
sected by  concentric  cylinders.  Thus  each  cube  will  have 
four  edges  parallel  to  the  axis,  four  others  in  the  direction 
of  radii,  while  the  remaining  four  will  be  short  and  practi- 
cally stnught  arcs  of  drdes.  After  the  twist  each  cube 
will  have  a  strain  like  the  cube  of  Jelly  in  |167.  Henoe 
the  strain  is  a  shear,  but,  since  the  strain  of  each  cube  will 
be  proportional  to  its  distance  from  the  axis,  the  strain  is 
not  homogeneous. 

The  eontAani  cf  torsion  of  a  wire  has  already  been  defined  in  |110. 

171.  Toung's  Modulus. — ^A  very  frequent  form  of  strain  is  that 
of  a  uniform  wire  or  rod  which  is  clamped  at  one  end  and  is 
acted  on  by  a  longitudinal  force  at  the  other  end.  Such  a  strain 
is  called  a  streUh.  Any  short  part  of  the  wire  is  extended  in 
the  same  proportion  ais  the  whole  wire.  The  measure  of  the 
stretch  is  the  extension  per  unit  length,  or,  denoting  the  un- 
stretched  length  of  the  wire  by  L  and  the  total  extension  by.{»  the 
stretch  is  IjL.  The  measure  of  the  stress  is  the  external  pull 
per  unit  of  cross-sectional  area.  Denoting  by  F  the  whole  force 
applied  to  one  end  and  by  a  the  cross-sectional  area  of  the  wire, 
the  pull  per  imit  area  anywhere  in  the  rod  due  to  the  force  F  is 
F/a,  which  is,  therefore,  the  measure  of  the  stress.  Young's 
modulus,  which  we  may  denote  by  Af ,  is,  therefore,  (F/a)  +  (Z/L) 
or 

FL 


Fio.80. 
of  %  small  oube  In 
%  twisted  wirt. 


M  = 


al 


For  some  common  materials  the  average  values  of  A;,  n,  and  M  in 
c.g.s.  units,  that  is,  dynes  per  cm'  are  as  follows: 
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k. 

Copper 17X10»> 

GlasB 4X10" 

Iron  (wrought) 16X10" 

Lead 4X10" 

Steel 17X10" 


n. 

M. 

4X10" 

11X10" 

2X10" 

6X10" 

7X10" 

19X10" 

2X10" 

IX 10" 

8X10" 

23X10" 

178.  Volaiiie  Changes  when  a  Wire  is  Stretched. — When  a  wire  or  rod 
is  stretohed,  there  is  obviously  a  ehange  of  shape  in  every  part  of  the  wire 
or  rodt  for  the  length  is  inereased  while  the  eross-seetion  is  decreased. 
Whether  a  change  of  volume  also  oecuis  can  only  be  determined  by  experi- 
ment. If  the  eroos  section  diminishes  in  the  same  proportion  as  that 
in  which  the  length  increases,  there  is  no  change  of  volume;  whereas,  if 
the  proportion  in  which  the  length  Increases  exceeds  that  In  which  the 
eroes  section  diminishes,  there  is  an  increase  of  volume.  Careful  experi- 
ment shows  that  in  all  cases  there  is  an  inerease  of  volume;  but  in  some 
substanoes.  e.g.,  India  rubber,  the  change  of  volume  is  very  small. 


N 
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ITS*  Flexure. — ^A  very  common  strain  closely  related  to  stretch  - 
ing  is  that  of  a  plank  supported  at  both  ends  and  carrying  a  load 
at  the  middle,  or  supported  at  the  middle  and  loaded  at  each  end, 
or  clamped  horizontally  at  one  end  and  loaded  at  the  other  end. 
A  little  consideration  will  make  it  clear 
that  in  these  cases  we  have  to  do  with 
stretches  and  shortenings  such  as  those 
already  discussed.  If  we  suppose  the 
plank  divided  into  a  large  number  of 
longitudinal  strips,  the  strips  on  the  con- 
vex side  are  stretched  by  the  bending, 
while  those  on  the  concave  side  are 
shortened.  There  must,  of  course,  be 
an  intermediate  surface  where  there  is 
neither  stretch  nor  compression  and  this 
surface  is  called  the  neutral  surface.  The 
extension  or  compression  of  any  strip  is  proportional  to  its 
distance  from  the  neutral  surface.  Thus  the  strain,  while  not 
homogeneous,  is  everywhere  of  the  nature  of  an  extension  or  a 
compression  and  Young's  modulus  is  the  only  modulus  involved. 
If  a  bar  of  length  Z,  breadth  b,  and  depth  d  be  supported  at  both 
ends  and  be  subjected  to  a  perpendicular  force  F  at  the  middle, 
the  depression  produced  is  FP/^Mbd*, 


Fig.  81. — Beading  of  a  b—m 
(•zasseratod). 
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parallel  to  the  aurfaoe  b  not  ohangedt  while  that  perpendicular  to  the 
surface  is  changed  in  the  ratio  «  :  1.    Hence 

V  sin  6 —tt  sin  a,    v  cos  b  — eu  cos  a. 

Hence,  by  dividing  corresponding  sides, 

.      .    tan  a 
tan6-i 

€ 

Thus  the  direction  of  rebound  Is  more  nearly  parallel  to  the  surface  than 
that  of  impact.  This  is  the  basis  of  a  method  that  has  been  employed  for 
finding  s. 

176.  Lo88  of  Energy  on  Impact. — The  kinetic  energy  of  two 
smooth  spheres  before  impact  and  that  after  impact  can  be  calcu- 
lated from  their  masses  and  velocities.  The  total  kinetic  energy 
of  two  bodies  is  less  after  impact  than  before  (except  when  e  is 
imity)  and  other  forms  of  energy,  such  as  heat  and  sound,  are 
produced. 

177*  Vibration  of  Elastic  Bodies. — When  a  body  is  strained 
within  the  limit  of  elasticity,  the  internal  stresses  tend  to  restore 
the  body  to  its  original  condition.  When  released  from  the  ex- 
ternal deforming  force  the  body  vibrates,  and,  since  the  restoring 
forces  are  at  each  stage  proportional  to  the  distortion,  the  vibra- 
tions are  simple  harmonic  vibrations  of  a  constant  period.  This, 
for  instance,  is  the  case  when  a  rod  firmly  clamped  at  one  end 
is  bent  and  released.  When  the  vibrations  are  sufficiently  rapid, 
as  is  the  case  of  the  prongs  of  a  steel  tuning  fork,  soimd  is  pro- 
duced, and  the  ear  can  test  constancy  of  the  period  of  vibra- 
tion by  the  steadiness  of  the  pitch;  the  vibrations  gradually  die 
down,  that  is,  the  extent  of  the  maximum  strain  in  each  vibration 
decreases,  yet  the  period  remains  imchanged,  showing  that  within 
the  limits  of  vibration  the  stress  is,  so  far  as  the  delicate  sense 
of  hearing  can  detect,  accurately  proportional  to  the  strain.  A 
tuning  fork  can  be  made  of  any  metal,  of  wood  or  other  solid 
substance;  and,  while  the  sound  may  in  many  cases  be  weak 
and  short-lived,  the  steadiness  of  pitch  while  it  lasts  is  an  ex- 
cellent proof  of  Hooke's  law. 

178.  Strain  Beyond  the  Elastic  Limit. — As  an  illustration  of 
what  happens  when  a  substance  is  strained  beyond  the  elastic 
limit,  that  is,  beyond  the  range  in  which  Hooke's  law  holds,  we 
shall  consider  the  stretching  of  a  wire.     When    a  force  that 
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stretches  it  beyond  the  limit  is  applied  to  it  and  this  force  is 
steadily  increased,  it  elongates  in  greater  proportion  for  each 
successive  equal  increase  of  the  force.  As  the  force  is  increased, 
at  a  certain  strain,  called  the  yield  point,  a  very  rapid  increase  of 
strain  sets  in  at  some  point  of  the  wire,  and  the  strain  at  that 
point  continues  to  increase,  even  if  the  force  is  not  increased, 
until  at  last  the  specimen  ''necks  in''  and  breaks.  Beyond  the 
yield  point  the  substance  flows  much  like  a  very  viscous  liquid. 
If  during  this  process  the  force  be  diminished  somewhat,  the 
strain  wQl  still  continue  to  increase,  but  at  a  diminished  rate; 
and,  when  the  force  is  diminished  sufficiently,  the  strain  ceases 
to  increase  before  breaking  occurs.  If  at  this  stage  the  applied 
force  be  removed  entirely,  the  wire  will  contract  somewhat,  but 
a  large  permanent  set  will  remain.  The  wirc^  will  then  act  like  a 
different  wire  with  a  new  elastic  limit. 

179.  Elastic  After-effects. — From  strain  within  the  elastic  limit 
the  strained  material  completely  recovers  in  time  and  there  is  no 
permanent  set;  but  frequently  the  immediate  recovery  on  removal 
of  the  force  is  not  complete,  and  there  remains  a  small  temporary 
set  from  which  the  material  only  slowly  recovers.  This  slow 
recovery  from  temporary  set  is  called  an  dastic  after-effect*  It 
is  shown  by  rubber  and  glass  and  other  substances  which  consist 
of  mixtures  of  diverse  molecules;  but  crystals  and  quartz  threads 
do  not  show  it. 

It  Is  readily  demonstrated  by  clamping  both  ends  of  a  rubber  oord  (used 
for  tires  of  small  wheels)  and  attaching  a  small  mirror  to  the  midcQe  to 
reflect  a  beam  of  light  on  a  scale.  Such  an  arrangement  will  show  a 
double  aiter-effeot  due  to  suooeesive  twists  in  opposite  directions. 

180.  Fatigue  of  Elasticity. — ^The  vibrations  of  a  torsional  pen- 
dulum are  maintained  by  the  elasticity  of  the  wire;  they  slowly 
die  away,  owing  to  air  resistance  and  internal  friction  in  the  wire. 
If  the  pendulum  be  by  some  means  kept  vibrating  a  long  time 
and  then  released,  the  vibrations  will  die  away  more  rapidly 
than  before,  as  if  the  elasticity  had  become  somewhat  exhausted 
by  prolonged  exercise.  This,  fatigue  will  persist  for  a  long  time 
but  the  wire  will  promptly  recover  after  being  heated  to  about 
lOO^C. 

1S1«  lUseellaneotis  Properties  of  Solids. — ^There  are  many  mechanical 
properties  of  sdids^  frequently  mentioned,  which  are  not  yet  defined  with 
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auffident  cleameM  to  make  it  possible  to  measure  them,  but  which  call 
for  some  mention. 

A  malleable  body  is  one  which  can  be  hammered  into  thin  sheets.  The 
most  malleable  substance  is  gold,  which  can  be  reduced  to  sheets  of  gold 
foil  1/250,000  inch  in  thickness. 

A  ductile  substance  is  one  which  can  be  drawn  out  into  fine  wires.  SUver 
and  copper  are  very  ductile;  wires  less  than  1/1000  inch  in  diameter  are 
readily  made  from  these  metals.  By  heating  a  substance  until  it  is  semi- 
liquid  and  then  drawing  it  out,  fine  threads  of  substances  not  ordinarily 
ductile  can  be  made.  Fine  tubes  and  threads  of  glass  are  obtained  in  this 
way  and  fine  threads  of  quarts,  called  quarts  fibers,  are  thus  made  for 
use  in  suspensions  of  galvanometers  and  other  inirtruments;  they  enabled 
Boys  to  greatly  reduce  Cavendish's  apparatus  (|146). 

A  plastic  substance  is  one  which  can  be  moulded  by  pressure.  Many 
substances  not  ordinarily  regarded  as  plastic  are  so,  when  subjected  to 
great  pressure  slowly  applied.  A  stick  of  sealing  wax  is  ordinarily  brittle, 
but,  suspended  horisontally  on  end  supports,  it  will  slowly  yi^d  to  its 
weight  and  bend.  All  metab  under  enormous  shearing  stresses  become 
plastic.  The  impact  of  a  cannon  ball  on  armor-plate  vrill  sometimes 
produce  a  splash  like  a  stone  dropped  in  water. 

A  friable  substance  is  one  easily  reduced  to  powder  by  a  blow.  Glass, 
diamond  and  crystals  are  friable. 

Hanlness  is  a  term  used  in  different  senses.  It  sometimes  means  the 
opposite  of  plasticity,  that  is,  resistance  to  change  of  shape,  as  when  we 
speak  of  iron  as  hard  and  rubber  as  soft.  Another  use  of  it  is  to  denote 
power  of  scratching,  as  In  the  mineralogists'  scale  of  hardness,  which  con- 
sists of  *a  series  of  substances,  with  diamond  at  one  end  and  talc  at  the 
other,  arranged  so  that  each,  beginning  with  diamond,  wiU  scratch  the 
following  but  not  the  preceding.  Any  other  substance  that  wiU  scratch 
one  in  the  list  but  not  the  next  higher  is  said  to  have  a  hardness  between 
the  two. 
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182.  A  fluid  is  distinguished  from  a  solid  by  the  absence  of  per- 
manent resistance  to  forces  tending  to  produce  a  change  of  shape; 
that  is  to  say,  the  shear  modvliLS  of  a  fluid  ie  zero.  In  this  respect 
all  fluids  agree;  they  also  agree  in  having  weight  and  inertia. 
Because  of  agreement  in  these  respects  there  are  certain  prop- 
erties common  to  all  fluids. 

In  certain  other  respects  liquids  and  gases  differ  considerably. 
These  differences  are  due  to  the  fact  that,  while  the  particles  of 
liquids  are  comparatively  close  together  and  attract  one  another 
with  very  considerable  forces,  the  particles  of  gases  are  so  far 
apart  that  the  forces  between  them  are  usually  negligible  (except 
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at  impact).    Properties  in  whjich  liquids  and  gases  differ  will 
therefore^  be  treated  in  separate  chapters. 

183.  Direction  of  Force  on  the  Surface  of  a  Fluid. — When  a 
fluid  is  at  rest,  the  force  acting  on  its  surface  must  be  perpen- 
dicular to  the  surface.  This  results  from  the  fact  that  the  shear 
modulus  is  zero;  for,  if  the  force  were  not  at  right  angles  to  the 
surface,  it  might  be  resolved  into  a  component  perpendicular  to 
the  surface  and  a  component  along  the  surface.  The  latter  would 
produce  a  sliding  motion,  or  a  shear  of  the  liquid  near  the  surface, 
so  that  the  liquid  could  not  be  at  rest. 

At  the  surface  of  contact  of  a  fluid  and  a  solid,  for  example 
at  any  part  of  the  surface  of  a  vessel  in  which  the  fluid  is  con- 
tained, the  force  exerted  by  the  fluid  on  the  solid  is  at  right  angles 
to  the  common  surface.  If  it  were  not,  the  reaction  of  the  solid 
on  the  fluid,  being  equal  and  opposite  to  the  force  of  the  fluid 
on  the  solid,  would  not  be  at  right  angles  to  the  surface  of  the 
fluid. 

At  the  free  sxirface  of  a  liquid,  that  is,  where  the  liquid  is  in 
contact  with  a  gas,  the  pressure  between  the  two  must  be  at  right 
angles  to  the  surface.  The  force  of  gravity  must  also  be  at 
right  angles  to  the  free  surface  of  a  liquid  at  rest  or  sliding 
motion  would  result.  Hence  the  free  surface  of  a  liquid  at  rest 
is  horizontal  unless  it  is  acted  on  by  some  other  force  than  gravity 
and  gas  pressure,  such  as  surface  tension  (which  we  shall  con- 
sider later)  or  magnetic  force  acting  on  a  magnetic  liquid. 

184.  Pressure  in  a  Fluid. — In  a  fluid  there  are  forces,  actions 
and  reactions  between  contiguous  parts  of  the  fluid.  These  forces 
are  due  to  several  causes.  The  weight  of  the  upper  layers  of  the 
fluid  has  to  be  sustained  by  the  lower  layers  and  a  pressure  thus 
results.  Force  on  the  surface  of  the  fluid,  if  it  be  completely 
enclosed,  produces  a  pressure  in  the  fluid;  this  is  true  not  only  of  a 
fluid  in  a  vessel  which  it  completely  fills,  but  also  of  a  liquid  the 
free  surface  of  which  receives  the  pressure  of  the  atmosphere  or  of 
any  gas  above  the  liquid.  (Another  cause  of  pressure  in  a  fluid 
is  referred  to  in  $206.) 

The  total  force  exerted  by  a  fluid  on  any  surface  is  called  the 
tkmst  on  that  surface.  The  thrust  per  unit  of  area  at  a  point  on 
the  surface  is  called  the  preuure  intensUy  or  simply  the  pre$$ure 
at  that  point.   The  pressure  over  a  surface  may  be  either  uniform. 
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that  iSy  the  same  at  every  point,  or  variable.  When  uniform  the 
pressure  at  any  point  equals  the  force  on  any  unit  of  area;  when 
variable  it  equals  the  average  pressure,  that  is,  the  force  on  an 
area  divided  by  the  area,  when  the  area  is  reduced  without  limit. 
Whatever  the  causes  of  pressure  in  a  fluid,  the  pressure  at  a 
paint  is  the  same  in  all  directions,  that  is  to  say,  if  we  suppose 
an  imaginary  surface  to  separate  the  fluid  at  a  point  into  two 
parts,  the  pressure  of  each  part  on  the  other  is,  as  we  have  already 
seen,  perpendicular  to  this  surface,  and  it  is  also  the  same  no 
matter  how  the  imaginary  surface  is  supposed  to  be  inclined.  This 
ia  nearly  obvious  from  the  mobility  of  the  fluid,  but  the  rigorous 
proof  of  the  statement  is  not  difficult. 

Let  0  be  the  point  considered  and  let  RO  and  BfO  be  any  two  direetionB 
through  O.  Around  0  suppose  a  small  prism  described,  and  let  two  of 
its  faces,  of  which  AB  and  AC  are  the  traces,  be  perpen- 
dicular to  RO  and  B^O  respectively;  while  the  third  face,  of 
which  EC  is  the  trace,  is  equally  inclined  to  AB  and  AC, 
and  let  the  ends  of  the  prism  be  planes  parallel  to  ABC. 
The  fluid  within  the  prism  is  at  rest  and  therefore  (neglect- 
ing its  weight  for  a  reason  stated  later)  the  thrusts  on  all 
its  faces  form  a  system  of  forces  in  equilibrium.  Hence  the 
sum  of  the  components  of  the  forces  in  the  direction  BC 
equab  sero.  Two  only  of  the  thrusts  have  components  in  the  direction  BC, 
namely,  those  on  AB  and  AC.  Let  these  be  R  and  Bf  respectively.  They 
are  equally  inclined  to  BC,  and  if  each  makes  with  BC  the  acute  angle  0, 

Aeo8^-fi^eo8^»0 

Now  the  areas  of  the  faces  AB  and  AC  are  equal:  suppose  each  is  a. 
Cancelling  cos  $  and  dividing  by  a,  we  get 

R/GTRf/a 

If  we  now  suppose  the  prism  to  become  indefinitely  small,  R/a  becomes 
the  pressure  at  0  in  the  direction  RO  and  Rf/a  becomes  the  pressure  at 
0  in  the  direction  RfO.  Since  RO  and  RfO  stand  for  any  directions 
through  0,  the  pressure  is  the  same  in  all  directions. 

As  stated  above  the  weight  of  the  prism  was  neglected.  As  the  prism  is 
diminished  without  limit,  the  weight  of  the  liquid  in  it,  which  is  propor- 
tional to  the  cube  of  its  dimensions,  decreases  more  rapidly  than  the  thrusts, 
which  are  proportional  to  the  squares  of  the  dimensions;  each  time  the 
prism  is  reduced  to  one-half  in  linear  dimensions  the  area  of  each  face  ia 
reduced  to  one-fourth  and  the  weight  of  the  contained  liquid  is  reduced  to 
one-eighth.  Hence  when  the  prism  is  taken  small  enough  the  weight 
becomes  negligible  compared  with  the  thrusts. 
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186.  Pressure  at  Different  Points  in  a  Fluid.— (1)  Let  P  and  Q 

be  two  points  in  a  fluid  at  rest,  the  positions  of  the  points  being 

such  that  the  straight  line  PQ  is  horizontal  and  wholly  in  the 

fluid.    Consider  the  forces  acting  on  a  cylinder 

of  the  fluid  described  about  PQ  as  axis.    The 

thrusts  on  the  curved  surface  of  the  cylinder 

have  no  components  in  the  direction  of  the     "-"=^=^~ -=-■=-- 

axis.     Hence,  for  equilibrium,  the  thrusts  on  ao.  sa. 

the  ends  must  be  equal  and  opposite;  and, 

since  the  ends  are  of  the  same  area,  the  average  pressures  on 

the  ends  must  be  equal.    If,  now,  the  radius  of  the  cylinder  be 

supposed  indefinitely  decreased,  the  average  pressures  on  the 
ends  become  the  pressures  at  P  and  Q,  which  must, 

therefore,  be  equal.    Hence  the  pressure  in  any  direc- 
tion at  P  equals  the  pressure  in  any  direction  at  Q. 

(2)  Let  P  and  Q  be  two  points  in  a  vertical  line 
wholly  in  a  fluid  of  density  p.  Consider  the  forces 
acting  vertically  on  a  cylinder  described  with  PQ  as 
axis  and  of  unit,  1  sq.  cm.,  cross-section.  If  the  depth 
of  Q  below  P  be  &  cms.  the  volume  of  the  cylinder  will 
F^«.  80.  be  A  c.c,  its  mass  wUl  be  hp  gms.  and  its  weight  hpg 
dynes.    If  p^  be  the  pressure  in  dynes  per  sq.  cm.  at 

P  and  p,  that  at  Q,  the  chrust  downward  at  P  will  be  P|  and 

that  upward  at  Q  will  be  p,.    Hence 

(3)  Let  P  and  Q  be  any  two  points  in  the  fluid. 

No  matter  what  the  shape  of  the  containiiig 

vessel,  P  and  Q  can  be  connected  by  a  broken 

line  made  up  of.  vertical  and  horizontal  steps. 

Along  the  zigzag  path  from  P  to  Q  there  will  be 

a  di£Ference  of  pressure  hfpg  for  each  vertical 

step  of  length  A',  while  for  each  horizontal  step 

there  will  be  no  change  of  pressure.    Hence  the 

difference  of  pressure  between  P  and  Q  will  be 

gp  X  (the  algebraic  sum  of  the  vertical  steps)  or,  if  the  difference 

of  level  of  P  and  Q  be  h,  the  difference  of  pressure  will  be  hpg. 

186.  Pressure  in  a  Gas. — Since  the  density  of  a  gas  is  compara- 
tively small,  the  difference  at  two  points  is  usually  so  slight 
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as  to  be  negligible;  but  this  is  not  the  case  if  &  be  very  great.  Thus 
in  a  vessel  containing  gas  the  pressure  may  be  regarded  as  every- 
where the  same;  but  the  pressure  of  the  air  varies  greatly  as  we 
ascend  to  great  heights  in  the  atmosphere  or  descend  to  great 
depths  in  a  mine. 

187.  Units  Employed  in  Calctilating  Fluid  Pressure. — ^In  estab- 
lishing the  formula  for  difference  of  pressure  at  differ^it  depths 
in  a  fluid,  namely, 

it  has  been  supposed  that  absolute  units  are  employed.  If  h 
be  in  cms.,  p  in  gms.  per  c.c.  and  g  in  cm.  per  sec'  (about  980), 
Pi  and  p,  will  be  in  dynes  per  sq.  cm.  A  dyne  per  sq.  cm.  is 
sometimes  called  a  bar. 

When  the  values  of  p^  ^^^  Pi  would  be  inconveniently  large 
in  absolute  imits,  other  units  may  be  employed.  If  g  be  omitted, 
Pi  and  p,  will  be  in  gms.  wt.  per  sq.  cm.  and 

Pi-Pi=V  '   ' 

This  formula  may  also  be  used  to  calculate  the  pressure  in  metric 
tons  (1,000,000  gms.)  per  sq.  m.  (10,000  sq.  cm.)  if  A  be  in 
meters  (100  cm.). 

When  British  imits  are  employed  the  weight  of  a  cylinder  of  1 
sq.  ft.  cross-section  and  h  feet  in  length  and  of  density  p  Qbs. 
per  cu.  ft.)  is  hp  lbs.    Hence  if  pi  and  p,  are  in  lbs.  wt.  per  sq.  ft., 

Pi-Pi=V 

188.  Surface  of  Contact  of  Two  Fluids. — The  surface  of  con- 
tact of  two  fluids  of  different  densities  which  are  at  rest  and  do 

not  mix  is  horizontal.  This  may  be  deduced 
from  the  principle  that,  for  stable  equilibrium, 
the  potential  energy  of  a  system  must  be  a 
Ro.  88.— Tii«^-  minimum  (§107).  If  any  part  of  the  denser 
AMof  oontaetof  two  fluid  Were  at  a  higher  level  than  an  equal  part 
^^  J^^j^  **■    of  the  less  dense,  the  potential  energy  could  be 

decreased  by  interchanging  the  two.  Hence,  for 
the  potential  energy  to  be  a  minimum,  every  part  of  the  denser 
fluid  must  be  lower  than  any  part  of  the  less  dense,  that  is,  the 
surface  of  contact  must  be  horizontal  with  the  denser  liquid 
below.  Another  proof  is  to  suppose  that  the  surface  could  be 
incliaed,  as  LM.    Let  P  and  Q  be  two  points  in  the  surface. 
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Complete  a  rectangle  AQBP  with  vertical  and  horizontal  sides. 
The  pressure  at  A  would  equal  that  at  P  and  the  pressure  at  Q 
would  equal  that  at  £.  The  increase  of  pressure  from  A  to  Q 
would  equal  the  increase  from  P  to  £  and  this  could  not  be  when 
the  liquids  are  of  different  density. 

A  particular  case  of  the  above  is  the  surface  of  contact  of  a 
liquid  with  the  atmosphere  or  any  gas;  it  must  be  horizontal. 

In  both  proofs  it  has  been  assume  that  gravity  iM  the  only  force 
acting  on  the  particles  of  the  fluids;  if  any  other  force  exist,  the 
surface  may  not  be  horizontal.  In  any  case  it  is  at  right  angles 
to  the  rutdtant  farce. 

189.  Pascal's  Principle. — When  a  fluid  is  at  rest,  the  difference 
of  pressure  between  two  points  depends  only  on  the  difference  of 
level  and  the  density  ($185).  Hence,  if  the  pressure  at  any  point 
be  increased,  there  will  be  an  equal  increase  of  pressure  at  every 
point  (provided  the  density  does  not  change  appreciably)  or  pres- 
9ure  is  equally  tranemiUed  in  aU  directians.  This  is  Pascal's 
principle  of  the  transmissibility  of  pressure. 


VXJ^ 


Flo.  88. — ^HjrdnnlU 


Pascal's  principle  is  not  rigorously  true  for  a  compressible 
fluid,  for  pressure  will  produce  a  change  of  density  of  a  com- 
pressible fluid.  But  the  compressibility  of  liquids  is  so  small 
that  the  principle  is  practicdly  true  for  all  liquids.  Gases  are 
much  more  compressible,  but  their  densities  under  ordinary 
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circumstaneeB  are  so  small  that  the  pressure  in  a  moderate  volume 
is  everywhere  practically  the  same  and  the  principle  is  practically 
true  for  gases  also. 

190.  The  Hydraulic  Press.— -In  the  hydraulic  press  Pascal's 
principle  is  applied  to  obtain  a  great  force  by  the  exertion  of  a 
relatively  small  one.  It  consists  of  a  large  cylinder  and  piston 
(or  plunger)  and  a  small  cylinder  and  piston,  the  two  cylinders 
being  connected  by  a  tube  and  filled  with  some  liquid.  Let 
the  area  of  the  large  piston  be  8  and  that  of  the  small  one  s.  If 
the  pressure  in  the  liquid  is  p,  the  thrusts  on  the  pistons  are  pS 
and  ps  respectively,  and  these  are  in  the  ratio  of  8  :s.  Hence 
a  small  external  force  applied  to  the  small  piston  will  enable  the 
large  piston  to  exert  a  relatively  great  external  force.  The  arrange- 
ment is  indicated  in  figure  88;*  a  valve  in  the  connecting  tube 
permits  flow  from  the  smaller  cylinder  toward  the  larger,  but 
not  in  the  opposite  direction. 

191.  Archimedes'  Principle. — When  a  body  is  partly  or  wholly 
immersed  in  a  fluid  at  rest,  every  part  of  the  surfiEice  in  contact 
with  the  fluid  is  pressed  on  by  the  latter,  pressure  being  greater 
on  the  parts  more  deeply  immersed.  The  resultant  of  all  these 
forces  of  pressure  is  an  upward  force  called  the  buoyancy  of  the 
body  immersed.  The  direct  calculation  of  this  resultant  force  is 
difficult  except  when  the  body  has  some  simple  form,  such  as  a 
cylinder  with  its  axis  vertical;  but  a  simple  line  of  reasoning  will 
show  the  magnitude  and  direction  of  the  force. 

The  pressure  on  each  part  of  the  surface  of  the  body  is  evi- 
dently independent  of  the  material  of  which  the  body  consists. 
So  let  us  suppose  the  body,  or  as  much  of  it  as  is  immersed,  to 
be  replaced  by  fluid  like  the  surrounding  mass.  This  fluid  will 
experience  the  pressures  that  acted  on  the  immersed  body  and  this 
fluid  will  be  at  rest;  hence  the  restdtant  upward  force  on  it  wiU 
equal  its  weight  and  will  act  vertically  upward  through  its  center 
of  gravity.  It  follows  that  a  body  wholly  or  partly  xmmerBed  in 
a  fluid  is  buoyed  up  wUh  a  force  which  is  equal  to  the  weight  of 
the  volume  of  the  fluid  which  the  body  displaces  and  which  acts 
vertically  upward  through  the  center  of  gavity  of  the  fluid  be- 
fore its  displacement.  This  point  through  which  the  force  of 
buoyancy  acts  is  called  the  center  of  buoyancy. 

Since  the  weight,  in  dynes,  of  the  fluid  displaced  equals  the 
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product  of  the  volume  (which  equals  the  volume  immersed)  its 
density  and  g, 

Buoyancy  »  Volume  immersed  X  demtiiy  of  fluid  X  g 

Buoyancy  is  to  be  treated  as  any  other  force  that  acts  on  a  body 
and  either  causes  motion  or  helps  to  produce  equilibruim.  If  a 
body  of  mass  M,  wholly  or  partly  immersed  in  a  fluid,  be  sustained 
partly  by  buoyancy  and  partly  by  another  upward  force  F,  then, 
in  absolute  units, 

F  +  Vf>g^Mg 

where  V  is  the  volume  immersed  and  p  is  the  density  of  the  fluid. 
When  gravitational  units  are  employed  g  must  be  omitted. 

102.  Fluids  in  Motion. — While  the  calculation  of  the  motion  of  a 
rigid  solid  body  is  comparatively  simple,  owing  to  the  fact  that 
we  may  treat  a  solid  as  a  whole  without  regard  to  the  actions 
between  its  parts,  the  discussion  of  the  motion  of  a  fluid  is  ren- 
dered difficult  by  the  readiness  with  which  any  part  of  the  fluid 
changes  its  shape,  and  we  cannot,  therefore,  without  the  use  of 
advanced  mathematics,  treat  of  any  except  a  very  few  and  simple 
cases  of  the  motion  of  fluids. 

When  a  fluid  moves  either  in  an  open  stream  or  in  a  closed 
pipe,  the  continual  change  of  shape  of  each  part  is  opposed  by 
internal  friction  between  th^se  parts,  and  to' maintain  the  motion 
some  external  force  must  be  applied  to  the  fluid.  The  most  com- 
mon causes  of  motions  of  fluids  are  gravity,  as  in  the  case  of  a 
river,  pressure  applied  to  some  part  of  the  boimdary  of  the  fluid, 
as  in  the  case  of  water  pumped  through  a  system  of  piping,  and 
the  motion  of  solids  in  contact  with  the  fluid,  as  in  the  case  of 
a  fan. 

193.  Flow  in  Pipes. — When  the  pressure  on  a  fluid  in  a  hori- 
zontal tube  is  greater  at  one  end  than  at  the  other,  a  flow  ensues. 
When  the  pressure  is  first  applied,  the  motion  begins  with  an 
acceleration,  but  after  a  time,  if  the  pressure  at  the  ends  are  kept 
constant  and  the  supply  of  fluid  is  maintained,  a  steady  state  of 
motion  ensues,  so  that  at  each  part  of  the  tube  the  motion  is  con- 
stant. The  simplest  case  is  when  the  tube  is  of  constant  cross- 
section  and  the  fluid  is  pratically  incompressible,  that  is,  a  liquid. 
In  this  ease  the  volume  of  fluid  passing  all  cross-sections  of  the 
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pipe  is  the  same  throughout,  and  the  rate  of  flow  is,  therefore, 
the  same  at  each  cross-section.  The  motion  is  from  places  of 
higher  pressure  to  places  of  lower  pressure.  If,  however,  the 
fluid  be  compressible,  while  the  motion  at  a  point  remains  steady 
and  the  mass  that  passes  every  cross-section  is  necessarily  the 

same  as  that  which  enters  the  pipe,  the  volume 

of  flow  is  variable;  for  where  the  pressure  is 

greater  the  fluid  is  compressed  into  a  smaller 

volume,  and  where  the  pressure  is  less  the  fluid 

is  not  so  much  compressed.    Thus  the  speed  of 

the  fluid  particles  is  on  the  whole  greater  in  the  parts  of  the 

pipe  where  the  pressure  is  less,  that  is,  the  further  along  the 

stream  we  go. 

When  a  liquid  flows  through  a  tube  of  variable  section  (Fig.  90) , 
the  pressure  at  the  ends  being  constant,  the  mass  that  passes 
each  cross-section  is  the  same,  but  the  rate  of  motion  of  the  par- 
ticles increases  as  the  stream  comes  to  a  contraction  of  the  tube,  and 
decreases  again  as  the  stream  comes  to  an  expansion  of  the  tube. 
Now  an  increase  of  velocity  or  an  acceleration  necessarily  means 
a  smaller  pressure  ahead  than  behind,  and  a  de- 
crease of  velocity  necessarily  means  a  larger 
pressure  ahead  than  behind.  Thus  in  a  con- 
traction (or  '' throat '0  the  pressure  is  smaller 
than  immediately  before  or  behind,  the  amount 
of  difference  being  dependent  on  the  rate  of 
flow  through  the  tube  and  the  cross-section  at 
the  throat  and  at  either  side.  This  principle  is 
the  basis  of  the  VerUuri  meter  for  gauging  the 
flow  of  water  in  pipes.  The  same  principle  is 
employed  in  the  aspiratar  (Fig.  91),  a  form  of 
air-pump  attached  to  a  water  faucet.  The 
water  is  forced  through  a  contraction  in  a  tube 
and  produces  suction  in  a  side  tube  which  is 
connected  to  the  vessel  to  be  exhausted.  Similar  considera- 
tions apply  to  the  flow  of  gas  through  a  pipe  of  variable  cross- 
section,  but  this  case  is  complicated  by  the  changes  of  volume 
due  to  changes  of  pressure. 

194.  niuttratioas  of  the  Above. — ^Flg.  02   repreeents    (in  seotion)   a 
glaas  tabe  that  paaiee  tightly  through  a  wide  cork  and  a  second  eork 
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through  the  center  of  whieh  a  pin  is  stuck.    When  air  is  blown  through 
the  tube  the  lower  oork  is  not  repelled  but  is  attracted  (the  pin  prevents 

side  motion).  The  air  increases  its  speed  to  pass  through 
the  small  space  between  the  corks,  hence  its  pressure  di- 
minishes  and  atmospheric  pressure  pushes  the  oorks  to- 
gether.  Various  other  pieces  of  apparatus,  such  as  the 
atomiser,  the  ball  nosale  and  the  injector,  act  on  the  same 
principle. 

The .  curvature  of  the  path  of  a  rotating  base  ball  or 
tennis  ball  is  due  to  a  difference  of  pressure  on  the  oppo- 
site sides  of  the  ball.  Suppose  the  ball  had  no  translatoxy  motion  but 
had  a  motion  of  rotation,  while  a  current  of  air  blew  on  it  as  indicated 
in  figure  93.  The  rotating  ball  would  cany  air  around  with 
it.  At  A  the  two  air  motions  would  conspire  and  at  B  they 
would  be  in  opposition.  Hence  the  velocity  of  the  air-par- 
tides  would  be  greater  at  A  than  at  B  and  the  pressure  at 
B  would,  therefore,  be  greater  than  that  at  A,  the  result  bdng 
a  force  on  the  ball-in  the  direction  BA,  The  same  result  foL  4  [  <« —  ]  B 
lows  when  the  ball  is  moving  through  air  otherwise  at  rest,  V  ^a/ 
and  the  path  curves  toward  the  side  of  less  pressure.  The  ^ — 
motion  of  the  ball  can  also  be  explained  by  considering  that  ^^  ^^'  ^^--sr- 
the  impacts  between  the  ball  and  the  air  particles  are  neces- 
ffaiily  more  violent  on  the  side  B  than  on  the  side  A. 

196«  Work  Done  by  a  Piston. — When  a  piston  of  area  a  moves 
a  small  distance  d  along  a  cylinder  against  a  pressure  P  (per  unit 

area),  it  exerts  a  force  Pa  through  a  dis- 
tance d,  and  therefore  does  work  Pad. 
Since  ad  is  the  volume,  say  JV,  of  the 
small  part  of  the  cylinder  through  which 
the  piston  has  moved,  the  work  done  is 
P.  JV. 

If  the  pressure  is  not  constant,  as,  for  example,  where  a  gas  in 
a  closed  vessel  is  being,  compressed,  the  whole  work  will  be  the 
sum  of  products  P.  JV,  where  P  must  be  given 
its  proper  value  for  each  successive  change  of 
volume  JV.    We  may  also  use  a  graphical  method 
as  in  {22  and  {56.    In  the  present  case  (Fig.  95) 
each  abscissa  wiU  represent  the  volume  at  some 
moment  and  the  corresponding  ordinate  will  rep- 
resent the  pressure  at  that  moment.    The  area 
will  represent  the  whole  work. 
Conversely,  an  expanding  fluid  does  work  equal  to  the  sum  of 


a     P      \   \ 

>  I  I   I 

^ d ^ 


F^o.  04.— Work  by  a 
piston. 


Pf 


Fio.  05. 
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P.  JV,  where  P  is  the  pr^sure  and  JV  an  increment  of  volume. 
If  P  is  constant  and  the  whole  change  of  volume  is  V,  the  work 
done  IS  P7. 

196.  Viscosity. — A  fluid  offers  no  permanent  resistance  to  forces 
tending  to  change  its  shape;  it  yields  steadily  to  the  smallest  de- 
forming force.  But  the  rate  of  yielding  is  different  for  different 
fluids,  that  is,  different  fluids  offer  different  tranaieTU  resistances 
to  deformation.  This  transient  resistance  is  called  internal  f ric- 
tion  or  viscosity.    Thus  a  very  viscous  liquid 

A — B  a  b  such  as  glycerine  or  tar  flows  much  more 
I I    /    /  slowly  through  a  tube  or  down  an  incline 

^     C  d    c  |.j^^j^  water  does,  and  such  a  flow  consists  in  a 


^**  ^'^dT"*^  °'  *    continuous  change  of  shape  of  each  part  of  the 

liquid.  The  internal  forces  are  what  we  have 
called  stresses,  and,  since  the  strain  is  a  change  of  shape  only, 
the  stress  must  be  a  shearing  stress. 

Consider,  as  an  example,  a  stream  (Fig.  96)  flowing  down  a 
very  gentle  incline  under  the  force  of  gravity.  The  motion  is 
greater  near  the  surface  than  at  the  bottom.  A  small  cube 
A  BCD  with  sides  vertical  and  horizontal  wQl,  by  the  motion,  be 
changed  into  the  form  abed.  The  liquid  above  AB  exerts  a  force 
in  the  direction  A£,  on  the  upper  face  of  the  cube,  and  the  liquid 
below  CD  exerts  a  resisting  force  on  the  face  CD  in  the  direc- 
tion CD.  These  two  forces  consti- 
tute a  shearing  stress.  A  similar  de-  i^/y/^^^yj^^^^.j^^^j^'^^y 
scription  applies  to  a  small  cube  of  a  ^  ^^^^^^ll^^^^§ 
liquid  flowine:  in  any  manner  what-  i  ^r-£F:£FCi^^ r JE€r-~ 
ever.      Very  extensive  experiments-  f,q.  97, 

have  shown  that  the  ratio  of  the  shear  ^^ 

ing  stress  to  the  rate  of  shear  is  a  cons  ant  for  any  one  fluid,  the 
value  of  the  constant  being  different  for  different  fluids.  This 
is  the  fundamental  and  very  simple  law  of  fluid  friction. 

The  constant  ratio  of  the  shearing  stress  in  a  fluid  to  its  rate 
of  shear  is  called  the  coefficient  of  viscosity  of  that  fluid. 

A  concrete  case  will  make  this  definition  clearer  and  wiU  lead 
to  another  way  of  stating  the  definition.  Suppose  (Fig.  07) 
that  the  space  between  two  large  parallel  plates  is  filled  with  the 
fluid  under  consideration  and  let  one  plate  be  moving  parallel  to 
the  other  with  a  velocity  v.    Experiment  (as  stated  later)  shows 
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that  the  fluid  in  contact  with  the  plates  does  not  slip  along  the 
faces  of  the  plates  but  adheres  to  them.  The  moving  plate  will 
in  a  very  short  time  i  move  a  distance  vt,  and,  if  the  distance 
between  the  plates  be  d,  the  shear  produced  in  the  time  i  will  be 
vt/d.  Hence  the  rate  of  shear  is  v/d.  If  the  area  of  each  plate 
be  A  and  the  force  applied  to  move  the  upper  plate  be  F,  the 
shearing  stress  will  be  F/A.  Hence,  denoting  the  coefficient  of 
viscosity  by  fi  we  have 

F/A 

If,  now,  we  suppose  A,  v  and  d  to  be  each  unity,  F  will  be  equal 
to  fi.  Hence  we  have  the  following  definition  of  pt:  The  coeffin 
cierU  of  viscosity  of  a  fluid  is  the  tangential  force  on  unit  of 
area  of  either  of  two  horizontal  planes  at  the  unit  distance 
apart,  one  of  which  is  fixed  while  the  other  moves  with  the 
unit  vdocity,  tf^  space  between  them  being  filled  with  the  viscous 
material. 

197.  Measurement  of  Coefficients  of  Viscosity. — ^The  most  com- 
mon method  of  finding  fi  is  by  measuring  the  flow  of  the  fluid 
through  a  tube  of  very  small  bore  (or  so-called  capillary  tube). 
The  motion  of  the  fluid  in  such  a  case  (provided  the  velocity  does 
not  exceed  a  certain  magnitude)  is  analogous  to  the  slipping  of 
the  tubes  of  a  small  pocket  telescope  through  one  another.  If 
we  imagine  the  fluid  divided  into  a  very  large  number  of  thin 
cylindrical  shells,  the  motion  consists  in  the  slipping  of  shell 
through  shell;  hence  the  resistance  encountered  is  internal  fric- 
tion or  viscosity.  Let  p  be  the  difference  of  pressure  per  unit  area 
at  the  two  ends  of  the  tube  (supposed  horizontal) ,{ the  length  of 
the  tube,  and  r  its  radius.  It  has  been  shown  theoretically  and 
experimentally  that,  when  the  fluid  is  a  liquid,  the  volume  that 
flows  out  of  the  tube  in  unit  time  is 

'8lfi 

This  formula  also  applies  to  a  gas  if  p  be  very  small,  but  if  p  be 
large  the  formula  must  be  modified  to  allow  for  the  compressi- 
bflity  of  the  gas.    In  the  theoretical  proof  of  the  above  formula 
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it  is  assumed  that  no  slipping  of  the  fluid  along  the  surface  of  the 
tube  takes  place,  and  the  agreement  of  theory  and  experiment 
confirms  this  assumption. 
The  following  are  some  values  of  fi  in  c.g.s.  units  at  20^0. 

AloohoL.: 0.0011     Water 0.010 

Ether 0.0026    Glyoeiin 8.0 

108^  The  Explanation  of  Viscosity. — Visoous  resiBtance  to  fluid  motion 
resembles  friction  between  solids  in  certain  respects,  and  in  other  respects 
the  two  are  very  different.  Both  are  forces  that  appear  only  as  resistances 
to  relative  motion;  they  are,  therefore,  non-conservative  forces  and  energy 
spent  in  doing  work  against  them  Is  changed  into  heat.  But,  while  the 
friction  between  solids  is,  through  a  considerable  range  of  velocity,  inde- 
pendent of  the  velocity,  the  resistance  due  to  viscosity  is  exactly  propor- 
tional to  velocity  through  the  widest  range  in  which  experimental  tests 
have  been  made.  This  points  to  a  fundamental  difference  in  the  nature 
of  the  resistance  in  the  two  cases. 

There  are  many  strong  reasons  for  believing  that  the  particles  of  fluid  are 
in  rapid  motion  and  are  not,  like  the  particles  of  solids,  confined  to  more 
or  less  definite  positions.  If  now  we  imagine  two  layers  of  a  fluid  in  relative 
motion,  so  that  one  Is  passing  another,  like  one  railway  train  passing  a 
second,  it  is  evident  that  particles  from  each  layer  must  be  continually 
crossing  the  boundary  into  the  other  layer.  The  parUdes  of  the  more 
rapidly  moving  layer  that  cross  the  boundary  carry  their  larger  momentum 
with  them  and  thus  produce  a  gradual  increase  of  the  velocity  of  the  second 
layer.  At  the  same  time  particles  of  the  latter  layer  penetrate  into  the 
former  and  by  taking  up  momentum  diminish  the  velocity  of  that  layer. 
The  result,  on  the  whole,  is  a  tendency  of  the  two  layers  to  come  to  the 
same  velocity,  and  this  is  exactly  what  we  mean  by  a  resistance  to  relative 
motion.  In  the  case  of  gases  this  explanation  may  be  regarded  as  fully 
established;  for  the  formulas  to  which  it  leads  by  mathematical  methods 
are  verified  by  experiment.  It  has  not  yet  been  found  possible  to  work 
out  the  mathematical  results  in  the  case  of  liquids,  but  there  Is  no  reason 
to  doubt  that  the  explanation  is  equally  applicable  to  the  latter. 


Liquids 

199.  Compressibility  of  Liquids. — WhUe  the  shear-modulus  of 
any  liquid  is  zero  the  bulk-modulus  is  usually  large,  that  is,  the 
pressure  on  a  liquid  must  be  greatly  increased  to  produce  much 
diminution  of  volume.  The  coefficient  of  compressibility  of  a 
liquid  (§169)  is  therefore  small.  Measurements  of  the  compres- 
sibilities of  liquid  are  made  by  subjecting  the  liquids  to  great 
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preasurea  in  a  veeael  called  a  piezometer  and  noting  the  resulting 
diminution  of  volume. 

The  following  table  gives  the  compressibilitiea  of  some  liquids. 
Each  number  is  the  proportion  by  which  the  volume  of  the 
liquid  is  decreased  when  the  pressure  on  it  is  increased  by  one 
atmosphere. 


200.  Hydrometers. — A  hydrometer  is  an  instrument  for  finding 
the  density  of  liquids;  some  hydrometers  may  also  be  used  to 
Snd  the  density  of  solids.  The  action  of  most  hydrometers 
depends  on  Archimedes'  principle.  Some  hydrometers  sink  to 
different  depths  in  different  liquids  and  thus  indicate  the  densities 
of  the  liquids;  these  are  called  hydrometers  of  variable  immersum- 
Other  hydrometers  are  used  with  differeat  weights  added  to  the 


Fu.  09.— NIabalM&'«  hrdi«maU>. 

weight  of  the  inatrumeQt  bo  that  they  are  always  immersed  to  the 
same  depth;  these  ue  called  hydrometers  of  eonatarU  immeraion. 
The  common  hydrometer  is  one  of  variable  Immersion.  It  is  a 
glass  tube  with  an  enlargement  in  the  middle  and  weighted  at  the 
lower  end  with  mercury  so  that  it  will  float  in  stable  equilibrium. 
Inside  the  tube  is  a  scale  which  indicates  the  density  of  the 
liquid  by  the  depth  to  which  the  tube  is  immersed  (Fig.  08). 
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The  best  known  hydrometer  of  oonBtant  immenion  (Fig.  09)  is  Nicholson's 
Hydrometer.  It  consiats  of  a  hollow  cylindrical  body  (of  metal  or  glass), 
to  one  end  of  which  a  somewhat  heavy  basket  B  is  attached,  while  at 
the  other  end  there  is  a  stem  S  which  carries  a  scale  pan  C  for  wdghts. 
On  the  stem  there  is  a  mark  indicating  the  depth  to  which  the  hydrometer 
is  to  -be  immersed.  Let  W  be  the  weight  of  the  hydrometer  and  let  to 
be  the  weight  that  mlist  be  placed  on  the  pan  to  make  the  instrument 
sink  to  the  mark  in  water  of  density  p,  and  v/  the  weight  on  C  required 
when  the  hydrometer  is  in  a  liquid  density  p'.  The  volume  of  liquid  dis- 
placed in  both  cases  is  the  same.  Hence,  by  Archimedes'  principle,  the 
weights  of  equal  volumes  of  the  second  liquid  and  of  water  are  W-^u^  and 
W-^tD,  and  their  ratio  is  the  ratio  of  the  densities. 

This  hydrometer  may  also  be  used  to  find  the  density  of  a  small  solid. 
When  so  used  the  instrument  is  in  reality  a  balance  for  wdghing  the  solid 
in  air  and  then  in  some  liquid  of  known  density.  The  body  is  first  placed 
on  C  The  weight  required  on  C  to  sink  the  hydrometer  to  the  mark  on 
the  stem  will  be  less  than  v/  by  the  weight  of  the  body.  This  gives  the 
weight  of  the  body  in  air.  The  body  is  then  placed  in  B  and  its  apparent 
weight  when  immersed  is  found  in  the  same  way.  The  ratio  of  the  weight 
of  the  body  to  its  apparent  loss  of  weight  when  immersed,  which  equals 
the  weight  of  an  equal  volume  of  liquid,  gives  the  specific  gravity  of  the 
body  relatively  to  the  liquid. 

201.  Stability  of  Flotation. — ^A  body  floating  at  rest  on  the  sur- 
face of  a  liquid  is  in  equilibrium  under  the  action  of  its  weight 
acting  vertically  downward  through  the  center  of  gravity,  (?,  and 


•  FiQ.  100.— 4tabl«  equilibrium  of  a  tsmsI. 


the  resultant  upward  pressure  of  the  liquid  acting  through  the 
center  of  buoyancy,  B.  Hence  the  two  forces  are  equal  and  act 
m  opposite  directions  in  the  vertical  line  BO.  Suppose  the  body 
to  rotate  slightly  about  an  axis  perpendicular  to  the  plane  repre- 
sented in  the  figure.  The  form  of  the  volume  of  water  displaced 
is  now  different  (unless  the  body  be  spherical  or  cylindrical),  and 
the  center  of  buoyancy  is  at  some  point  B'  not  in  the  vertioid  line 
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through  O.  Hence  the  forces  now  acting  on  the  body  constitute 
a  couple^  and,  if  the  couple  tends  to  right  the  body,  the  equilib- 
rium IB  stable;  if  not,  it  is  unstable. 

The  Amplest  case  to  consider  is  when  the  body  is  symmetrioal,  or  veiy 
neazly  so,  on  opposite  sides  of  the  plane  through  B  and  Q  perpendicular 
to  the  axis  of  rotation;  for  in  this  case  B'  Is  in  this  plane.  Let  a  vertical 
through  B^  cut  BQ  in  M .  For  small  rotations  the  position  of  M  on  BQ 
is  very  nearly  independent  of  the  magnitude  of  the  rotation.  M  is  called 
the  metaerniUr  of  the  body.  The  position  of  M  can  usually  be  calculated 
by  mathematical  methods.  If  ilf  is  above  (?  it  is  evident  that  the  couple 
tends  to  right  the  body  and  the  equilibrium  is  stable;  if  Af  is  below  Q  the 
couple  tends  to  displace  the  body  further  and  the  equilibrium  is  unstable. 
Hence  the  danger  of  taking  the  whole  cargo  out  of  a  vessel  without  putting 
in  ballast  and  the  xisk  of  upsetting  when  several  people  stand  up  at  once 
in  a  small  boat.  A  ship  has  one  metacenter  for  rolling  and  another  for 
pitching.  In  general  the  vessel  is  not  quite  of  the  symmetrical  form 
assumed  above  and  the  problem  of  stability  is  more  complicated.  (Article 
'"Shipbuilding,''  Enoy.  Biitt,  11th  ed.) 

902.  Energy  of  a  Moving  Stream. — When  liquid  flows  steadily  through 
a  pipe  of  varjring  cross-section,  the  total  energy  in  the  space  between  any 
two  sections  A  and  B  remains  constant.  When  a  volume  V 
flows  in  through  A,  an  equal  volume  flows  out  through  B, 
Let  the  pressure  at  A  and  B  respectively  be  p,  and  p„ 
and  the  velocities  v,  and  v,  respectively.  Let  p  be  the 
density  of  the  Hquid.  When  the  volume  V  flows  in  through 
A  it  carries  kinetic  energy  hVp/o^  into  the  space  between 
A  and  B  and  in  the  same  time  the  volume  V  flows  out 
through  B  carrying  energy  \Vpv^.  There  is  thus  a  gain 
of  kinetic  energy  }Fp(v,«-V).  yiq.  loi. 

Now  the  liquid  above  A  acts  like  a  piston  in  forc- 
ing liquid  into  the  space  between  A  and  B,  and  it  thus  does  work 
PiF  which  goes  to  increase  the  energy  between  A  and  B\  and  in  the 
same  time  the  liquid  between  A  and  B  does  work  p,F  in  forcing  liquid 
out  through  B.  From  this  cause  there  is  an  increase  of  energy  PiV— p,7 
between  A  and  B.  If  between  A  and  B  there  is  a  fall  of  level  from  A,  to 
h^  the  liquid  which  flows  in  at  A  will  have  a  greater  amount  of  potential 
energy  than  that  which  flows  out  at  B,  and  there  will,  therefore,  be  an 
increase  of  potential  energy  of  Vpg  (A,'-A^  between  A  and  B.  But  the 
total  energy  between  A  and  B  remains  constant.    Hence 

JFp(V- V)  +(P.F-p,F)  +  Vpg{K^h,)  -0 
or 

Pi + 99^1  +  \pf^\  ■■  Pt + 9P^%  +  Jp^t*  ■■  *  constant 

This  is  Bernoulli's  theorem.    It  is  of  great  importance  in  hydraulics. 
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908.  Outflow  from  an  Orifice— Tonicelli's  Theorem. — ^When  an 
orifice  is  opened  in  a  side  of  a  vessd  containing  liquid  at  greater 
than  atmospheric  pressure,  the  liquid  is  forced  outward.  The 
simplest  way  of  finding  the  velocity  of  the  escaping  liquid  is  by 
an  application  of  the  principle  of  the  conservation  of  energy. 

A  small  mass  m  of  liquid  escaping  with  velocity  v  has  imv^ 
units  of  kinetic  energy.    If  no  liquid  has  been  added  to  the  vessel 

during  the  escape  of  the  mass  m,  the  potential 
energy  of  the  liquid  in  the  vessel  must  have  dimin- 
ished by  an  amount  equal  to  iinv\    The  mass  m 
was  really  removed  from  the  part  of  the  liquid 
near  the  orifice,  but  the  change  of  the  state  of  the 
>^     liquid  in  the  vessel  is  the  same  as  if  the  mass  m  had 
been  removed  from  the  surface;  and  the  change  of 
Fia.  102.        ioiel  potential  energy  of  the  liquid  in  the  vessel  and 
of  the  escaping  liquid  is  the  same  as  if  a  mass  m 
had  been  lowered  from  the  surface  to  the  depth  of  the  orifice. 
Hence,  denoting  the  depth  of  the  orifice  below  the  surface  by 
h,  the  loss  of  potential  energy  is  mgh  and,  therefore, 

and  imv^^mgh 


r  £-_rri^3& 


Thus  the  vdocity  of  escape  is  the  same  as  if  the  escaping  liquid 
had  fallen  fredy  throv^h  the  distance  of  the  orifice  bdow  the 
surface.  This  is  known  as  Torricelli's  Theorem.  It  was  first 
stated  by  a  pupil  of  Galileo  named  Torricelli,  who  also  discovered 
the  principle  of  the  barometer. 

TorrieeUi't  Theorem  may  also  be  deduoed  from  BemouUi's  theorem,  but 
we  shall  leave  the  deduotion  as  an  ezerdse  for  the  reader. 

The  above  theorem  relates  only  to  the  velodty  of  the  par- 
tioles  as  they  leave  the  orifice.    It  does  not  enable  us  at  onoe 
to  oaloulate  the  volume  that  escapes  hi  a  given  time;  for  the 
oross-seotion  of  the  jet  oontraots  for  a  short  distance  after 
leaving  the  vessel,  and  at  a  oertain  point  reaches  a  minimum 
called  the  vena  eoniraeta  (or  contracted  vein)  beyond  which  it     Fio.  lOS. 
expands.    If  the  area  a  of  the  cross-section  of  the  vena  eor^ 
traota  is  found,  the  volume  per  second  that  escapes  is  av.    The  ratio  of  a 
to  the  area  of  the  orifice  depends  on  the  velodty  of  escape  and  can  be 
changed  by  inserting  a  tube  (or  ajviags)  through  the  orifice. 
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SMNL  Prasrare  Eztrtod  by  a  Stream. — When  a  stream  of  liquid 
meets  an  obstacle  and  is  arrested,  it  giveiB  up  its  momentum  to 
the  obstacle,  that  is,  it  exerts  a  force  on  the  obstacle. 
The  pressure  thus  produced  can  be  calculated  from 
the  velocity  of  the  water  and  the  amount  of  water 
that  impinges  per  second  on  this  obstacle.  On  this 
is  founded  a  method  of  measuring  the  velocity  of  a 
stream  (Pitot's  tube).    A  tube  bent  at  right  angles 

1 1         is  placed  in  the  stream  so  that  one  arm  points  hori- 

sontally  up  stream  and  the  other  vertically  upward. 

If  the  water  were  at  rest,  the  liquid  would  rise  in 

^1  the  vertical  arm  to  the  height  of  the  surface  of  the 

^^^^\  water,  but  the  pressure  of  the  stream  raises  it  higher 

WF^^M.  and  from  this  additional  height  the  velbcity  of  the 

«u    .^,     stream  can  be  deduced. 

Fto.  106.— 

Pitoi  tulM  for      jq  pi^^i,  ^^h^^  ^^  ^^^^  ^1  |2Q3  |3  reversed.    Let  the  rise  of 

level  be  h.  Suppose  the  Uquid  to  be  continuAlly  removed  at 
the  level  A.  In  any  time  the  total  decrease  of  Idnetio  energy 
will  be  Imv*  and  the  total  increase  of  potential  mgK 
Henoe  »*— ^A  (approz.)  bat  a  correction  factor  (slightly 
greater  than  unity)  is  necessary  because  the  tube  disturbs 
the  uniform  flow  of  the  stream. 


liyof 


When  a  jet  impinges  on  an  obstacle  and  flows  off 
laterally,  the  pressure  exerted  is  that  due  to  the       Fia.  ice. 
loss  of  the  momentum  of  the  liquid.    If  this  ob- 
stacle is  curved  so  that  the  motion  of  the  liquid  is 
reversed,  the  water  is  given  an  equal  momentum  in 
the  opposite  direction  and  the  force  exerted  on  the 
obstacle  is  doubled.    This  principle  is  taken  advantage 
of  in  the  construction  of  water-wheels. 
Fka.  107.—       When  a  stream  strikes  an  obstacle  obliquely,  it  is 
A  disk  swept   partly  arrested  and  then  flows  down  along  the  sur- 
..  face  of  the  obstacle.    Thus  the  side  of  the  obstacle 


pwidtoniTto  farther  up  stream  receives  more  momentum  than  the 
of  motka.  lowor  side  and  so  tends  to  turn  more  nearly  perpen- 
dicular to  the  stream.  A  floating  log  free  only  to 
swing  about  its-  middle  point  sets  itself  across  the  stream. 
A  leaf  falling  from  a  tree  tends  to  take  a  horizontal  position. 
The  effect  is  readily  illuitrated  by  sweeping  through  the  air  a 
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Fxa.  lOS-^Prlneiple  of 
hydrauUoram. 


square  disk  of  cardboard  which  is  connected  by  short  threads 
to  a  wire  frame  (Fig.  107). 

206.  The  Hydraulic  Ram. — Water  flowing  under  the  action  of 
gravity  tends  to  the  condition  in  which  it  would  be  in  equilibrium, 
and  in  which,  therefore,  all  parts  of  the  free  surface  would  be  at 
the  same  level.  This  is  the  meaning  of  the  statement  that 
"water  seeks  its  own  level."  Usually  it  is  only  by  the  means  of 
work  done  by  some  force  other  than  gravity  that  water  can  be 
i-aised  to  a  higher  level.     In  the  hydraulic  ram  a  small  fraction' of 

the  water  in  a  stream  is  raised  to  a  high 
level  by  a  self-acting  mechanism  which 
does  not  need  any  external  power. 

When  a  stream  of  water  in  a  pipe  is 
suddenly  stopped,  for  example  when  a 
faucet  is  turned  off,  the  momentum  of 
the  water,  which  may  be  very  large,  is 
stopped  in  a  very  short  time  and  there- 
fore the  force  exerted  by  the  water  on 
the  pipes  may  be  very  much  larger  than  that  which  the  water 
exerts  after  it  has  come  to  rest.  In  the  hydraulic  ram  this 
momentary  intense  pressure  is  used  to  drive  water  into  an  air- 
chamber  such  as  is  used  in  a  force-pump. 

Momentary  interruptions  of  the  current  are  caused  by  the  open- 
ing and  closing  of  a  valve  which  works  automatically  in  a  vertical 
direction.  The  weight  of  the  valve  is  such  that,  when  it  is  closed 
and  the  water  is  at  rest,  the  pressure  of  the  water  on  the  lower 
surface  of  the  valve  is  not  sufficient  to  keep  it  dosed;  hence  it 
opens  and  allows  the  stream  to  start.  The  stream  when  in  mo- 
tion carries  the  valve  with  it,  again  closing  it  and  arresting  the 
motion. 

Some  of  the  potential  energy  of  the  head  of  water  is  transformed 
into  kinetic  energy  of  the  flowing  stream,  and  this  is  partly 
changed  into  potential  energy  of  the  compressed  air,  which  again 
is  changed  into  potential  energy  of  the  water  at  the  top  of  the 
delivery  tube.  Only  a  small  part  of  the  water  is  finally  raised  to 
a  higher  level  than  its  original  one,  and  its  gain  of  potential 
energy  is  compensated  by  the  loss  of  potential  energy  of  the 
remainder. 
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Molecular  Properties  of  Liquids 

206.  Molecular  Forces. — Between  the  particles  of  a  solid  or  of 
a  liquid  there  are  attractions  that  keep  the  body  together,  unless 
these  forces  are  overcome  by  external  forces.  To  show  directly 
the  existence  of  these  forces  between  the  particles  of  a  liquid  is 
very  difficult,  since  a  liquid  so  readily  changes  its  shape.  It  has, 
however,  been  found  po^ible  to  fill  a  glass  tube  with  water  at  a 
high  temperature  and  then  seal  the  tube;  the  water,  on  cooling, 
continued  to  fill  the  tube,  without  contracting,  until  it  exerted  a 
tensile  force  of  over  seventy  pounds  per  square  inch  upon  the 
walls  of  the  tube.  The  water  would,  in  such  an  experiment, 
stand  a  much  higher  stress,  if  it  were  possible  to  free  it  perfectly 
from  absorbed  gases.  It  is  this  attraction  between  the  particles 
of  a  liquid  that  has  to  be  overcome  when  a  liquid  is  evaporated; 
and,  from  the  heat  required  for  evaporation,  it  can  be  calculated 
that  the  attractions  between  the  particles  are  very  powerful  and 
produce  a  very  great  internal  pressure  across  any  imaginary 
plane  in  the  liquid. 

From  the  above  it  might  be  thought  that  a  body  immersed  in 
a  liquid  would  feel  the  effect  of  this  great  internal  pressure. 
That  such  is  not  the  case  is  due  to  the  fact  that  the  molecular 
forces  of  attraction  are  sensible  only  when  the  distances  between 
the  particles  are  exceedingly  small.  (§160)  Now  the  thinnest 
solid  that  it  is  possible  to  insert  in  a  liquid  separates  the  particles 
so  far  that  the  attractions  between  them  are  negligible,  and 
thus  the  pressure  on  an  immersed  solid  is  merely  that  due  to  the 
causes,  gravitation  and  pressure  on  the  boundary,  considered 
earlier. 

The  distance  to  which  the  force  of  attraction  is  sensible  is 
called  the  range  of  molectdar  forces.  Any  particle  of  a  liquid  is 
attracted  by  all  particles  that  lie  within  this  range  and  these  are 
contained  within  a  sphere.  This  sphere,  whose  radius  is  the 
range  of  molecular  forces,  may  be  called  the  sphere  of  influence  of 
a  particle. 

907.  Surface  Tension. — ^The  molecular  forces  of  which  we  have 
been  speaking  produce  certain  remarkable  effects  at  the  surface 
of  a  liquid.  The  surface  of  a  liquid  tends  to  contract  to  the  smallest 
area  admissible.    Thus  a  drop  of  wat«r  falling  through  the  air 
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becomes  spherical,  since  the  sphere  is  the  figure  of  least  surface 
for  a  given  volume.  The  same  is  true  of  a  drop  of  liquid  lead 
falling  in  a  shot  tower;  the  drop  solidifies  during  the  fall  and  is 
found  to  be  spherical  when  the  fall  is  sufficient  to  allow  it  to 
become  perfectly  solid  while  in  the  air.  A  mixture  of  alcohol 
and  water  can  be  prepared  of  the  same  density  as  an  oil,  and  a 

large  drop  of  the  mixture  floating  totally  immersed 
in  the  oil  is  spherical.  When  the  end  of  a  stick  of 
sealing-wax  or  of  a  glass  rod  is  melted  in  a  flame, 
it  tends  to  the  spherical  form.  A  beautiful  iUus- 
Fia.  109.—   tration  of  the  tendency  of  a  liquid  surface  to  con- 

nSLe  ©f'Sim?'*  *^*^*  cousists  in  forming  a  film  from  a  soap- 
bubble  solution  on  a  ring  of  wire,  to  which  a  loop 
of  silk  has  been  loosely  attached  so  that  the  loop  floats  in  the 
film;  when  the  film  is  broken  inside  the  loop  the  latter  becomes 
circular.  In  shrinking  to  the  form  of  least  area  the  film  pulls 
the  loop  into  the  form  of  greatest  area  for  a  given  periphery,  and 
this  is  a  circle. 

208.  Explanation  of  Surface  Tension. — Consider  the  condition 
of  a  particle  at  A  in  the  body  of  a  liquid,  and  that  of  a  particle  at 
fi,  at  less  than  the  range  of  molecular  forces  from  the  surface. 
The  particle  at  A  is  equally  attracted  on  all  sides  by  the  particles 
around  it,  but  the  particle  at  jB  is  more  attracted  inward  than 
outward,  since  a  sphere  with  center  at  B  and  


the  range  of  molecular  forces  as  radius  lies  vir^^^"' 
partly  outside  of  the  liquid.     To  take  a 
particle  from  A  to  fi,  work  must  be  done   |~ 
against  €his  inward  attraction.  ^^ 

Now,  when  the  surface  of  a  liquid  is 
increased,  for  example  when  a  soap  film  is  stretched,  more  par- 
ticles are  drawn  into  the  surface;  hence  some  work  is  done  by 
the  stretching  force  and  therefore  an  opposing  force  is  over- 
come. But  the  stretching  force  required  is  parallel  to  the  sur- 
face; hence  the  liquid  exerts  an  opposing  of  contraotfle  force 
parallel  to  the  plane  of  the  surface,  and  this  force  is  what  we 
call  the  surface  tension.  Thus  we  explain  the  existence  of  a 
tension  in  the  surface  of  a  liquid  by  showing  that  it  is  in  accord- 
ance with  the  principle  of  work.  At  present  our  knowledge  of 
the  state  of  the  particles  near  the  surface  is  too  imperfect  to 
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enable  us  to  describe  their  condition  more  precisely  and  to  show 
how  the  state  of  tension  along  the  surface  is  produced. 

If  a  line  be  imagined  drawn  along  the  surface  of  a  liquid,  the 
part  of  the  surface  on  one  side  of  the  line  pulls  on  the 
part  on  the  other  side,  and  if  the  length  of  the  line  be 
supposed  one  cm.  the  pull  in  dynes  is  taken  as  the 
magnitude  of  the  surface  tension,  T,  of  the  liquid. 
The  measure  of  surface  tension  is  the  force  of  contract 
Hon  across  a  line  of  unit  length  in  the  surface. 

209.  Methods  of  Measuring  Surface  Tension. — Sur- 
face tension  manifests  itself  in  many  ways  and,  as 
almost  any  of  its  effects  may  be  made  the  basis  of  a 
method  of  measuring  it,  the  methods  that  have  been  employed 
are  numerous.  When  the  liquid  can  be  formed  into  a  thin  sheet, 
as  in  the  case  of  a  soap  solution,  a  direct  method  of  measuring  it 

may  be  used;  a  film  may  be  formed  on  a  wire  frame 
of  which  one  side  is  movable;  if  the  force  required  to 
hold  this  side  at  rest  against  the  surface  tension  is  F, 
and  the  length  of  the  movable  side  is  Z,  the  tension  in 
each  surface  of  the  film  is  F/21. 

To  draw  a  horizontal  wire  up  through  the  surface  of 
a  liquid  the  tension  of  the  surface  must  be  overcome, 
and  from  the  force  required  the  surface  tension  may 
be  calculated. 

The  movement  of  minute  waves  or  ripples  on  the  surface  of  a 
liquid  is  due  chiefly  to  the  surface  tension  of  the  liquid,  and  from 
the  wave-lengths  of  the  ripples  and  their  veloci- 
ties we  can  find  the  magnitude  of  the  surface 
tension. 

The  rise  of  liquid  in  a  capillary  tube  depends, 
as  we  shall  see  later,  on  the  surface  tension  of  the 
liquid,  and  this  affords  another  method  of  measure- 
ment. ^»-     118.— 

210.  Contact  of  Uquid  and  Solid.— The  general  Sd^Sl^  "^^ 
free  surface  of  a  liquid  is  horizontal;  but,  where 

the  liquid  is  in  contact  with  a  solid,  the  surface  is  usually  curved, 
the  direction  and  amount  of  the  curvature  being  different  for 
different  liquids  and  different  solids.  Water  in  contact  with 
a  vertical  surface  of  glass  is  curved  upward,  and  mercury  in 


I 

F 
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Fia.  114.— 
Contaot  of  mer- 
eury  and  glaai. 


the  same  circumstances  is  curved  downward.     These,  for  a 
reason  stated  later,  are  called  capillary  phenomena. 

The  contact  angle  of  the  wedge-shaped  part  of  the  liquid 
between  the  free  surface  of  the  liquid  and  the  surface  of  the  solid 
is  called  the  angle  of  capillarity.  The  size  of  the  angle  in  any 
case  depends  on  the  purity  of  the  liquid  and  the  cleanness 

of  the  solid  surface*  Thus  for  very  pure  water  in 
contact  with  clean  glass  the  angle  is  0^;  but  with 
slight  contamination,  even  such  as  is  caused  by 
exposure  to  air,  the  angle  may  become  as  large  as 
25^  or  more.  For  perfectly  pure  mercury  and  ^ass 
the  angle  is  about  148^,  but  slight  contamination 
reduces  it  to  140^  or  less;  for  turpentine  it  is  17^, 
for  petroleum  26^  and  so  on. 
211.  Level  of  Liquids  in  Capillary  Tubes. — When  a  glass  tube 
of  very  fine  bore  (or  so-called  capillary  tube),  open  at  both  ends, 
is  placed  vertically  with  its  lower  end  in  a  vessel  of  liquid,  the 
surface  of  the  liquid  in  the  tube  is  usually  higher  or  lower  than  the 
general  level  of  the  surface  in  the  vessel.  When  the  liquid  is 
water  or  alcohol  the  surface  is  elevated  in  the  tube;  when  the 
liquid  is  mercury  the  surface  is  depressed.  For  a  given  liquid  the 
amount  of  elevation  or  depression  is  greater  the  smaller  the  bore 
of  the  tube,  being,  in  fact,  inversely  as  the 
diameter  of  the  bore.  For  tubes  of  other 
materials  than  glass  similar  efifects,  de- 
pending in  amount  on  the  material  of  the 
tube,  are  observed. 

There  are  similar  elevations  and  depres- 
sions between  two  glass  plates  standing 
close  together  in  a  liquid.  These  eleva- 
tions and  depressions  and  the  curvature   fio.  115.— waurfaoapiUMy 

of  a  liquid  surface  in  contact  with  a  solid 

are  usually  grouped  under  the  general  title  of  Capillarity. 

Assuming  the  existence  of  the  invariable  angle  of  capillarity 
at  which  a  liquid  meets  a  solid,  we  can  give  a  simple  explanation 
of  capillary  elevations  an.d  depressions. 

Consider  the  case  when  the  liquid  is  elevated.  The  liquid  in 
the  tube  meets  the  tube  in  a  circle  of  radius  r  equal  to  the  radius 
of  the  bore,  and  at  every  point  of  the  circle  the  angle  of  contact 


— 
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b  the  angle  of  capillarity  a.    Thus  the  surface  tension  of  the 
liquid  pulls  on  the  tube  in  the  direction  PQ  inclined  at  a  to  the 
length  of  the  tube;  and  the  tube  therefore  reacts 
with  an  equal  pull  in  the  direction  QP.     The 
ainouQt  of  the  pull  per  unit  length  of  the  cir- 
cumference of  the  circle  of  contact  is  T,  and  the 
component  of  this,  parallel  to  the  length  of  the 
tube,  ifl  T'cosd.     For  the  whole  circumference 
of  the  circle  of  contact  the  sum  of  these  com- 
ponents is  2KrT  cos  a.    This  is  an  upward  force 
on  the  liquid  in  the  tube,  and  it  draws  the  liquid 
upward  until  the  weight  of  the  liquid  elevated 
above  the  ordinary  surface  equals  the  support-         Wio.  lu- 
ing  force.      If  the   mean  elevation  is  h,  the 
volume  of  the  supported  column  is  tt'A  and  its  weight  Tcr^hpg  in 
dj^ea.     Hence 

jn'*A^=2wr  cos  a 
,  ,_2T  cosa 

Thus  the  elevation  is  directly  as  the  surface  tension  and  inversely 
as  the  radius  of  the  tube.  By  measuring  the  elevation  and  the 
radius  and  finding  a  by  some  other  method,  the  value  of  T  for  any 
liquid  may  be  obtained. 

218.  BlenQon  bstween  Plates. — The  ftbove  method  of  proof  may  also 
be  extended  to  the  eaae  of  a  liquid  between  parallel  plates  (Fig.  116).  Id 
this  caae  the  auifaoe  of  the  liquid  meeta  the  autfaces  of  the  platw  In  straight 
Unei.  Let  the  distance  between  the  plates  be  d.  Consider  the  equilibrium 
td  the  liquid  eontained  between  the  plates  and  two  vertical  planea  perpen- 
dicular to  the  plates  and  at  unit  distance  apart.  The  pull  of  the  surface 
tendon  at  the  top  ia  22*009  a  and  the  weight  of  the  liquid  supported  is 
dhpg.     Henoe 

,     27  00*  a 


Thus  the  elevation  is  the  same  for  two  parallel  plates  as  for  a  tube,  if  the 
distanoe  between  the  plates  equals  the  radius  of  the  tube. 

213.  Pressure  Caused  by  a  Curved  Surface  under  Tension. — 
Since  the  liquid  in  a  capillary  tube  is  elevated  above  or  depressed 
below  the  ordinary  level,  the  pressure  beneath  the  curved  surface 
must  be  lees  or  greater  than  the  pressure  at  the  general  surface. 
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When  the  effect  is  a  depression  (mercury  in  ^ass),  the  depressed 
surface  is  curved  downward  and  the  tension  in  the  surface  pro- 
duces a  pressure,  just  as  the  tension  in  a  rubber  sheet  stretched 
over  a  ball  produces  pressure  on  the  ball.  When  the  effect  is  an 
elevation,  the  stretch  on  the  upward  curved  surface  tends  to 
draw  the  liquid  in  the  surface  layer  away  from  the  liquid  below 
and  so  produces  a  state  of  tension  or  diminution  of  pressure  be- 
neath the  surface.  From  the  amoimt  of  the  elevation  or  depres- 
sion we  can  calculate  the  change  of  pressure  thus 
caused.  In  the  case  of  an  elevation  to  a  height  h  the 
pressure  must  be  less  than  the  pressure  at  the  ordi- 
nary level,  which  is  atmospheric  pressure,  by  gph  or, 
(§211),  ^r  cos  a/r.  Here  r  is  the  radius  of  the 
tube.  If  we  denote  the  radius  of  the  spherical  sur- 
face by  B,  £  cos  a=^  r.  Hence  the  pressure  beneath 
Fia.  117.  the  concave  surface  is  less  than  that  of  the  at- 
mosphere above  by  2T//2.  The  same  applies  to  the 
pressure  produced  on  the  concave  side  of  a  depressed  surface. 
This  difference  of  pressure  on  the  two  sides  is  due  entirely  to 
the  tension  and  the  curvature  of  the  surface. 

In  the  case  of  a  spherical  soap-bubble  there  are  two  surface 
tensions  to  be  considered,  one  on  the  inner  side  of  the  film  and  the 
other  on  the  outer  side.  Hence  the  excess  pressure  inside  the 
bubble,  due  to  the  tension  and  curvature  of  the  film,  is  ^T/R. 

A  cylindrioal  surface  in  a  state  of  tension  also  produces  pressure  on  the 
concave  side.  This  is  deduced,  as  above,  from  the  elevation  or  depression 
of  a  liquid  of  surface  tension  T  between  two  parallel  plates  at  a  distance  d 
apart.  If  B  is  the  radius  of  the  cylindrical  surface  of  the  liquid  fi  oos  a — ^. 
Hence  (|211)  p^^T/R^  and  this  b  therefore  the  pressure  on  the  concave 
side  due  to  the  tension  3*  in  a  cylindrical  surface  of  radius  R,  In  the  case 
of  a  cylindrical  soap-bubble  of  radius  R  the  tension  in  each  surface  pro- 
duces pressure  T/R.  Hence  the  pressure  inside  is  greater  than  that  outside, 
by  2T/R 

214.  Other  Effects  of  Surface  Tension. — When  the 


angle  of  capillarity  of  a  liquid  in  contact  with  a  solid  fio.  iia— Watar  b*- 
is  small,  the  liquid,  in  its  attempt  to  establish  this  twMa  glaa  pUtM. 
small  angle,  spreads  out  on  the  surface  of  the  solid; 
that  i%  the  liquid  is  one  that  wets  the  solid.  Thus  a  drop  of  water  let  fall 
on  dean  glass  spreads  out,  the  angle  of  capillarity  being  small.  A  drop  of 
mercury  on  a  glass  plate  has  no  tendency  to  spread  but  gathers  into  a  ball. 
A  film  of  water  between  two  glass  plates  makes  it  difficult  to  draw  the 
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plates  apart  by  a  force  normal  to  their  surf aoes.  The  liquid  tends  to  spread 
over  both  plates  and  becomes  concave  outwards,  so  that  the  pressure  within 
it  is  less  than  the  atmospheric  pressure  which  acts  on  the  outside  of  the 
plates,  and  this  produces  an  apparent  attraction  between  the  plates. 

When  an  attempt  is  made  to  blow  out  a  glass  tube  containing  numerous 
detached  drops  a  surprising  resistance  is  experienced.  Each  drop  becomes 
concave  on  Uie  side  of  high  pressure  and  the  total  resistance  is  the  sum 
of  the  pressures  exerted  by  these  concave  surfaces. 

Small  bodies,  such  as  straws  and  sticks,  floating  on  the  surface  of  a 
liquid  usually  attract  and  gather  into  groups.  Let  us  represent  two  such 
bodies  by  small  vertical  plates.  If  the  liquid  wets  both  it  rises  between 
them,  and  the  pressure  in  the  elevated  portion  is  less  than  the  atmospheric 
pressure  on  the  outer  side  of  the  plates.  Hence  the  plates  are  pushed 
together.  If  the  liquid  does  not  wet  either  plate  it  is  depressed  between 
them;  the  pressure  above  the  depressed  part  is  atmospheric,  while  the 
pressure  in  the  liquid  on  the  outer  sides  of  the  plates  is  greater  than  atmos- 
pheric and  the  plates  are  pushed  together.    If  the  liquid  wets  one  plate 
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Fig.  119. — Capillary  attraotioas  and  repulsiona. 


but  not  the  other  there  is  a  part  of  each  plate  on  which  the  pressure  on 
the  inside  is  greater  than  that  on  the  outside;  hence  an  apparent  repulsion 
resTilts.  (Balls  of  paraffine  wax  some  of  which  are  lamp-blacked,  floating 
on  water,  will  illustrate  all  three  cases.) 

Any  dissolved  substance  or  impurity  changes  the  surface  tension  of 
water.  This  explains  the  irregular  motions  of  small  particles  of  camphor 
dropped  on  dean  water.  At  some  points  the  camphor  dissolves  more  rapidly 
thim  at  other  points,  and  near  the  former  the  surface  tension  of  the  water 
is  weakened  so  that  the  pull  on  the  opposite  side,  where  the  tension  is 
greater,  prevails  and  causes  irregular  motion. 

216.  Diffusion  of  Liquids. — ^The  gradual  mixture  of  two  liquids 
which  come  into  contact  is  called  diffusion.  It  takes  place  on  a 
large  scale  where  fresh  water  from  a  river  flows  out  into  the 
ocean.  It  may  be  illustrated  on  a  small  scale  by  pouring  a  solu- 
tion of  a  colored  salt  into  a  tall  vessel  and  then  cautiously  cover- 
ing the  colored  solution  with  a  layer  of  water.  The  particles  of 
each  liquid  are  in  motion  and  begin  to  make  their  way  across  the 
interface  and,  after  a  long  time,  the  whole  vessel  is  filled  with  a 
mixture  of  the  same  constitution  throughout.     Stirring  has  the 
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effect  of  increasing  the  area  of  contact  of  the  liquids  and  so  pro- 
motes diffusion.  But  some  substances  such  as  oil  and  water  will 
not  diffuse  into  one  another,  or  ''mix"  probably  because  of 
their  very  different  internal  attractions. 

Let  us  denote  the  two  diffusing  liquids  by  A  and  B,  and  let  us 
suppose  that  initially  A  occupies  the  lower  half  of  a  tall  jar  and 
B  the  upper  half.  The  concentration  of  either  of  the  liquids  at 
any  point  is  its  mass  per  unit  volume  at  that  point  (t.6.,  its  den- 
sity at  the  point  if  the  other  liquid  be  imagined  absent  without 
the  first  being  disturbed).  The  liquid  A  diffuses  vertically  up- 
ward, that  is,  from  places  of  high  concentration  to  places  of  low 
concentration.  The  gradient  of  concentration  in  any  direction  is 
the  rate  at  which  the  concentration  falls  off  in  that  direction;  if 
the  rate  of  fall  per  unit  of  distance  is  unity,  the  gradient  of  con- 
centration is  unity.  The  general  law  of  diffusion  is  that  the 
rate  of  diffiLsion  for  each  liquid  is  proportional  to  the  gradient  of 
concentration  of  that  liquid.  The  coefficient  of  diffusion^  or  the 
diffueivUy  of  the  liquid,  is  the  mass  in  grams  that  crosses  unit  area 
in  a  day  when  the  gradient  of  concentration  is  unity.  This  con- 
stant can  be  found  from  observations  of  the  density  at  various 
points  along  the  direction  of  diffusion,  made  by  means  of  beads 
of  different  densities  floating  in  the  liquid,  and  in  various  other 
ways.  The  following  table  contains  the  coefficients  of  diffusion 
of  various  substances  into  water  at  the  temperature  (Centigrade) 
stated. 

Hydroohloric  add 1 .74  at   5^ 

Common  salt 0.76  at   5^ 

Common  salt 0.01  at  10^ 

Sugar 0.31  at  »• 

Albumen 0.06  at  13* 

Caramel 0.05  at  10* 

From  the  above  it  will  be  seen  that  liquids  vary  widely  in  dif- 
fusivities.  Substances  of  high  diffusivity  are  called  crystalloids 
and  those  of  low  diffusivity  are  called  colloids.  The  former 
group  includes  mineral  acids,  salts  and  substances  generally  that 
form  crystals  (whence  the  name),  while  the  latter  includes  gums, 
albumens,  starch,  and  glue  (the  name  being  derived  from  the 
Greek  for  glue).  Crystalloids  dissolved  in  water  produce  many 
marked  changes  in  its  properties;  colloids  in  water  form  jellies, 


PROPERTIES  OF  FLUIDS  147 

which  seem  to  consist  of  a  semiHSolid  framework  holding  the  liquid 
in  its  meshes.  Colloids  have  large  and  complex  molecules  and  it 
is,  perhaps,  to  this  fact  and  to  the  consequent  slower  motions  of 
the  molecules  that  their  small  diffusivities  are  due.  They  are 
comparatively  tasteless,  as  they  do  not  diffuse  and  reach  the 
nerve  terminals.  Their  low  rates  of  diffusion  also  render  them 
indigestible.  Through  a  layer  of  a  colloidal  jelly  crystalloids 
will  diffuse  almost  as  rapidly  as  through  water,  but  colloids  not 
at  all. 

216.  Diffusion  through  Membranes.  Osmosis. — ^Through  cer- 
tain membranes  which  have  no  visible  pores,  many  liquids  will 
diffuse  readily.  Thus  through  a  partition  of  rubber  between 
water  and  alcohol  the  alcohol  will  pass  rapidly,  while  the  passage 
of  the  water  is  barred.  If  animal  membranes  are  wet  by  water, 
it  readily  passes  through.  A  method  of  separating  crystalloids 
and  colloids,  called  dialysis,  depends  on  the  different  rates  at 
which  these  substances  pass  through  such  a  membrane  as  parch- 
ment paper.  The  diffusion  of  substances  through  such  septa  is 
called  osmosis. 

Some  membranes  allow  one  constituent  of  a  mixed  liquid  or 
solution  to  pass,  while  barring  the  other  constituent;  such  mem- 
branes are  called  semi-permeable.  One  such  is  ferrocyanide  of 
copper,  formed  in  the  pores  of  a  porous  partition  by  the  reaction 
between  ferrocyanide  of  potassium  on  one  side  and 
copper  sulphate  on  the  other.  When  such  a  mem- 
brane separates  water  and  the  aqueous  solution  of  any 
one  of  various  salts,  the  salt  does  not  pass,  but  the 
water  passes  in  both  directions,  though  more  rapidly 
toward  the  solution  than  in  the  opposite  direction. 
If  the  solution  be  in  a  tube  the  lower  end  of  which, 
closed  by  a  plug  of  the  membrane,  is  dipped  in  water, 
the  level  in  the  tube  will  rise  until  (provided  the  mem- 
brane does  not  break)  the  column  is  of  such  a  height  fio.  12a— 
that  its  pressure  prevents  further  flow.  This  pressure  ^^*°^^ 
is  called  the  osmotic  presssure  of  the  solution.  Its  mag- 
nitude, for  very  weak  solutions,  is  proportional  to  the  concentra- 
tion, that  is,  to  the  number  of  molecules  of  the  dissolved  salt  per 
unit  volume.  For  a  large  number  of  salts  the  pressure  is  the  same 
for  solutions  that  contain  the  same  numb^  of  moleoules  of  the 
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salt  in  unit  volume.  For  various  other  salts  the  osmotic  pressure 
for  a  given  number  of  molecules  per  unit  volume  is  two  (or  some 
whole  number  of)  times  greater  than  for  the  first  group;  this  is 
possibly  due  to  the  molecules  being  resolved  into  atoms  in  the 
solution,  the  atoms  acting  independently.  But  the  full  explana- 
tion of  osmosis  and  osmotic  pressure  is  a  matter  of  much  dispute. 
One  remarkable  fact  may  be  noted,  namely,  that  the  osmotic 
pressure  for  a  given  number  of  molecules  (or  of  dissociated  atoms) 
in  an  aqueous  solution  is  equal  to  the  pressure  that  these  mol- 
ecules (or  atoms)  would  produce  if  freely  flying  as  gaseous  par- 
ticles in  the  space  occupied  by  the  solution.  It  is  also  note- 
worthy that  the  osmotic  pressure  increases  in  the  same  way  and 
at  the  same  rate  with  rise  of  temperature  as  the  pressure  of  a 
gas  does. 

Osmosis  plays  an  important  part  in  many  processes  that  take 
place  in  the  bodies  of  animals  and  plants. 

PROPERTIES  OF  GASES 

217.  A  gas  has  already  been  defined  as  a  fluid  which  has  no 
definite  volume  of  its  own  independent  of  the  containing  vessel, 
but  expands  so  as  to  occupy  any  vessel  in  which  it  is  contiained. 
Gases  have  the  same  properties  as  liquids  in  all  respects  which 
depend  on  the  fact  that  the  shear  modulus  of  a  fluid  is  zero.  The 
pressure  at  a  point  in  a  gas  is  the  same  in  all  directions  ($184). 
The  pressure  of  a  gas  on  a  surface  is  normal  to  the  surface  ($183). 
Pressure  applied  to  any  part  of  the  boundary  is  equally  trans- 
mitted in  an  directions  (Pascal's  Principle  $189).  A  body  im- 
mersed in  a  gas  is  buoyed  up  with  a  force  equal  to  the  weight  of 
the  gas  displaced  (Archimedes'  Principle  $191).  The  pressure 
in  a  gas  increases  with  its  depth  at  a  rate  expressed  by  gph,  as  in 
the  case  of  liquids  (§185).  Gases  also  show  the  property  of 
internal  friction  or  viscosity,  and  the  definition  of  the  coefficient 
of  viscosity  of  a  gas  is  the  same  as  that  of  a  liquid.  Some  of 
these  properties  are  of  special  importance  in  the  case  of  a  gas 
and  call  for  separate  treatment. 

218.  Pressure  of  the  Atmosphere. — A  very  important  example 
of  the  pressure  of  a  gas  is  the  pressure  exerted  by  the  earth's 
atmosphere.    The  atmosphere,  consisting  chiefly  of  oxygen  and 
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mtrogeQ,  is  held  to  the  earth  by  the  gravitational  attraction 
between  it  and  the  earth.  The  total  pressure  on  the  surface  of 
the  earth  is  the  total  attraction  between  the  earth  and  the 
atmosphere,  that  is,  the  weight  of  the  atmosphere.  The  pressure 
on  any  horizontal  area  of  the  earth's  surface  is  the  weight  of  all 
the  air  vertically  above  that  area.  At  the  top  of  a  mountain  the 
pressure  is  less  than  at  sea  level,  since  less  of  the  atmosphere  is 
above. 

Galileo  discovered  that  air  had  weight  by  weighing  a  glass 
globe  containing  air  and  then  re-weighing  it  when  he  had  forced 
more  air  into  it.     His  friend  and  pupil  Torricelli  ^ 

found  (in  1643)  that,  when  a  tube  33  inches  long 
filled  with  mercury  and  closed  at  one  end  was  in- 
verted in  a  dish  of  mercury,  the  mercury  stood  at  a 
height  of  about  30  inches  in  the  tube,  thus  leaving  a 
vacuum  above.    This  is  known  as  TarriceUi's  Experi- 
merd.     He  thus  disproved  the  previous  view  that 
''  Natiire  abhors  a  vacuum*,"  and  was  led  to  infer  that 
the  pressure  of  the  atmosphere  on  any  area  equals 
that  of  a  column  of  mercury  about  30  inches  high 
and  of  a  cross-section  equal  to  the  area.     On  hearing 
of  Torricelli's  experiment,  Pascal  reasoned  that  the    F"o.  121  — 
pressiire  should  be  less  and  the  column  of  mercury  in    eas^Brimwit. 
Torricelli's  tube  lower  at  the  top  of  a  mountain  and  he 
wrote  to  a  relative,  who  lived  near  the  Puy  de  Dome  in  Auvergne, 
to  make  the  test.    The  result  confirmed  his  conjecture. 

219.  The  Mercisrial  Barometer. — ^Torricelli's  tube  was  the  first 
and  simplest  barometer  or  pressure-gauge  for  measurement  of  the 
pressure  of  the  atmosphere.  The  most  accurate  mercurial  ba- 
rometer of  the  present  day  is  a  Torricellian  tube  with  a  scale  and 
vernier  for  accurate  measurement  of  the  height  of  the  mercury 
column,  and  a  device  by  which  the  mercury  in  the  cistern  may 
be  readily  brought  to  a  definite  height.  In  Fortin's  cistem 
barometer  (Fig.  122)  the  cistern,  C,  has  a  leather  bottom,  5,  the  cen- 
ter of  which  rests  on  a  screw,  V.  By  turning  the  screw  the  level 
of  the  mercury  in  the  cistern  can  be  raised  or  lowered  so  that 
when  the  barometer  is  read  the  level  of  the  mercury  in  the  cistern 
shall  always  be  the  same,  namely,  zero  of  the  scale  on  which  the 
height  of  the  barometer  is  read.     Without  such  an  adjustment. 
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the  lerd  of  the  mercury  in  the  cistern  would  fall  or  rise  as  the 
height  of  the  mercury  in  the  tube,  T,  rose  or  fell.    That  the  level 
of  the  mercury  in  the  cistern  may  be  observed, 
the  upper  part  of  the  cistern  is  of  glass  and  a 
small  ivory  stud,  0,  projecting  downward  from 
the  top  of  the  cistern,  ia  adjusted  by  the  maker, 
BO  that  its  end  is  on  a  level  with  the  zero  of  the 
scale.     The  image  of  the  stud  in  the  surface  of 
the  mercury  is  observed  and  when,  as  the  level 
of  the  mercury  is  rused  by  the  screw,  the  end 
of  the  stud  and  the  end  of  its  image  just  meet, 
the  surface  of  the  mercury  is  at  the  sero  of  the 
scale.     In  filling  such  a  barometer  care  must 
be  taken  that  no  air  remains  in  the  mercury, 
and,  for  this  purpose,  after  the  tube 
has  been  filled  it  is  inverted  and 
the  mercury  boiled  so  that  the  air 
is  expelled.     The  mercury  in  the 
cistern  becomes  somewhat  tarnished 
in  course  of  time  and  the  image  of 
the  stud  ceases  to  be  distinct. 

A  simpler  form  of  barometer  is 
Bunsen's  siphon  barometer.  In  this 
there  is  no  cistern,  but  the  lower  end  of  the  tube  is 
turned  vertically  upward.  The  difference  of  level 
in  the  open  and  in  the  closed  end  is  the  barometric 
height.  Thus  readings  of  both  ends  of  the  mercury 
column  are  necessary.  Scales  are  etched  on  both 
branches;  the  one  on  the  longer  arm  reads  upward 
and  that  on  the  shorter  arm  reads  downward.  The 
two  scales  are  usually  laid  off  with  the  same  position 
for  the  sero,  so  that  the  sum  of  the  two  readings  is 
the  height  of  the  barometer. 

Another  form  of  barometer  is  the  Aneroid  (Greek     no.  ist.— 
anero8=dry)  barometer  in  which  no  liquid  is  used.      ^^T!"'* 
It  consists  of  a  metallic  box  exhausted  of  air,  with     liiuuium. 
a  thin   metallic    cover.      Changes  in  atmospheric 
pressure  cause  slight  changes  of  curvature  in  the  cover,  and  by 
means  of  a  multiplying  system  of  levers  these  changes  are 
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traiusmitted  to  a  pointer,  which  moves  around  a  circular  scale 
that  is  graduated  in  cms.  or  inches  so  as  to  correspond  to  the 
readings  of  the  mercurial  barometer.  This  form  of  barometer 
is  more  convenient  for  travellers,  but  it  has  the  disadvantage 
that  its  index  must  frequently  be  reset  by  comparison  with  the 
mercury  barometer. 

220.  Uses  of  the  Barometer. — A  knowledge  of  barometric 
pressure  is  of  great  importance  in  weather  forecasting.  The 
governments  of  the  United  States  and  other  civilized  nations 
maintain  a  large  number  of  stations  where  records  of  the  baro- 
meter are  kept.  From  simultaneous  readings  over  a  wide  area 
the  direction  in  which  storms  (or  areas  of  low  pressure)  will  move 
can  be  predicted.  Such  predictions  lead  annually  to  the  saving 
of  thousands  of  lives,  and  of  much  valuable  property  in  shipping. 

Since  the  atmospheric  pressure  is  less  at  higher  levels,  it  is 
possible  to  ascertain  the  height  of  a  mountain  by  observing  the 
atmospheric  pressure  at  the  top  and  at  the  bottom.  Near  sea- 
level  the  height  of  the  barometer  diminishes  by  about  0.1  inch 
for  every  80  feet  of  ascent;  but  as  the  elevation 
increases  the  rate  of  fall  diminishes  owing  to  the 
greater  rarity  of  the  air.  Allowance  must  be  made 
for  any  difference  of  temperature  at  the  two  stations 
of  observation. 

221.  Presstire  and  Volume  of  a  Mass  of  Gas. — Com- 
mon observation  shows  that  added  pressure  on  a  mass 
of  gas  diminishes  its  volume.  Thus,  in  pumping  up 
a  bicycle  tire,  a  large  volume  of  air  from  the  atmo- 
sphere is  forced  by  high  pressure  into  the  small  volume 
of  the  tire.  Conversdy,  diminution  of  pressure  allows  ^^  ^^_ 
a  gas  to  expand.  Against  the  pressure  exerted  on  a  Boyle's  tube 
gas  it  exerts  an  equal  and  opposite  pressure,  so  that  '"^  ^^^JJJ 
it  b  immaterial  whether  we  speak  of  the  pressure  on  atmospberieL 
or  pressure  of  a  gas. 

The  law  connecting  the  volume  and  the  pressure  of  a  gas  is 
extremely  simple,  but  it  was  not  discovered  until  1662,  the  dis- 
coverer being  Robert  Boyle.  (Fourteen  years  later  Mariotte  re- 
discovered the  same  law.)  The  volume  of  a  gas  at  constant  tem- 
peraiure  varies  inversely  as  its  pressure,  or,  denoting  the  pressure 
and  volume  by  P  and  V  respectively,  PF  =  a  constant.     Boyle 


J52       MECHANICS  AND  THE  PROPERTIES  OF  MATTER 


discovCTed  this  law  by  experiments  conducted  with  a  tube  bent 
as  in  Fig.  124,  the  shorter  arm  being  closed  and  containing  air 
and  mercury,  while  the.longer  was  open  and  was  filled  to  varying 
depths  with  mercury.  If  to  the  difference  of  level  in  the  two 
arms  the  height  of  the  mercury  barometer  at  the  time  is  added, 
the  sum  is  proportional  to  the  pressure  on  the  air,  while  the 
length  of  the  tube  occupied  by  air  is  proportional  to 
the  volume  of  the  air.  Thus  he  discovered  the  truth 
of  the  law  for  pressures  exceeding  an  atmosphere. 
For  pressures  below  an  atmosphere  he  used  a  straight 
tube  containing,  initially,  air  and  mercury  and  closed 
at  one  end;  the  open  end  was  then  plunged  into  a 
deep  vessel  of  mercury.  By  drawing  the  tube  to 
different  heights  the  volume  of  the  air  increased  with 
diminishing  pressure.  Thus  Boyle  verified  the  law 
for  pressure  less  than  an  atmosphere. 

222.  Deviations  from  Boyle's  Law. — WhQe  the  law 
Boyie'l^tube  Stated  by  Boyle  is  accurate  enough  for  all  ordinary 
for  preoBura  practical  purposes,  careful  tests  have  shown  that  it  is 
mtmotX^  not  perfectly  accurate.  The  most  complete  tests 
were  made  by  Amagat.  He  found  that  in  the  case 
of  air,  while  the  pressure  is  being  increased  from  one  atmos- 
phere to  about  78  atmospheres,  PV  steadily  diminishes,  until  its 
value  is  0.98  of  its  value  at  one  atmosphere.  Thereafter,  with 
increasing  pressure,  PV  increases  so  that  at  3000  atmospheres  it 
has  a  value  4.2  times  its  initial  value.  In  the  first  stage  (that  is, 
up  to  78  atmospheres)  V  decreases  more  rapidly  than  Boyle's 
law  would  indicate;  thereafter  it  decreases  less  rapidly,  so  that  at 
3000  atmospheres  its  volume  is  4.2  times  what  it  would  be  if 
Boyle's  law  were  perfectly  accurate.  (It  may  be  noted  that  at 
3000  atmospheres  air  has  a  density  of  0.93,  nearly  equal  to  that 
of  water;  while  the  density  of  liquid  oxygen  at  its  critical  pressure 
is  about  0.7  and  that  of  liquid  nitrogen  about  0.4.) 

Other  gases,  show  similar  deviations  from  Boyle's  law;  but 
the  pressure  at  which  PF  is  a  minimum  is  widely  different  for 
different  gases,  and  so,  too,  is  the  magnitude  of  this  minimum 
value  of  PV. 

In  his  earlier  experiments  (1881)  Amagat  measured  pressures  by  a  very 
tall  manometer  in  a  mine  shaft.    Later  he  designed  a  special  gauge  for 
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rvy  htgh  pnmmm*  This  oonalstod  of  two  oppoied  pistons  of  very  dif- 
ferent diameten  in  eeparate  cylinders.  *  The  high  pressure,  P,  was  applied 
to  the  small  piston,  of  area  a,  and  was  oounterbalanoed  by  a  muoh  smaller 
pressure,  p,  applied  to  the  large  piston,  of  area  A,  Evidently  Pa^pA, 
and,  p  bdng  measured  by  a  mercury  manometer,  P  wiM  deduced.  Very 
visoous  liquids  were  used  in  the  cylinders  to  diminish  leakage. 

Starting  with  the  view  that  a  gas  consists  of  flying  particles  the  impact 
of  which  produces  the  pressure  observed  in  a  gas,  Van  der  Waals  deduced 
the  following  formula  which  agrees  very  well  with  the  results  of  Amagat's 
experiments. 

(P+a/F«)(F-6)-a  constant, 

at  constant  temperature,  a  and  b  being  constants  that  are  different  for 
different  gases. 

223.  Modulus  of  Elasticity  of  a  Gas. — ^The  shear  modulus  of  a 
gas  being  zero,  a  gas  has  only  one  modulus,  namely  the  bulk 
modulus,  and  this  is  (when  the  gas  is  kept  at  constant  tempera- 
ture) simply  equal  to  the  pressure,  P,  of  the  gas.  This  is  seen 
from  Boyle's  law.  For  when  the  pressure  is  P  and  the  volume 
V,  let  an  additional  small  pressure  p  be  applied  and  let  the 
volume  be  thereby  reduced  by  the  small  quantity  v,  then  by 
Boyle's  Law 

(P+p)(V^v)=PV 

or  if  we  neglect  the  product  of  the  small  quantities  p  and  v 

Vp^Pv 

r 

Now  the  bulk  modulus  is  the  increase  of  pressure  p  divided  by 
the  proportional  decrease  of  volume  v/V,  and  from  the  last  equa- 
tion this  is  equal  to  P. 

224.  Buoyancy  of  a  Gas. — A  body  such  as  a  balloon,  lighter 
than  the  volume  of  air  which  it  displaces,  will  ascend  in  the  air 
when  released.  The  force  giving  it  an  acceleration  upward 
equals  the  difference  of  its  weight  and  the  weight  of  the  air 
which  it  displaces.  If  it  rises  to  such  a  height  that  its  mean 
density  equals  the  density  of  the  rarefied  atmosphere,  it  will 
not  ascend  unless  lightened,  by  casting  some  of  its  load  over- 
board. A  large  man  displaces  about  {  lb.  of  air.  When  a 
body  is  weighed  in  air  with  weights  that  are  supposed  correct 
if  used  in  a  vacuum,  the  true  weight  of  the  body  will  not  be 
obtained  unless  correction  be  made  for  the  effect  of  the  buoyancy 
of  the  air. 
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220.  Hanometen. — A  m&nometer  Is  an  apparatus  for  meaaur- 
iag  the  pressure  of  a  fluid.  Id  the  simplest  form 
the  pressure  to  be  measured  is  balanced  against  the 
pressure  of  a  column  of  liquid  in  a  tube.  This  is 
called  the  open  tube  manometer  or  siphon  gauge. 
The  pressure  is  found  from  the  difference  of  level  of 
the  liquid  in  the  two  arms  and  the  density,  p,  of  the 
liquid.  In  absolute  \mits  of  force  P  =■$/)&+ atmos- 
pheric pressure,  while  in  the  weight  of  unit  mass  as 
unit  of  force  P=|E)A+ atmospheric  pressure. 

In  another  manometer  the  pressure  to  be  mea- 
sured is  balanced  against  that  of  a  gaa  (usuaUy  air) 
in  a  uniform  closed  tube.     By  Boyle's  Law  the 
pressure  in  the  gas  is  inversely  as  the  volume,  that 
no.  iMi-     is,  inversely  as  the  length  of  the  ur  column.    The 
-f-imiit^,  *     pressure  in  the  gas  plus  that  indicated  by  the 
difference  of  level  of  the  liquid  is  the  pressure  to  be 
measured. 

In  Bourdon't  Preteure  Oauge  a  hollow  tube  of 
metal  having  an  elliptical  cross-section  is  bent 
into  an  arc  of  over  180°.  One  end  of  the  tube 
is  closed.  When  the  fluid  of  which  the  pressure 
is  to  be  measured  is  admitted  to  the  open  end, 
the  curved  tube  will  become  less  curved  imder 
increased  pressure  and  more  curved  under  de- 
creased pressure.  An  index  moving  over  a  scale 
is  attached  to  the  free  end.    The  action  depends 

on  the  fact  that  the  pressure  tends  to  increase 
the  interior  volimie  of  the  tube;  and,  since  a 
circular  cross-section  allows  of  more  volume 
than  an  elliptical  one  for  a  given  periphery, 
the  section  will  under  increased  pressure  tend 
to  the  circular  form  and  the  change  of  form 
of  the  cross-section  causes  the  change  of  shape 
of  the  tube. 

226.  Viscosity  of  Gases. — The  viscosities  of 
gases  are  small  compared  with  those  of  liquids. 
Thus  the  viscoaity  of  air  is  about  ^  of  that  of 
water.     While  the  viscosity  of  air  is  small,  it  is  sufficient  to 


:  pressure  to  be 
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retard  greatly  the  fall  of  small  particles  of  dust  and  small 
drops  of  water  such  as  constitute  a  doud.  In  a  cloud  (where 
the  air  may  be  one  thousand  times  less  dense  than  water) 
a  drop  of  water  one  thousandth  of  an  inch  in  diameter  falls 
about  0.8  inch  per  second,  while  a  drop  one  ten-thousandth  of 
an  inch  in  diameter  falls  about  one  himdred  times  more  slowly, 
or  about  0.5  inch  in  a  minute.  For  large  drops  such  as  consti- 
tute rain  the  viscosity  of  air  offers  practically  no  resistance;  the 
resistance  which  prevents  such  drops  attaining  enormous  veloci- 
ties is  the  inertia  of  the  air. 

The  viscosity  of  a  gas  increases  when  its  temperature  rises, 
which  is  the  opposite  of  the  case  with  liquids.  The  viscosity  of 
a  gas  at  constant  temperature  does  not  change  appreciably 
when  its  density  is  altered  by  change  of  pressure. 

227.  The  Kinetic  Theory  of  Gases. — ^The  view  that  a  gas  con- 
sists of  a  myriad  of  particles  in  incessant  motion  may  be  regarded 
as  firmly  established.  The  evidence  for  this  belief  is  that  we  can 
from  it  deduce  nearly  all  the  properties  of  a  gas,  and  the  agree- 
ment between  these  deductions  and  the  observed  facts  could 
hardly  be  a  mere  accidental  coincidence.  As  we  do  not  yet 
know  the  details  of  the  structure  of  the  particles  of  which  a  gas 
consists,  there  are  some  properties  of  a  gas  which  we  cannot  yet 
deduce  from  this  theory.  A  definite  contradiction  between  the 
numerous  known  properties  of  a  gas  and  the  deductions  made 
from  the  theory  would  be  fatal  to  the  latter;  no  such  contradic- 
tion has  ever  been  found. 

A^  an  illustration  of  the  way  in  which  the  theory  accounts  for  the  prop- 
erties of  gases  we  shall  show  that  it  explains  Boyle's  Law. 

Before  doing  so  we  must  state  the  theory  more  in  detail.  The  following, 
while  an  Inoomplete  statement,  will  be  sufficient  for  our  purposes,  (a) 
A  single  gas  consists  of  particles  all  of  the  same  siae  moving  in  random 
directions;  (6)  when  the  particles  impinge  on  one  another  and  on  the  walls 
of  the  vessel,  they  rebound  like  smooth  spheres  with  a  coefficient  of  restitu- 
tion of  unity;  (e)  unless  a  gas  is  greatly  condensed,  the  particles  are  so  far 
apart  compared  with  their  dimensions  that  the  forces  they  exert  on  one 
another  may  be  neglected  except  at  impact.  It  will  be  noticed  that  we 
do  not  assume  that  the  velocities  of  all  the  particles  are  the  same, 
and,  in  fact,  there  is  good  ground  for  believing  that  the  velocities  differ 
considerably. 

For  simplidty,  consider  a  gas  contained  in  a  rectangular  vessel  the  edges 
of  which  are  a,  6  and  e  in  length,  and  let  A,  and  A„  each  of  area  he,  be 
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perpendicular  to  the  edges  of  length  a.  Let  us  first  fix  our  attention  on 
some  particular  particle  which  has  a  velocity  V  in  some  direction.  V 
may  be  resolved  into  three  components  u,  v,  10,  in  the  directions  of  the 
edges  respectively*  u  being  in  the  direction  of  the  a  sides.  Suppose  the 
particle  to  impinge  on  the  side  A|.    The  force  that  it  will  exert  on  that  side 

at  impact  will  depend  on  its  mass  and  on  u,  not  at 
all  on  9  and  w.  If  it  impinged  without  rebounding 
it  would  give  momentum  equal  to  its  mass,  m,  multi- 
plied by  u,  or  mu.  But  it  rebounds  with  a  velocity 
the  component  of  which  perpendicular  to  A  |  is  v  in 
the  opposite  direction;  hence  the  momentum  it  gives 
to  A,  is  2mu.  Let  us  now  suppose,  for  the  present, 
that  it  reaches  A^  without  impinging  on  any  other 
particle;  for  this  it  will  require  a/u  seconds.  At  A^ 
it  will  rebound  with  a  velocity  the  component  of  which  perpendicular  to 
A,  is  tf,  and  will,  supposing  It  to  encounter  no  other  particle,  reach  Ai  in 
time  2a/ u  when  it  will  again  rebound.  Hence  In  every  second  it  will  im- 
pinge u/2a  times  on  Ai,  and  In  every  second  it  will  give  to  A,  momentum 
2mtf-tt/2a,  or  mu*/a.  The  total  force  exerted  on  A,,  that  Is  the  momentum 
imparted  to  Ai  per  second,  is  the  sum  of  mu^/a  for  all  the  particles,  and, 
to  find  the  pressure  p  on  A,  we  must  divide  this  sum  by  the  area  of  A„ 
namely  be.    Hence 

P— ^(V  +  t4,«+.    .    .) 

Let  us  now  denote  the  total  number  of  particles  in  the  vessel  by  N,  and 
the  number  per  unit  volume  by  n.  Since  abe  is  the  total  volume  of  the 
vessel,  nabe^N.    Hence 

p^mn 

The  product  tnn  is  the  mass  of  all  the  particles  in  unit  volume,  that  is,  the 
density  p;  and  — ^— — '-^-^  is  the  average  value  of  u*  for  all  the  N  par- 
ticles in  the  vessel.  Denoting  this  by  u*  we  see  that  p^pu^.  For  any 
one  particle 

and,  since  the  particles  are  moving  wholly  at  random,  the  average  values 
of  u',  V*  and  to*  are  all  equal  and  the  value  of  each  is  therefore  i  of  the 

average  value  of  F'  which  we  may  denote  by  F*.    Hence 

P-i^F^ 
[f  V  be  the  volume  of  a  mass  M  of  gas,  since  p'^M/v, 
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The  total  kinetic  energy  of  translation  of  the  gas  is  the  sum  of  the  Idnetio 
energies  of  translation  of  all  the  particles  and  is  evidently  equal  to  iMV^ 
at  fpv.  Now  there  is  good  reason  to  believe  that  if  the  temperature 
of  a  gas  is  constant,  this  kinetic  energy  is  constant.  Hence  the  product 
of  the  pressure  and  volume  of  a  gas  at  constant  temperature  is  constant, 
and  this  is  Boyle's  Law. 

In  the  above  we  have  n^lected  the  fact  that  a  particle  may,  during  its 
passages  between  A,  and  A„  impinge  on  other  particles.  If  such  an  im- 
pact take  place  between  two  particles  moving  along  a  line  perpendicular  to 
A I  and  A^  the  particles  will  exactly  exchange  their  velocities  ({174),  since 
they  are  of  the  same  mass;  and  the  second  particle  will,  therefore,  have  in 
the  o-direction  a  component  equal  to  that  of  the  first  particle  before  impact. 
Thus  the  second  particle  will  take  the  place  of  the  first  in  the  process  described 
above.  When  Uie  immense  number  of  particles  and  the  random  nature 
of  their  motions  are  considered,  it  b  seen  that  the  effect  is  the  same  as  if 
all  the  impacts  were  in  the  directions  of  ti,  o,  and  w. 

The  deviations  from  Boyle's  Law  are  due  to  the  (very  small)  forces 
between  particles  when  they  are  not  in  contact.  These  we  have 
neglected;  by  considering  them  Van  der  Waals  arrived  at  his  more  correct 
law. 


228.  Surface  Condensatioii  and  Occltisioii. — When  a  gas  is  in 
contact  with  a  solid  there  are  molecular  forces  drawing  the  par- 
ticles together,  and  these  produce  more  or  less  condensation  of 
the  gas  on  the  surface  of  the  solid.  This  makes  it  impossible  to 
remove  the  last  traces  of  a  gas  from  a  glass  vessel  by  means  of  an 
air  pump.  It  also  accounts  for  the  fact  that,  when  a  figure  is 
traced  on  a  sheet  of  glass  by  a  stick,  the  figure  will  appear  when 
the  glass  is  breathed  on.  The  breath  condenses  less  readily  on 
the  part  of  the  glass  that  has  been  freed  from  condensed  gas  by 
the  scraping  of  the  stick. 

A  porous  solid  is  readily  permeated  by  a  gas  and  condensation 
on  the  surfaces  of  the  pores  takes  place.  This  is  called  occlusion. 
Very  porous  wood-charcoal  will  absorb  nine  volumes  of  oxygen, 
thirty-five  volumes  of  carbonic  acid  and  ninety  volumes  of  am- 
monia per  volume  of  the  charcoal,  and  cocoanut-charcoal  will 
absorb  still  more.  This  is  why  charcoal  is  so  useful  as  a  deodor- 
izer. Platinum  in  the  porous  form  called  platinum  sponge  will 
absorb  250  times  its  own  volume  of  oxygen.  Palladium  will 
absorb  more  than  one  thousand  volumes  of  hydrogen.  Its  own 
volume  is  jbhereby  increased  by  about  one-tenth.  The  hydrogen 
is  tiicarefore  reduced  to  one  thousandth  of  its  original  volume;  to 
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produce  such  a  condensation  by  pressure  alone  would  require  a 
pressure  of  several  tons  per  square  inch. 

229.  Diffusion  of  Gases. — Gases,  because  of  their  greater 
mobility,  diffuse  much  more  rapidly  than  liquids.  When  two 
vessels  containing  different  gases  are  connected  by  a  wide  tube, 
diffusion  proceeds  with  great  rapidity,  and  in  a  short  time  each 
gas  is  foimd  distributed  in  both  vessels  as  if  the  other  gas  were 
not  present.  If  one  of  the  gases  be  a  colored  gas,  such  as  chlorine, 
the  process  of  diffusion  can  be  observed.  As  regards  the  final 
result  each  gas  acts  to  the  other  as  a  vacuum,  but  in  the  process 
of  diffusion  each  gas  retards  the  other.  Gravity  also  plays  some 
part  in  the  process  though  not  in  the  final  result.  Thus  if  the 
gases  be  hydrogen  and  carbon  dioxide,  the  final  mixture  is  at- 
tained more  rapidly  when  the  carbonic  acid  is  in  the  higher 
vessel. 

In  the  process  of  diffusion  of  two  gases  into  <each  other 
each  gas  follows  the  same  law  as  holds  for  the  diffusion  of 
two  liquids,  that  is,  each  gas  diffuses  from  places  where  the 
concentration  of  that  gas  is  great  to  places  where  it  is  less, 
and  the  rate  of  diffusion  is  proportional  to  the  rate  of  fall  of 
concentration. 

230.  Efflux  of  Gases. — ^The  rate  of  escape  of  a  gas  through  a 
small  aperture  in  a  very  thin  plate  may  be  deduced  from  the 
principle  of  energy.  Each  part  of  the  gas  as  it  escapes  has  a 
certain  velocity  and  therefore  a  certain  kinetic  energy,  and  this 
must  equal  the  work  performed  by  the  pressure  in  the  vessel  in 
forcing  the  gas  out.  Let  P  be  the  excess  of  the  pressure  in  the 
vessel  over  the  external  pressure.  During  the  escape  of  a  small 
volume  V  of  the  gas  the  pressure  P  does  the  same  amount  of  work 
as  if  it  had  pushed  out  a  piston  in  a  cylinder.  Hence  ($195)  the 
work  done  ia  PV.  If  the  density  is  p  the  mass  of  the  volume  V 
of  the  gas  is  Vp,  and  if  its  velocity  is  v  its  kinetic  energy  is  i  Ypv*. 
ESquating  the  work  done  to  the  kinetic  energy  which  it  produces, 
we  get 

Thus  the  rate  of  escape  is  directly  as  the  square  root  of  the  pres- 
sure and  inversely  as  the  square  root  of  the  density. 
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Buneen's  method  of  comparing  the  densities  of  gaees  consiBtB 
in  comparing  their  rates  of  escape  through  the  same  aperture 
under  the  same  pressure. 

In  est«bUahing  the  abora  formula  we  have  supposed  that  no  woik  li 
dona  againit  Intemal  friotion  auoh  ai  than  would  be  if  tha  escape  wen 
through  a  tube.  The  wall  of  the  veuel  was  auppoaed  verj  thin  so  that  the 
diameter  of  tha  opening  nUght  be  larger  than  the  thickness  of  the  wall. 
Yet  even  in  thU  oaae  there  ia  some  slight  visooua  friction.  Thia  friotion  Is 
diSerent  for  diflerent  gsaea;  henoe  the  above  simple  formula  doee  not  give 
the  latio  of  the  densities  verr  aoouratelr-  When  a  mixed  gas  escapes  hj 
eflnalon  the  oomporition  of  the  eeop^ng  gas  la  not  altered  as  it  eeoapes. 

When  a  gaa  esoapes  through  a  porous  partition  in  which  the  pores  are 
wf  small,  such  a  fine  unglaied  potteiy-ware,  the  eiieumstan  cee  are 
diSerent  from  thoee  of  the  above  eaaea.    iW  pores  are  comparable  In  rise 
with  the  moleoulea  of  the  gas  and,  as  might  be  expected,  the  rates  of  escape 
<d  different  gaees  are  so  diffenni  that  the  oonsUtuents  of  a  mixed  gas  escape 
at  different  rates.     This  affords  a  method  of  partially 
aeparating  the  eonatituents  of  a  mixed  gas,  and,  aa  the 
proeaiB  maj  be  repeated  several  times,  the  eepaiation  uutj 
ha  made  nearly  complete.     Bj  this  process  it  has  also  been 
poidble  lo  show  that  the  molecules  of  a  single  gaa  are  all 
of  tbe  tame  siie,  since  no  separation  can  be  produced  by  ^^ 


SSL  Paaage  ot  a  Oas  throuj^  Rubber. — Some  gasoe  also 
eeeapa  through  membranes  such  as  rubber  and  wet  parob- 
ment,  In  which  there  are  no  pores  in  the  ordinary  sense. 
The  gas  Is  dissolved  by  the  membrane  on  one  dde  and 
^ven  up  on  the  other  aide,  so  that  tbe  passage  through  the 
membrane  b  a  diffurfon  from  parte  of  the  membrane  whoe 
tbe  eoneontration  is  greater  to  parte  where  it  b  less.  The 
sauw  b  true  of  the  passage  of  a  gaa  through  a  film  of  liquid. 
In  a  somewhat  similar  way  hydrogen  will  pass  through 
led-hot  platinum  and  Iron. 

232.  Pumps  for  Liquids. — The  oldest  form  of 
pump,  or  metion  pump,  consists  of  a  piston  mov- 
ing in  a  cylinder  or  barrel  which  is  connected  with  '™'  *~"*^ 
the  well  by  a  pipe.  In  the  pipe,  or  at  the  top  of  the  pipe,  there 
is  a  valve,  called  the  inlet  valve,  which  can  open  towards  the 
cylinder,  but  not  in  the  opposite  direction;  and  in  the  piston 
there  is  a  valve,  called  the  outlet  valve,  which  can  open  out- 
ward but  not  inward  toward  the  cylinder.  When  the  piston  is 
first  raised  tbe  air  tn  the  cylinder  expands  and  its  pressure 
diminJehsB.     Hw   outist  valve  oloses  owing  to   tbe   excess  of 
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pressure  on  the  outside,  and,  for  the  same  reason,  the  inlet 
valve  opens  and  air  from  the  suction  pipe  enters  the  cylinder. 
Thus  the  air  in  the  suction-pipe  is  rarefied  and  the  greater 
atmospheric  pressure  on  the  water  in  the  well  forces  water 
some  distance  up  the  suction-pipe.  After  some  strokes  the 
water  enters  the  cylinder  and  flows  out  by  the  outlet  valve. 

Since  it  is  the  pressure  of  the  atmosphere  that  raises  the  water 
in  a  auction-pump,  water  cannot  be  raised  by  this  means  higher 
in  the  pipe  than  atmospheric  pressure  will  raise  water  in  a  vac- 
uum; and,  since  the  density  of  water  is  to  that  of  mercury  as  1 
to  13.6,  it  follows  that  the  maximum  theoretical  height  is  13.6 
times  the  height  of  the  mercury  in  a  barometer  or  about  34  feet. 
The  practical  limit  of  suctioa-pumps  is  considerably  lees  than 
this,  owing  to  the  presence  of  air  In  water  and  to  the  difficulty 
of  making  the  contact  between  piston  and  pump  air-tight. 
When  water  is  to  be  raised  higher  ti  force-pump  is  used  (Fig.  131). 
This  differs  from  the  suction-pump  in  the 
fact  that  the  outlet  valve  is  not  in  the 
piston  but   in  a  side  tube  connected  to 
the  cylinder  near  the  inlet  valve.     During 
each  downward  stroke  of  the  piston  water 
is  forced  up  this  side  tube,  and  the  height 
that  may  be  reached  will  depend  on  the 
force  that  can  be  applied  to  the  piston 
and  the  maximum  pressure  that  the  pump 
will    stand    without    breakage    of    some 
part. 

The  outflow  from  the  delivery  tube  of 
a  force-pump  as  described  above  would 
be  intermittent;  but  it  may  be  rendered 
more  nearly  continuous  by  means  of  an 
"air  chamber,"  in  which  air,  being  put 
na.  igi.— FoTM pump  'under  pressure  by  the  water  forced  in, 
exerts  continuous  pressure  on  the  out- 
flowing water. 

233.  The  Siphon. — The  siphon  is  a  bent  tube  for  removing 
liquid  from  a  vessel.  The  tube  is  fllled  with  liquid  and  is  then 
inverted,  and  one  end  A  is  immersed  in  the  liquid,  while  the  other 
end  C  is  kept  closed.    When  C  is  opened  liquid  flows  through  the 
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tube  and  out  through  C,  so  long  as  C  is  below  the  level,  D,  of 
the  surface  of  the  liquid. 

To  explain  the  action  of  the  siphon  let  us  consider  the  pressure 
on  the  liquid  at  C  before  the  end  C  is  opened.  If  the  difference 
of  level  of  D  and  Cish,  the  pressure  on  the  liquid 
at  C  is  greater  than  atmospheric  pressure  by  gph. 
Hence,  when  C  is  opened,  the  excess  of  pressure 
inside  causes  a  flow,  and  the  flow  continues  so 
long  as  C  is  below  the  level  of  D  and  A  remains 
immersed.  A  siphon  will  not  act  if  the  highest 
point  B  of  the  tube  is  at  a  greater  height  above 
the  level  of  D  than  the  height  to  which  atmos- 
pheric pressure  will  force  the  liquid  in  an  exhausted  tube. 

284«  Air-pumps.  The  first  pump  for  removing  air  from  a  vessel 
was  invented  by  Otto  von  Guericke  (in  1650).  It  was  essen- 
tially a  suction  pump  like  that  used  for  water, 
the  only  difference  being  the  closer  fit  of 
piston  required  to  prevent  leakage  in  the 
case  of  a  gas.  The  degree  of  exhaustion  that 
can  be  attained  by  such  a  pump  is  low.  The 
flap-valve,  at  the  end  of  the  suction-tube,  will 
not  act  automatically  when  the  pressure  in 
the  receiver  has  become  very  small.  For  this 
reason  a  conical  plug,  carried  by  a  rod  that 
passed  with  some  friction  through  the  piston, 
was  substituted.  Another  difficulty  is  caused 
by  the  fact  that  the  piston  cannot  be  made 
to  fit  the  lower  end  of  the  cylinder  with  per- 
fect accuracy,  so  as  to  expel  all  the  air  drawn 
from  the  receiver  into  the  cylinder.  The  latter 
defect  has  been  remedied  in  the  Geryk  pump 
(Fig.  133)  which  has  a  layer  of  oil  at  the  bottom 
of  the  cylinder;  oil  above  the  piston  also  pre- 
vents leakage  at  the  piston  valve. 

235.  High  Vacuum  Pumps. — Many  pumps 

have  been  devised  for  removing  gases  from 

vessels  and  obtaining  very  high  vacua.    In  nearly  all  of  them 

mercury  has  been  used.    In  the  older  forms  the  level  of  mercury 

in  a  large  bulb  connected  to  the  receiver  was  alternately  lowered 
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and  raised  so  that  the  gas  was  drawn  from  the  receiver  into  the 
bulb  and  then  ejected  through  a  side  tube,  or  the  mercury  fell 
in  drops  through  a  narrow  tube  and  exerted  suction  on  a  side 
tube  connected  to  the  receiver.  These  forms  of  mercury  pump 
are  rapidly  going  out  of  use  and  we  shall  describe  only  two 
of  the  most  recent  and  efficient  mercury  pumps. 

Langmuir's  "mercury  vapor  pump"^  makes  use  of  the  principle 
of  the  aspirator  (§  193)  in  a  novel  form.    A  current  or  "blast" 

of  mercury  vapor  passes  upward  from  the 
heated  flask,  A,  through  the  tubes  B  and  C 
(Fig.  134)  into  the  condenser  D.  An  annular 
space,  E,  surrounding  B  is  connected  through 
F  with  the  vessel  to  be  exhausted.  C  is  en- 
larged into  a  bulb,  H,  just  above  the  upper 
end  of  B  and  H  is  surrounded  by  a  condenser, 
/,  through  which  water  flows.  The  mer- 
cury condensing  in  D  and  H  returns  to  A 
through  the  tubes  L  and  M.  The  gas  from 
F  passes  freely  up  through  E  and,  meeting 
the  blast  of  mercury  vapor  at  P,  is  blown 
outward  and  upward  along  the  walls  of  the 
condenser  H  and  forced  into  the  main  stream 
of  mercury  vapor  passing  up  through  C  into 
the  condenser  D.  A  less  efficient  pump  con- 
nected to  N  maintains  a  vacuum  of  about 
0.3  mm.  (400  bars)  and  removes  the  gas. 
Langmuir's  pump  will  exhaust  a  vessel  of  11 
liters  capacity  from  atmospheric  pressure  to  a  vacuum  of  0.00001 
mm.  (0.015  bars)  in  80  seconds.  Because  of  its  remarkable  sim- 
plicity and  rapidity  of  action  it  marks  a  great  advance  in  methods 
of  obtaining  high  vacua. 


Fxo.  134. —  Langmuirs 
Mercury  vapor  pump. 


The  principle  of  Gaede's  mercury  pump  is  indicated  (without  details) 
in  Fig.  135  and  Fig.  136.  An  iron  cylinder,  g,  with  a  glasa  face,  g*,  is 
more  than  half  filled  with  mercury,  the  surface  of  which  is  at  g.  Inside  of  g 
there  is  a  porcelain  drum,  i,  rotating  about  an  axis,  a,  which  passes  air-tight 
through  g.    This  drum  is  divided  into  two  chambers,  i0|  and  to^  which  eom- 

^The  substance  of  this  description  has  been  supplied,  with  great 
courtesy,  by  the  inventor  of  the  pump.  Dr.  Irving  Langmuir.  A  more 
complete  account  will  appear  in  an  early  number  of  the  Phyaioal  review. 
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munioate  with  g  by  long  channels  between  the  division-walls  of  t.  Each 
chamber  has  an  opening,  /,  by  whioh  the  part  of  the  chamber  above  the 
mercury  is  connected,  through  the  tube  B,  with  the  receiver  to  be 
exhausted.  As  the  drum  is  rotated  counter-clockwise,  the  chamber  t^i  is 
gradually  emptied  of  mercury  and  filled  with  air  drawn  in  through  R, 
As  the  rotation  continues, /|  is  immersed,  and  the  air  in  v,  is  driven  into  g. 
The  action  of  tr,  is  similar.     8ince  either  /|  or/,  is  always  out  of  the 
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mercury,  the  suction  through  R  is  continuous.  The  air  in  g  is  removed  by 
another  pump  (which  may  be  much  less  efficient)  connected  to  r.  Gaede's 
pump  will  produce  a  vacuum  of  about  0.00004  mm. 
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ProUems 

1.  A  train  acquires  5  minutes  after  starting  a  velooity  of  40  km.  per  hour. 

Assuming   constant  aocelerationi  what  is  the  distance  passed   over 

V  \    itv      A        <^uring  the  5th  minute?  An$.  0.0  km. 

.      .  ^^  2,  A  train  having  a  speed  of  70  km.  per  hour  is  brought 

Acceleration.        ^  ^^^  ^^  brakes  in  a  distance  of  600  m.    What  is 

the  acceleration  (assumed  constant)?  An$.  —1.13  km./min*. 

3.  What  is  the  final  speed  of  a  body  which,  moving  with  uniform  accelera- 
tion travels  72  meters  in  2  minutes  if: 

(a)  the  initial  speed -0? 

(b)  the  initial  speed -"15  cm.  per  sec.? 

Arts.  120  cm. /sec.;  105  cm. /sec. 

4.  A  body  is  projected  at  an  angle  of  30^  with  the  horison  with  a  velocity 
of  30  m.  per  sec.  When  and  where  will  it  again  meet  this  horisontal 
plane?    How  far  will  it  ascend?  Ana.  3.06  s.;  79.5  m.;  11.4  m. 

6.  A  body  slides  down  an  inclined  plane  and  in  the  3d  see.  describes 
110  cm.    What  is  the  inclination?  Ana.  V  35^ 

6.  What  initial  vertical  velodty  must  a  ball  have  in  order  to  fall  back 
to  its  starting  point  in  10  sec?  Ana.  4900  cm  /sec. 

?•  At  what  angle  with  the  shore  must  a  boat  be  directed  in  order  to 
reach  a  point  on  the  other  shore  directly  opposite,  if  the  speed  of  the 
boat  be  4  miles  per  hour  and  that  of  the  stream  be  2  miles  per  hour? 

Ana.  60**. 

8.  A  point  goes  over  a  drcular  path  10  cm.  in  diameter  4  times  a  second, 
at  a  uniform  speed.    To  what  acceleration  is  it  subject? 

Ana.  3158  cm. /sec*. 

9.  A  ball  rises  to  a  height  of  50  ft.  and  travels  200  ft.  horisontally.  Find 
the  direction  and  magnitude  of  the  velodty  with  which  it  is  thrown 

Ana.  ^"45";  v-80.2  ft./sec 

10.  Show  that  the  time  of  descent  (without  friction)  down  all  chords  of 
a  vertical  drde  is  the  same. 

11.  What  velodty  must  a  boy  give  a  sUng  of  80  cm.  radius  in  order  that 
the  stone  shidl  not  fall  out  of  the  sling?  Ana.  280  cm./sec. 

12.  What  force  will  a  man  who  wdghs  70  kg.  exert  upon  the  floor  of  an 
elevator  descending  with  an  acceleration  of  100  cm.  per  sec.  per  sec? 

.  .  If  ascending  with  the  same  aooderation? 

l(Uu»r  ^^'  ^^'^  ^*'  ^^  ^^'^  kg.wt. 

18.  A  force  of  1000  dynes  acts  upon  a  mass  of  1  kg.  for 

1  min.    Find  the  velodty  acquired  and  the  space  passed  over  in  this 

time.  Ana.  60  cm./sec.;  1800  cm. 
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M.  A  aho^  iwigfaiiic  10  Iba.  is  ahot  from  a  gun  waighing  8  tona  with  an 
initial  velocity  of  1200  feot  per  aee.  What  ia  the  initial  yelodty  of 
the  reooilT  Ana.  2  ft./aec. 

16.  Tliree  foroeSi  5,  12,  15  are  in  equilibrium.  Find  the  anglea  between 
them.  Ana.  62^"  11';  134''  58';  162^  51'. 

16.  Bodiea  of  maaa  10  kg.  and  8  kg.  are  connected  by  a  atring  over  a  pulley. 
How  far  doea  each  move  from  reat  in  the  firat  two  aeconda? 

An9,  218  cm. 

17.  Twelve  bulleta  are  divided  between  two  aoale  pana  connected  by  a 
cord  paaaing  over  a  pulley.  What  diatribution  will  produce  the 
greateat  tenaion  on  the  aupport  of  the  pulley? 

18.  A  cord  paaaea  over  two  fixed  pulle3ra  and  through  a  third  pulley  aua- 
pended  between  them.  A  maaa  of  10  g.  ia  attached  to  one  end  of  the 
cord,  a  maaa  of  5  g.  to  the  other  end,  and  the  auapended  pulley  and  the 
attached  weight  weigh  2  g.  The  corda  being  aU  vertical,  what  are  the 
aocelerationa  of  the  three  maaaea?  Ana.  809  cm./aec*.;  039;  724. 

19.  A  baaeball  whose  maaa  ia  300  g.  when  moving  with  a  velocity  of  20  m. 
per  aeo.  la  aquarely  atruck  by  a  bat  and  then  haa  a  velocity  of  30  m.  per 
aec  in  the  other  direction.  Calculate  the  impulae  and  average  force  if 
the  contact  laat  .02  aec.        Aru.  15 X 10*  g. — cm./aec.;  7.5 X 10*  dynea. 

20*  With  how  much  energy  must  a  bullet  weighing  20  g.  be  ahot  hori- 

lontally  from  a  gun  4  m.  above  a  level  plane,  in  order  to  atrike  the 

'or^*.  ^  J.       ground  300  m.  away  from  the  gun7 

worx  ana  ^       ,  <^v>«/\i« 

^***^*  21.  A  projectile  traveling  at  the  rate  of  700  ft.  per  aec. 

penetratea  to    the  depth  of  2  in.    Find  the  velocity  neceaaaiy  to 
penetrate  3  In.  A'm.  857  ft./aec. 

22.  A  hammer  weighing  6  kg,  and  moving  with  a  velocity  of  100  cm.  per 
aec  drivea  a  nail  into  a  plank  1  cm.  What  reaiatance  doea  it  overcome 
(auppoaed  uniform)?  Ar^M.  3X10*  dynea. 

28.  A  man  can  bicyde  12  milea  an  hour  on  a  amooth  road;  downward 
force  of  each  foot  in  turn— 20  Iba.,  length  of  atroke—1  ft.,  bicycle  ia 
advanced  17  ft.  for  each  revolution  of  the  cranka.  At  what  H.  P.  doea 
he  work?  An^.  .075  H.  P. 

A  man,  weight  180  lbs.,  runa  up  26  atepa,  each  7  in.  high,  in  4  aec. 
At  what  H.  P.  doea  he  work?  AnM.  1.2  H.  P. 

26*  A  aprinter  who  weigha  161  Iba.  runa  40  yda.  in  4{  aec.,  60  yda.  in  6}  aec, 
100  yda.  in  10  aec  What  ia  (a)  hia  velocity  from  40  to  60  yda.  and 
from  60  to  100  yda.,  (b)  hia  Idnetic  energy  at  the  end  of  40  yarda? 
(o)  Calculate  the  rate  of  working  in  H.  P.  required  to  produce  this 
kinetic  energy,    (d)  In  what  other  waya  doea  he  expend  energy? 

Atu.  (a)  33i  ft./aec.    (b)  2777  ft.  Iba.     (c)  1.09  H.  P. 

26.  Find  the  number  of  watta  in  one  horae-power.  Aim,  746. 

27*  A  aprinter  doea  100  yaida  on  the  horiiontal  in  10.5  aec,  and  the  aame 
distance  up  hiU  with  a  rise  of  82  ft.  in  17.5  aec.  Aaauming  that  hia  rate 
of  working  ia  the  aame  throughout,  calculate  the  added  work  done  in 
the  additional  7.0  aeconda  up  hill  and  the  rate  of  working  that  this 
in^Kee,  the  man'a  weight  being  160  Iba.  An%,  1.88  H.  V 
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28.  100  cu.  ft.  of  water  pass  over  a  dam  10  ft.  high  in  1  min.  What  horse- 
power oould  be  derived  from  this  if  ail  were  utilized?      Ans.  1.9  H.  P. 

39.  A  30-gram  rifle  bullet  is  fired  into  a  suspended  block  of  wood  weighing 
15  kilos.  If  the  block  is  suspended  by  a  string  of  length  2  meters  and 
is  moved  through  an  angle  of  20^,  calculate  the  velocity  of  the  bullet. 
Notice  that  the  impact  of  the  bullet  on  the  block  does  not  change  the 
total  momentum  of  both  (i  46)  and  during  the  subsequent  swing  of  the 
oendulum  its  total  energy  remains  constant.  Ane.  770  m./sec. 

80.  If  a  locomotive  driving-wheel  1.5  m.  in  diameter  makes  250  revolutions 
per  minute,  what  is  the  mean  linear  speed  of  a  point  on  the  periphery? 
P       .  Of  the  point  when  it  is  highest?    When  it  is  lowest? 

Ane,  19.6  m./sec;  39.2  m./sec;  0. 

81.  The  armature  of  a  motor  revolving  at  the  rate  of  1800  revolutions 
per  minute  comes  to  rest  in  20  seconds  after  the  current  is  shut  off. 
Calculate  its  average  angular  acceleration  and  the  number  of  revolu- 
tions, ilns.  — 9  42  rad./sec.';  300  rev. 

82.  Find  in  radians  per  second  the  angular  velocity  of  the  earth  about  its 
axis  and  deduce  the  component  of  this  angular  velocity  about  a  diam- 
eter through  a  point  in  latitude  40^.     (Principle  of  Foucault's  pendulum) . 

88  A  oirde  has  a  diameter  of  16  cm.  A  smaller  circle  tangent  to  it  and 
12  cm.  in  diameter  is  cut  out  of  it.  Where  is  the  center  of  gravity 
-.  ^  of  the  remainder? 

jg^  Ane,  10.6  cm.  from  common  tangent. 

84.  Two  cylinders  of  equal  length  (»20  in.),  and  having 
diameters  of  12  and  6  in.,  are  joined  so  that  their  axes  coincide.  Where 
is  the  center  of  gravity?  Ans.  6  in.  from  junction. 

85.  Find  the  center  of  gravity  of  a  table  4  ft.X3  ft.  XI  in.,  with  legs  at 
the  comers  2  ft.  X2  in.  X2  in.  Ane,  0.238  ft.  from  top. 

86.  The  mass  of  the  moon  is  ^^  of  that  of  the  earth  and  the  average  distance 
between  their  centers  is  240,000  miles.  Calculate  the  position  of  the 
center  of  mass  of  the  two.  Ane,  2963  m.  from  center  of  earth. 

87.  At  the  comers  of  an  equilateral  triangle  ABC  masses  of  1,  2  and  3  lbs. 
respectively  are  placed.  Find  the  distance  of  their  center  of  mass 
from  BC  assuming  each  side  of  the  triangle  to  be  1  ft.  in  length. 

Ane,  0.144  ft. 

88.  A  bar  6  ft.  long  and  pivoted  at  the  middle  has  a  weight  of  24  lbs. 
hung  at  one  extremity.  What  is  the  moment  of  the  weight  (a)  when 
_  the  bar  is  horizontal,  (b)  when  it  makes  an  angle 

of  30®  below,  and  (c)  of  60®  above  with  the  horisontal 

position?  Ane,  72;  62.3;  36  lbs.  wt.  ft/ 

89-  If  it  is  wished  to  upset  a  tall  column  by  a  rope  of  given  length  pulled 

from  the  ground,  where  should  it  be  applied,  if  the  length  of  the  rope 

is,  (1)  equal  to,  (2)  .twioe,  the  hdght  of  the  column? 

40.  Find  the  moment  of  inertia  of  a  sphere  (m^20,  r—2)  about  an  axis 
tangent  to  its  surface.  Ane.  112. 

41.  Find  the  moment  of  inertia  of  three  circular  disks,  all  three  touching 
moitk  other  in  the  same  plane,  about  a  perpendicular  axis  passing  through 
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the  center  of  one  of  them.    The  mAM  of  eaoh  is  100  g.  and  the  radius 
of  each  is  6  om.  Ans.  34,200  gm.  cm.' 

42.  Two  masses,  100  kg.  and  200  kg.,  respectively,  are  connected  by  a 
rigid  rod  1  m.  long.  The  system  is  thrown  so  that  the  center  of 
gravity  has  a  velocity  of  20  m.  per  second  and  the  system  turns  10 
times  per  second  about  this  center.  Find  the  kinetic  energy  of  the 
system.  An$.  192  X 10^*  ergs. 

43.  What  energy  has  a  grindstone  1}  m.  in  diameter,  weighing  1000  kg. 
and  rotating  once  every  2  sec. 7  Ana,  13.9  X 10*  ergs. 

44.  A  solid  iron  cylinder,  100  cm.  diameter,  rolls  doWn  a  plane  6  m.  long 
inclined  at  30**.    What  linear  velocity  does  it  acquire? 

Ans,  627  cm. /sec. 
46.  A  block  of  stone  weighs  2.5  tons  and  ia  in  the  form  of  a  cube  of  1  yard 
side.    It  rests  on  level  ground.    What  is  the  least  force  which  applied 
to  the  block  will  cause  it  to  revolve  about  a  horisontal  edge? 

An9.  1768  lbs.  wt. 

46.  Parallel  forces  of  1,  2  and  3  units  respectively  act  at  the  comers  A, 

B,  C  of  an  equilateral  triangle  of  1  ft.  side.    Find  the  distance  of  the 

p      11  .  ^  resultant  from  BC.  Ans,  0.144  ft. 

47.  Parallel  forces  of  10  and  6,  but  in  opposite 
directions,  are  applied  to  a  bar  at  distances  of  8  and  3  from  one  end. 
What  is  the  magnitude  of  the  resultant  and  where  does  it  act? 

Ans,  4;  15.5. 

48.  Two  equal  parallel  forces,  each  50  dynes,  act  in  opposite  directions 
at  the  ends  of  a  bar  10  cm.  long.  The  bar  makes  an  angle  of  45^  with  the 
direction  of  the  force.    What  is  the  moment  of  the  couple? 

Ans,  353.5  dynes-cm. 

49.  A  man  and  a  boy  carry  a  weight  of  20  kg.  between  them  by  means  of 
a  uniform  pole  2  m.  long,  weighing  5  kg.  Where  must  the  weight  be 
placed  so  that  the  man  may  carry  twice  as  much  of  the  whole  weight  as 
the  boy?  Ans,  0.416  m.  from  middle. 

60.  A  rod,  the  mass  of  which  is  1  kg.,  hangs  from  a  hinge  on  a  vertical 
wall  and  rests  on  a  smooth  floor.  Calculate  the  force  on  the  floor  and 
En  iHhri  *^®  force  on  the  hinge.  Ans.  500  g.;  500  g. 

^  *  61.  A  uniform  ladder  30  feet  long  and  of  50  lbs.  weight 

rests  with  the  upper  end  against  a  smooth  vertical  wall,  and  the  lower 
end  is  prevented  from  slipping  by  a  peg.  If  the  inclination  of  the 
ladder  to  the  horisontal  is  30®,  find  the  force  on  the  wall  and  at  the 
peg.  Ans,  43.3  lbs.  wt.;  66.1  lbs.  wt. 

62.  A  bam  door  is  10  ft.  long  and  5  ft.  wide  and  weighs  200  lbs.  The 
hinges  are  1  ft.  from  the  ends  and  the  weight  is  carried  entirely  by  the 
upper  hinge.  Find  the  direction  and  magnitude  of  the  resultant  force 
on  the  upper  hinge.  Ans,  209  lbs.  wt.;  17®  21'  to  vertical. 

63.  One  end  of  a  certain  rod  is  clamped.  If  the  other  end  is  pulled  1  cm. 
from  its  natural  position  and  then  released,  it  starts  with  an  acceleration 

DteiodiA  muHtrnm  ^^  ^^  *'™'  ^^  **^"  ^^  *^*    What  IS  the  period  of  its 

vibration?  Ans,  1.98  sec. 
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64.  The  balanoe-wheel  of  a  watoh  makee  6  complete  vibrationB  in  2  see. 

With  what  angular  aooderation  wiU  it  start  when  turned  30^  from  its 

position  of  equilibrium  and  released?  An9.  129.84  rad./Beo'. 

66.  A  hoop  of  26  om«  radius  hangs  on  a  peg.    Prove  that  its  period  of 

vibration  is  equal  to  that  of  a  simple  pendulum  whose  length  is  equal 

to  the  diameter  of  the  hoop. 
66*  A  olook  gains  3  min.  a  day.    Find  the  error  in  the  length  of  the  pendu- 

lum»  regarding  it  as  a  simple  pendulum.  07—980).  Ana.  0.414  om. 

67*  A  pendulum  whioh  is  a  seconds  pendulum  where  g— 980,  vibrates  but 

69.96  times  a  minute  on  top  of  a  mountain.    What  is  the  acceleration 

of  gravity  at  this  point?  Ans.  978.37. 

68»  A  rod  2  m.  long  is  freely  suspended  at  one  end.    Calculate  its  period 

of  vibration.  Ans.  2.31  sec. 

69.  A  seconds  pendulum  Is  drawn  aside  and  released  and  at  the  same 

moment  a  ball  is  allowed  to  fall.    The  ball  and  the  bob  collide  as  the 
^    pendulum  passes  through  the  vertical.    Calculate  the  height  of  fall  of 

the  ball.  Ana.  122.6  cm. 

60.  The  coefficient  of  friction  for  two  surfaces -■0.14.    A  pull  of  20  kg. 

weight  will  overcome  what  pressure  between  them?  Ana.  143  kg. 

n^t^Li  01«  What  force  applied  parallel  to  a  plane  inclined  at  20^ 

will  push  up  a  block  weighing  100  kg.,  the  coefficient  of 

friction  between  the  two  being  0.24;  (a)  the  block  moving  uniformly; 

(6)  the  block  having  an  acceleration  of  100  cm.  per  sec.  per  sec.? 

Ana.  (a)  66.7  kg.  wt.;  (6)  66.9  kg.  wt. 

62.  What  is  the  ooeffident  of  friction  between  a  body  and  a  horiiontal 
plane  if  the  body  loses  a  velocity  of  100  ft.  per  sec.  and  comes  to  rest  in 
moving  200  ft.  over  the  plane?  Ana.  0.776. 

63.  A  toboggan  slides  100  yards  downa  track  inclined  at  20^  to  the  horisontal 
in  11  seconda.    Calcidate  the  coefficient  of  friction.  Ana.  0.20. 

64.  A  small  block  rests  on  a  horisontal  revolving  platform  at  a  distance 
of  40  cm.  from  the  axis  of  revolution.  If  the  coefficient  of  friction 
is  .30  at  what  angular  velocity  of  the  platform  will  the  block  just  begin 
to  slip?  Ana.  2.71  rad./sec. 

66.  A  man  raises  a  stone  1  in.  with  a  lever  of  the  first  class  10  ft.  long 
weighing  60  lbs.,  the  f ulcnmi  being  1  ft.  from  the  point  of  application  to 
_^  . .  the  stone.    If  he  exerts  a  force  of  100  lbs.  wt.  what 

foroe  is  applied  to  the  stone  and  what  work  does  he 
do?  Ana.  1,100  lbs.  wt.;  76  ft.  lbs. 

66.  A  boy  who  exerts  a  push  of  60  lbs.  wt.  wishes  to  roll  a  barrel  weighing 
200  lbs.  into  a  wagon  2}  ft.  high.  Assuming  that  he  pushes  In  a 
line  through  the  center  of  the  barrel  parallel  to  the  plank,  how  long  a 
plank  wiU  he  need  and  how  much  work  will  he  do? 

Ana.  10  ft.;  600  ft.  lbs. 
67*  A  body  weighs  12  lbs.  on  one  side  of  a  false  balance  and  12.6  lbs.  on 
the  other  side.    What  is  the  ratio  of  the  arms  of  the  balance? 

Ana.  1.021. 
68b  A  man  weighing  160  lbs.  sits  on  a  platform  suepended  from  a  movaUe 
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puUey  and  ndses  himaelf  by  a  rope  pasting  ovw  a  fiaad  pull«y.    Sui>> 
ponng  the  oords  are  parallel,  what  foroe  does  he  exert? 

An$,  60  lbs.  wt. 

69.  A  wheel  whose  radius  is  25  om.  is  fastened  to  one  end  of  a  serew  whose 
pitch  is  1  mm.  What  foroe  can  the  screw  exert  in  its  nut  when  a  force 
of  1  kg.  wt.  is  applied  tangentially  to  the  wheel,  friction  being  supposed 
negligible?  Ans,  1570  kg.  wt. 

70*  Compare  the  mechanical  advantages  of  a  block  and  tackle  when  the 
end  of  the  cord  is  attached  to  the  upper  block  and  when  it  is  attached 
to  the  lower. 

71.  How  far  above  the  surface  of  the  earth  must  a  body  be  to  lose  0.1  per 
cent,  in  weight?  Ans.  1.95  mi. 

Onviteti  ^^*  ^^  ^^^  moon's  mass  is  -^  that  of  the  earth,  and  its 

•  diameter  2160  mUes,  that  of  the  earth  being  7900 

miles,  what  is  the  acceleration  of  gravity  on  the  moon's  surface? 

Ans.  164  cm. /sec'. 

73.  Find  the  time  of  revolution  of  the  earth  which  would  cause  bodies  to 
have  no  apparent  weight  at  the  equator.  An9.  1.41  hr. 

74.  A  wire  300  cm.  long  and  1  mm.  in  diameter  is  stretched  1  mm.  by  a 
weight  of  3000  g.    What  is  Young's  Modulus? 

Ans.  11.2X10"  dynes/om.*. 

76.  A  weight  Is  himg  from  the  ceiling  by  a  steel  wire  2  m. 

Blasticity.  long  and  of  1  mm.  diameter  j<^ed  to  a  copper  wire 

1  m.  long  and  of  0.6  mm.  diameter.  Another  weight 
sufficient  to  produce  a  total  extension  of  1  mm.  is  added.  Calculate  the 
extension  of  each  part.  Ans.  0.19  mm.;  0.81  mm. 

76.  To  opposite  faces  of  a  cubical  block  of  jelly  of  20  cm.  edge  parallel  and 
opposite  forces  of  1  kg.  each  are  applied  and  produce  a  relative  motion 
of  1  cm.    Calculate  the  strain,  the  stress  and  the  shear  modulus. 

Ans.  0.05;  2450  dynes/cm.*;  49000  dynes/om.* 

77*  An  iron  bar  of  400  c.c.  volume  falls  from  a  ship  and  sinks  to  the  bottom 

of  an  ocean  1000  m.  deep.    How  much  is  its  volume  diminished, 

assuming  that  each  10  m.  of  water  pressure  produces  a  pressure  equal  to 

that  of  the  atmosphere,  which  equals  one  million  dynes  per  sq.  cm. 

Ans.  0.020  0.0. 

78.  A  ball  wdghing  20  kg.,  moving  with  a  velocity  of  500  cm.  per  sec., 
strikes  a  second  ball  weighing  100  kg.  which  Is  at  rest.  If  the  first  ball 
rebounds  with  a  velocity  of  100  cm.  per  sec.,  what  will  be  the  velocity  of 
the  second?  Ans,  120  cm./8ec. 

79.  Two  bodies  differing  in  bulk  w«gh  the  same  in  water;  compare  the 
weights  in  mercury;  in  vacuo. 

Pfan*itl     of   ^^'  ^  Q^'^^  ^^  copper  suspected  of  being  hollow  weighs 

^jlljj^         523  g.  in  air  and  447.5  g.  in  water.    What  is  the  volume 

^  of  the  cavity?  Ans.  10.8  c.c. 

81.  The  specific  gravity  of  ice  is  0.918,  that  of  sea-water  1.03.    What  is  the 

total  volume  of  an  iceberg  of  which  700  oo.  yds.  is  exposed? 

Ans.  6488  ou.  yds. 
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82.  A  blook  of  wood  weighing  1  kg.,  whose  spedfio  gravity  is  0.7,  is  to  be 
loaded  with  lead  so  as  to  float  with  0.0  of  its  volume  immersed.  What 
weight  of  lead  is  required  (1)  if  the  lead  is  on  top?  (2)  if  the  lead  is 
below?  Ana.  286  g.;  313.5  g. 

83.  A  hydrometer  sinks  to  a  certain  mark  in  a  liquid  of  sp.  gr.  0.6,  but  it 
takes  120  g.  to  sink  it  to  the  same  mark  in  water.  What  is  the  weight 
of  the  hydrometer?  Ana,  180  g. 

84.  One  of  the  limbs  of  a  U-shaped  glass  tube  contains  mercury  to  the 
height  of  0.175  m.;  the  other  contains  a  different  liquid  to  a  height  of 
0.42  m.,  the  two  columns  being  in  equilibrium.  Requiredi  the  specific 
gravity  of  the  second  liquid  with  reference  to  mercury  and  to  water. 

85.  Find  the  volume  in  ou.  ft.  of  the  smallest  block  of  ice  which,  floating 
on  fresh  water,  will  just  carry  a  man  who  weighs  150  lbs. 

Ana,  29.3  cu.  ft. 

86.  Given  a  body  A  which  weighs  7.55  g.  in  air,  5.17  g.  in  water,  and  6.35  g. 
in  another  liquid  B;  required,  the  spedfie  gravity  of  the  body  A  and  the 
liquid  B.  Ana,  3.17;  0.504. 

87.  A  block  of  brass  10  cm.  thick  floats  on  mercury.  How  much  of  its 
volume  is  above  the  surface,  and  how  many  cm.  of  water  must  be  poured 
above  the  mercury  so  as  to  reach  the  top  of  the  block?  (Density  of 
mercury -■13.6;  of  brass -■8.5.)  Ana,  0.375  of  the  whole;  4.05  cm. 

88.  Two  tubes  are  inserted  in  a  vessel  of  water  on  the  same  horizontal  plane. 
The  diameter  of  the  one  is  0.5  mm.  and  its  length  is  20  cm.;  the  diameter 
of  the  other  is  0.25  mm.  and  its  length  is  10  cm.  Compare  the  amounts 
of  water  flowing  through  the  two  tubes  in  a  given  time.        Ana,  8: 1. 

89.  The  diameter  of  the  small  piston  of  an  hydrostatic  press  is  2  in.,  the 
diameter  of  the  large  piston  is  2  ft.  What  weight  on  the  small  piston 
will  support  two  tons  on  the  large  piston?  Ana,  27.77  lbs. 

90.  The  pressure  at  the  bottom  of  a  lake  is  three  times  that  at  a  depth  of 
2  m.  What  is  the  depth  of  the  lake?  (Atmospheric  pressure  » 76  cm. 
of  mercury.)  Ana,  26.67  m. 

91.  A  retaining  wall  3  m.  wide  and  40  m.  long  is  inclined  at  30°  to  the 
horisontal.  Find  the  total  force  in  kg.  exerted  against  it  by  the  water 
when  the  water  rises  to  the  top.  Ana,9X  10*  kg. 

92.  What  is  the  outward  force  exerted  by  the  water  on  the  sides  of  a  cir- 
cular tank  1  m.  in  'diameter,  the  height  of  the  water  being  150  cm.? 
What  is  the  thrust  due  to  the  water  on  the  bottom? 

Ana,  3532  kg.  wt.;  1178  kg.  wt. 

93.  The  surface  tension  of  a  soap-bubble  solution  is  27.45  (dynes/cm.). 
How  much  greater  is  the  pressure  inside  a  soap-bubble  of  3  cm.  radius 
than  in  the  air  outside?  Ana,  36.6  dynes/cm*. 

94.  How  far  will  water  be  projected  horisontally  from  an  aperture  3  m. 
below  the  water  level  of  a  tank  and  10  m.  above  the  ground  (neglecting 
air  resistance)?  Ana.  10.06  m. 

90.  A  body  whose  speoific  gravity  is2{s  weighed  in  air  of  specifie  gravity  0.0013 
with  weights  of  speoific  gravity  9.  The  weight  in  air  being  100  g.,  what  [g 
the  true  weight?  Ana.  100.050  g. 
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.._...   96,  If  the  barometer  slnkB  15  mm.,  how  much  is  the 
Properties  of  ,     ,  j  j- 

p'^  prenure  in  dynes  per  sq.  cm.  deoreased? 

"^'  Ans.  19992  dynes/cm«. 

97.  An  air  bubble  at  the  bottom  of  a  pond  6  m.  deep  has  a  volume  of  0.01 
0.0.  Find  the  volume  just  as  it  reaches  the  surface,  the  barometer 
standing  700  mm.  Ans.  0.0158  o.c. 

98.  Owing  to  the  presence  of  air  the  mercury  column  in  a  barometer  85  cm. 
long  stands  at  70  cm.  when  an  accurate  barometer  stands  at  75  cm. 
WfaAt  pressure  will  this  barometer  indicate  when  an  accurate  barometer 
stands  at  72  cm.?  Ans.  67.67  cm. 

99.  A  barometer  reads  73  cm.  Calculate  the  thrust  on  one  side  of  a  board 
1  m.  square.  Ans.  9928  kg.  wt. 

100.  A  barometer  has  a  cross-section  of  2  sq.  cm.  and  is  so  long  that  as  the 
mercury  stands  at  76  cm.,  there  is  a  vacuum  space  10  cm.  long. 
Some  air  is  allowed  to  enter  and  the  mercury  falls  10  cm.  What  was 
the  volume  of  the  air  before  it  entered?  Ans.  5.26  cm*. 

101.  How  high  must  we  ascend  above  the  sea-level  to  observe  a  depression 
of  1  mm.  in  the  height  of  the  barometer?  Density  of  air ->  0.0013 
(approx.).  Ans.  10.4  m, 

102.  A  glass  tube  60  cm.  long,  closed  at  one  end,  Is  sunk,  open  end  down,  to 
the  bottom  of  the  ocean.  When  drawn  up  it  is  found  that  the  water 
has  penetrated  to  within  5  cm.  of  the  top.  Atmospheric  pressure 
»76  cm.  of  mercury.  Calculate  the  depth  of  the  ocean,  assuming  the 
density  constant,  and  equal  to  1.026.  (Principle  of  Lord  Kelvin's 
soimding  apparatus.)  Ans.  110.8  m. 

103.  In  a  vessel  of  1  ou.  meter  volume  are  placed  the  following  amounts  of 
gas:  (1)  hydrogen,  which  occupies  1  cu.  m.  at  atmospheric  pressure. 

(2)  nitrogen,  which  occupies  3  cu.  m.  at  a  pressure  of  2  atmospheres. 

(3)  oxygen,  which  occupies  2  cu.  m.  at  a  pressure  of  3  atmospheres. 
Calculate  pressure  of  mixture.  Ans.  13  at. 

104.  The  mouth  of  a  vertical  cylinder  18  in.  high  is  dosed  by  a  piston  whose 
area  is  6  sq.  in.  If  a  weight  of  100  lbs.  be  placed  on  the  piston,  how 
far  will  it  descend,  supposing  the  atmospheric  pressure  to  be  14  lbs. 
per  sq.  in.,  the  friction  negligible  and  the  temperature  constant? 

Ans.  9.8  in. 

105.  A  cylindrical  diving-bell  7  ft.  in  height  is  lowered  until  the  top  of  the 
bell  is  20  ft.  below  the  surface  of  the  fresh  water.  If  the  barometer 
height  at  the  time  is  30  in.,  how  high  will  the  water  rise  in  the  bell? 
What  air  pressure  in  the  bell  would  just  keep  the  water  out? 

Ans.  2.96  ft.;  1.82  at. 

106.  (a)  What  fraction  of  an  atmosphere  is  the  difference  in  pressure  be- 
tween two  points  in  air  at  O®  C.  and  76  cm.  pressure  if  the  difference 
of  level  is  1  cm.?  (b)  How  large  a  difference  of  level  would  produce 
a  difference  of  pressure  of  0.01  per  cent,  of  an  atmosphere? 

Ans.  126X  10-<;  80  cm. 
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Bt  E.  PBRdYAL  LbWIS,  Ph.  D. 
Ptoftuof  ofPhy9ie$  in  the  Univeraity  of  Calif omia 

2S6.  Characteristics  of  Wave  Motion* — ^The  word  wave  recalls 
the  familiar  phenomena  observed  whenever  the  surface  of  a  body 
of  water  is  disturbed.  Large  waves  are  usually  so  irregular  that  it 
would  be  difficult  to  reach  any  general  conclusions  regarding  the 
laws  of  their  formation  or  propagation.  If  less  complex  waves 
be  observed,  such  as  those  produced  by  throwing  a  pebble  into  a 
quiet  pond  or  by  the  gentle  disturbance  of  the  water  or  mercury 
in  a  tank,  it  wiU  be  seen  that  they  are  alternate  ridges  and  hollows 
in  the  surface,  which  diverge  in  uniformly  expanding  circles  from 
the  center  of  disturbance.  If  small  pieces  of  cork  rest  on  the  sur- 
face another  important  characteristic  of  wave  motion  may  be 
observed.  The  particles  rise  on  an  approaching  wave,  ride  for- 
ward on  its  crest  for  a  short  distance,  then  fall  back  into  the  suc- 
ceeding hoUow,  to  again  move  upward  and  forward  on  the  next 
crest.  They  describe  orbits  in  a  vertical  plane  which  are  evidently 
circidar  or  elliptical.  Since  these  particles  participate  in  the 
movement  of  the  water  on  which  they  rest,  it  is  plain  that  the 
water  as  a  whole  does  not  move  continuously  forward  with  the 
waves,  but  that  each  element  rotates  about  its  original  undis- 
turbed position,  to  which  it  returns  when  the  train  of  waves  has 
passed.  Waves  are,  therefore,  the  progression  of  a  shape  or 
condition^  not  of  matter. 

287.  Water  waves  illustrate  the  following  fundamental  charac- 
teristics of  all  wave  motions  in  material  media:  (1)  AU  parts  of 
the  medium  reached  by  the  disturbance  are  subject  to  periodic  die- 
placemenU  about  their  positions  of  equilibrium.  (2)  The  dis- 
turbance is  propagated  at  a  uniform  rate,  each  displaced  partide 
transferring  its  motion  to  its  neighbors  by  pressure  or  through  some 
mechanical  connection.  The  moving  elements  of  the  medium 
possess  kinetic  energy  due  to  their  motion  and  potential  energy. 
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due  to  their  displacements.  This  energy,  originally  derived  from 
the  source  of  disturbance,  is  passed  on  from  element  to  element, 
so  that  there  is  a  continuous  flow  of  energy  with  the  advancing 
waves. 

238*  Types  of  Waves. — ^The  displacements  in  the  case  of  water 
waves  do  not. extend  far  beneath  the  surface,  hence  disturbances 
are  propagated  in  two  dimensions  only,  in  superficial  waves. 
There  is  another  familiar  type,  resembling  water  waves  in  general 
shape,  which  may  be  propagated  along  a  linear  medium,  such  as  a 
wire  or  rope.  These  may  be  called  linear  waves  (although  the 
disturbance  extends  across  a  finite  area)  because  they  are  propa- 
gated in  one  direction  only.    Such  waves  may  be  studied  by 

filling  a  long  rubber  tube  with  shot  and  suspending 
it  from  a  tall  support,  holding  the  lower  end  taut  in 
the  hand.  If  the  tube  is  struck  a  sharp  blow  near 
the  lower  end,  a  distortion  resembling  a  wave  crest 
will  travel  slowly  to  the  upper  end,  where  it  will  be 
immediately  reflected  with  reversed  curvature,  on 
account  of  the  elastic  reaction  at  the  fixed  point. 
(Fig.  137,  a,  6,  c).  It  will  travel  to  the  lower  end 
and  be  reflected  back  and  forth  several  times  until 
its  energy  is  exhausted  by  friction.  This  is  a  solitary 
wave.  If  the  lower  end  is  rapidly  moved  back  and  forth  through 
a  small  amplitude,  by  properly  timing  the  displacements  a  series 
or  train  of  waves  of  opposite  curvatures  (''crests  and  hollows") 
will  travel  upward,  crossing  a  similar  train  reflected  downward. 
The  combined  effect  of  the  two  trains  is  to  cause  the  tube  to 
oscillate  between  the  positions  shown  by  the  full  and  the  dotted 
line  in  Fig.  137,  d. 

In  the  cases  mentioned  the  oscillations  of  the  medium  are  in 
part  or  altogether  at  right  angles  or  transverse  to  the  direction  of 
propagation,  so  that  the  displacements  of  the  boimdary  of  the 
medium  give  rise  to  a  definite  wave  shape.  It  is  possible,  how- 
ever, for  the  vibrations  to  take  place  in  the  direction  of  propaga- 
tion of  the  wave,  as  is  the  case  with  one  component  of  the 
displacement  in  water  waves.  When  the  displacements  are 
altogether  in  the  direction  of  propagation  it  is  evident  that  the 
wave  can  have  no  shape,  as  the  boundaries  of  the  medium  are  not 
.displaced,  but  there  will  be  periodic  changes  in  density,  arising 
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from  the  fact  that  different  particles  are  at  any  instant  in  different 
phases  of  displacement,  so  that  in  one  region  they  will  be  crowded 
together,  while  in  another  they  will  be  separated.  This  may  be 
illustrated  by  a  row  of  massive  spheres,  connected  by  elastic 
cords  or  springs,  as  shown  in  Fig.  138,  a.  If  the  second  sphere 
were  immovable,  the  first  alone  would 
oscillate  when  pulled  downward  and  re- 
leased. If  the  spheres  are  all  free  to  move, 
the  transmitted  impulse  will  set  all  in  vibra- 
tion. On  account  of  the  inertia  of  the 
spheres  and  the  elasticity  of  the  connec- 
tions, the  displacement  of  each  sphere  will 
lag  behind  that  of  its  neighbor  below,  and 
each  vibration  will  be  in  a  different  phase, 
until  we  come  to  the  sphere  £,  which  be- 
gins its  first  vibration  when  A  begins  its 
second  vibration.  The  figure  shows  the  re- 
sultant effect  when  the  first  sphere  has  com- 
pleted one  vibration  (b)  and  one  and  a  half 
vibrations  (c)  after  it  first  moved  upward 
through  its  resting  point.  It  is  evident  from 
the  figure  that  the  conditions  of  condensation 
and  of  rarefaction  are  propagated  with  the 
velocity  of  the  wave.  There  is  no  change  of 
shape  in  the  system,  but  if  lines  proportional 
to  the  displacements  are  drawn  from  each 
resting  point,  to  the  right  for  upward  dis- 
placements, to  the  left  for  downward  dis- 
placements (that  is,  if  each  displacement  is 
rotated  through  90^  to  the  right  or  the  left), 
a  smooth  curve  drawn  through  the  ends  of 
these  lines  will  have  the  general  shape  of  a 
transverse  wave  (h,  c).  We  have  thus  a  means  of  graphically 
representing  longitiLdinal  waves  in  a  way  clearly  co5rdinating 
them  with  transverse  waves. 

If  a  series  of  heavy  bars  are  attached  horizontally  at  equal 
intervals  to  a  suspended  wire,  and  if  the  lowest  bar  executes  tor- 
sional vibrations,  waves  of  angular  displacement  will  travel  up 
the  wire.    Such  torsional  waves  may  be  represented  graphically 
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by  erecting  ordinates  proportional  to  the  angle  of  torsion  at  each 
point  on  an  axis  representing  the  wire. 

There  are  many  cases  where  wave  disturbances^  such  as  those 
of  sound  in  air,  are  propagated  in  three  dimensions  in  a  uniform 
medium*  These  disturbances  will  travel  equal  distances  in  all 
directions  in  equal  times,  hence  the  waves  will  be  spherical,  with 
the  source  as  a  center.  A  hemispherical  wave  of  this  type  would 
be  produced  in  a  block  of  rubber  by  striking  it  at  a  point. 

80  far  we  have  considered  the  effect  of  meohamoal  diBturbanoes  of  a 
medium  only.  The  idea  of  wave  motion  may,  however,  be  extended  to 
cases  where  any  physical  oondition  in  a  medium  varies  periodically  at  each 

point  and  is  propagated  with  a  finite  velocity  through  the 

medium.    A  familiar  example  is  found  in  the  "  heat  waves  " 

which  travel  into  the  earth  as  a  result  of  the  periodic  heat- 
ing and  cooling  of  the  surface.  In  the  afternoon  the  sur- 
face reaches  a  maximum  temperature.  Owing  to  the  slow 
conduction  of  the  heat,  this  maximum  travels  slowly  down- 
ward, all  the  while  becoming  less  and  less,  owing  to  the 
fact  that  each  particle  passes  on  only  a  portion  of  the 
energy  received  by  it,  not  nearly  all,  as  in  the  case  of 
elastic  media.  At  night  the  surface  reaches  a  TninimnTn 
Fio.  180.  temperature  which  penetrates  into  the  soil  at  the  same 
rate  as  the  maximum.  The  distribution  of  temperatures 
in  the  afternoon  and  at  night  are  represented  by  the  full  and  the  dotted 
line  in  Fig.  139.  The  abscissa  of  the  point  A  represents  the  average  tem- 
perature. AB  IB  the  distance  traveled  by  the  heat  wave  in  twenty-four 
hours.  Another  example  of  immaterial  waves  is  found  in  the  electrical 
waves  traveling  along  conductors  or  in  free  space,  due  to  periodic  change 
in  the  electrical  condition  at  different  points.  Light  waves  are  very  short 
electrical  waves  (§543). 

239.  Vibrations  in  Wave  Motion. — ^In  all  departments  of 
physics,  particularly  in  Sound,  Light,  and  Electricity,  waves  play 
an  important  part,  hence  the  study  of  wave  motion  is  of  funda- 
mental importance.  Since  periodic  displacements  or  changes  in 
condition  are  an  essential  feature  of  wave  motion,  it  is  necessary 
to  study  such  phenomena  in  detail.  The  only  periodic  motions 
which  lend  themselves  readily  to  simple  analysis  are  those  of 
uniform  motion  in  a  circle  or  the  projections  of  such  motions  along 
a  line,  the  latter  being  called  simple  harmonic  motions.  (§108  et 
aeq.) 

As  pointed  out  in  §111,  the  vibrations  of  all  elastic  bodies  must 
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be  either  simple  harmonic  motions  or  compounded  of  such  motions 
(§248)  I  since,  for  small  displacements  at 
least,  the  force  of  restitution  is  propor- 
tional to  the  displacement. 

240.  Resolution  of  Simple  Harmonic  ^ 
Motions. — ^As  the  motion  is  a  linear  dis- 
placement, it  may  be  resolved  into  two 
or  more  components  like  any  other  dis- 
placement (§25).  If,  for  example,  the 
piston  rod  AB  (Fig.  140)  executes  simple  harmonic  vibrations  in  a 
horizontal  line  (the  projected  motion  of  the  crank  pin  on  a  fly- 
wheel), a  pin  P  attached  to  it  and  sliding  in  a  slotted  cross  bar 
attached  to  the  rod  CD  will  cause  the  latter  to  execute  a  simple 
harmonic  vibration  in  the  direction  of  its  length,  if  guides  allow  it 
to  move  only  in  that  direction.  If  the  amplitude  of  AB  is  r,  the 
length  of  the  crank  arm,  that  of  CD  is  r  cos  a. 

241.  Superposition  of  Simple  Hannonic  Motions. — In  many 
cases  a  body  may  be  subjected  to  several  simultaneous  simple 
harmonic  displacements  in  the  same  or  in  different  directions  and 
of  the  same  or  different  periods.  Familiar  illustrations  are  found 
in  the  vibrations  of  musical  instruments  (§605  et  seq.)  and  when- 
ever different  sets  of  waves  are  superimposed  on  or  cross  each 
other.  If  the  displacements  are  entirely  independent,  it  is 
evident  that  the  resultant  effect  may  be  obtained  by  the  geomet- 
rical addition  of  displacements  (§13).    If  a  light  pendulum  is 

suspended  from  a  heavy  one,  as  shown  in  Fig.  141 ,  and 
both  set  in  vibration  in  the  same  plane,  at  a  given 
instant  the  total  displacement  of  the  lower  bob  is 
x=^Zi+z^;  or  if  the  pendulums  vibrate  at  right 
angles,  the  residtant  displacement  is  rsv^xM^  In 
such  a  case  the  two  systems  are  not  entirely  inde- 
pendent, on  account  of  their  connections  and  inertia, 
and  the  two  displacements  will  not  remain  of  the 
simple  harmonic  type.  If  a  simple  pendulum  be  set 
in  vibration,  and  later  an  impulse  at  right  angles  to  its 
direction  of  motion  be  applied,  it  will  move  in  a  circular  or 
elliptic  orbit  (conical  pendulum),  or  in  a  line  inclined  to  its 
original  direction.  In  studying  these  effects  the  most  useful 
cases  to  consider  are  those  in  which  the  periods  of  the  com- 
ponenta  are  either  equal  or  in  some  simple  ratio  to  one  another. 

IS 
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242.  Composition  of  Two  Simple  Harmonic  Motions  of  Same 
Period  and  in  Same  Line. — A  body  at  0  (Fig.  142)  has  a  horizontal 

simple  harmonic  motion  of  period 
T  and  amplitude  r^.  When  the 
phase  of  this  vibration  is  e  a 
second  simple  harmonic  vibration 
of  the  same  period,  in  the  same  line, 
and  of  amplitude  r,  is  imparted  to 
the  body.  When  the  phase  of  the 
second  disturbance  becomes  wt  that 
of  the  first  is  wt+e;  6  is  the  phase 
difference.  To  find  the  resultant 
displacement  and  phase,  describe 
circles  of  reference  of  radii  r^  and  r, 
about  0.  On  these  radii,  including 
the  angle  e,  complete  the  parallelogram,  and  draw  the  diagonal 
OC^B.    Then,  denoting  OP  by  x^,  OQ  by  x„  and  OC  by  B, 

x^^r^cosiwi+e)  (1) 

x^-^^r^  cos  wt  (2) 
and,  from  the  parallelogram  OCfiC^^ 

B' = rj* + r,' + 2T{r^  cos  e  (3) 

If  X  is  the  resultant  displacement 

x=x^+x^-^OP  +OQ''OQ+QS^OS. 
Hence  a;=J8  cos  (jot +  6)  (4) 

This  holds  good  for  any  value  of  (oU  The  resultant  is,  therefore, 
a  simph  harmonic  motion  of  the  same  period  as  that  of  the  com- 
ponents, of  amplitude  B  and  with  a  phase  {(ot  +  0)  intermediate 
between  the  phases  of  the  components.  It  is  the  projected  motion 
of  the  point  C  in  the  resultant  circle  of  reference  of  radius  B. 

The  above  results  may  also  be  obtained  from  the  component 
simple  harmonic  motions  (1)  and  (2)  without  use  of  the  circles  of 
reference.  For  the  sum  of  x^  and  x^  may  evidently  be  written  in 
the  form: 

x=(ri  cos  e+fj)  cos  (ot—  (r^  sin  e)  sin  wt. 

If  we  now  introduce  a  new  length  B  and  a  new  angle  0  such  that 

B  cos  ^  =  (rj  cos  e+r^ 
iZ  sin  ^ » (fj  sin  e) 
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we  can  by  simple  trigonometry  obtain  (3)  and  (4)  and  also  an 
expression  for  tan  0. 

It  is  evident  from  (3)  that  i2  is  a  maximum,  (r^+r^f  when 
6=0  and  fi  is  a  minimum,  (''i^^a)*  when  aaslSO^. 

While  the  above  refers  to  the  addition  of  two  simple  harmonic 
motions  of  the  same  period,  we  can  extend  it  to  the  case  of  two 
vibrations  of  different  periods  by  supposing  the  phase  difference, 
e,  to  change  uniformly  with  the  time.  We  may  suppose  the  two 
motions  to  start  at  the  same  instant,  e  being  then  0.  At  time  ^, 
the  value  of  e  will  be  (a>i^(o^t^2n(n^^n^t,  where  n^  and  n, 
are  the  respective  frequencies.  When  (n|— n3)<«0, 1,  2, 8,  etc., 
cos  6  will  be  1  and,  from  (3),  R  will  be  a  maximum  ir^+r^. 
When  (nj— nj)^=J,  J,  etc.,  R  will  be  a  minimum  (r^-^r^. 
The  interval  between  two  successive  maximum  values  of  22  is 
l/(nj— n,)  and  the  number  of  maxima  per  second  is  (n^-^n^. 
This  case  is  illustrated  by  "beats"  in  Sound  (§600). 

243.  Composition  of  Two  Simple  Harmonic  Motions  of  Same 
Period  at  Right  Angles. — If  the  amplitudes  of  the  respective 
vibrations  are  fi  and  r„  construct  a  rectangle  with  sides  2ri  and 
2r^f  the  equilibrium  position  of  the  vibrating  particle  being  at  the 
center.  Construct  two  circles 
of  diameters  2r|  and  2r2,  as 
shown  in  Fig.  143.  The  pro- 
jections on  the  X  and  Y  axes 
respectively  of  points  moving 
uniformly  around  these  circles 
of  reference  will  give  the  z 
and  y  components  of  the  dis- 
placements of  the  body.  If 
the  former  is  in  advance  of 
the  latter  by  the  phase  angle 
e,  the  body  will  be  at  P  when 
the  y  displacement  begins. 
Divide  each  circle  into  the 
same  number  of  equal  parts, 
beginning  at  Ci  and  C,,  and 

number  these  in  regular  order.  It  is  evident  that  the  successive 
positions  of  the  body  will  be  at  the  intersections  of  the  lines 
1-1,  2-2,  8-3,  etc.,  and  a  smooth  curve  drawn  through  these 
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points  will  give  the  orbit  of  the  body.    In  the  case  illustrated, 

3-7  where  6  » 45^,  this  path  is  an 

ellipse  inclined  to  the  axes. 
If  the  phase  difiference  is  zero, 
2.0  the  path  is  a  straight  line,  the 
diagonal  BD.  If  e^9(f,  the 
path  is  an  ellipse  with  vertical 
and  horizontal  axes,  or  a  circle 
if  rjasfj.  Orbits  correspond- 
ing to  different  values  of  e 
are  shown  in  the  top  row  of 
Fig.  145. 

If  the  periods  differ  slightly,  one 
vibration  will  gain  on  the  other  in 
phase,  and  the  orbit  will  run 
through  the  oomplete  cycle  of 
forms  shown  in  the  top  row  of  Ilg.  145.  If  n^t  n,  are  the  respectiye 
frequendeSi  the  oyde  will  repeat  itself  whenever  one  component  gains  a 
whole  vibration  on  the  otheri  or  ni—n^  times  a  second. 
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244.  Composition  of  Two  Simple  Hannonic  Motions  at  Right 
Angles  with  Periods  in  Simple  Ratio. — ^Proceed  as  in  the  last  case. 
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but  divide  the  respective  circles  of  reference  into  a  number  of 
equal  parts  proportional  to  the  respective  periods,  so  that  the 
intervals  in  the  two  circles  will  be  traversed  in  equal  times.  Fig. 
144  illustrates  the  case  where  TJT^=:1:2,  and  the  angular  phase 
difference  is  45^  or  the  time  phase  difference  d^TJB,  Orbits 
corresponding  to  other  phase  differences  and  to  the  ratios 
7i/r,  «1:3  and  2:3  are  shown  in  Fig.  145. 

246.  Lissajotts'  Figures. — Experimental  illustrations  of  these 
curves  were  first  obtained  by  Lissajous.  His  method  was  to 
reflect  a  beam  of  light  from  a  mirror  attached  to  one  end  of  a 
tuning  fork  to  a  corresponding  mirror  on  another  fork  vibrating 
in  a  plane  at  right  angles  to  the  first,  and  thence  on  a  screen.  The 
beam  is  displaced  by  both  forks,  and  the  spot  of  light  on  the  screen 
describes  the  resultant  path.  Another  method  is  tp  use  a 
Y-pendulum,  as  shown  in  Fig.  146.  If  the  bob  vibrates  in  the 
plane  of  the  paper,  the  effective  length  is  PQ]  if  it  vibrates  at 
right  angles  to  this  plane,  it  b  CQ.  The  periods  in  the  two  planes 
wiU,  therefore,  be  different  and  independent.  By  properly 
adjusting  the  lengths  PQ  and  CQ  the  bob  may  be  made  to 
describe  the  various  Lissajous'  figures.  If  the  pendulum  has  a 
single  support,  T|s3r„  and  the  bob  wiU  move  in  an  ellipse, 
circle,  or  straight  line,  according  to  the  differ- 
ence of  phase  between  two  impulses  given  to  it 
at  right  angles. 

A  rectangular  rod  fastened  at  one  end  will 
vibrate  transversely  with  a  period  depending  on 
its  thickness.    If  the  diameters  parallel  to  two 
sides   are  different,  the  respective  periods  of 
vibration  will  be  inversely  as  the  diameters. 
If  drawn  aside  diagonally  and  released,  the  rod        Fxo.  \4a, 
will  not  continue  to  vibrate  in  that  direction, 
but  the  displacement  will  be  resolved  into  two  components 
parallel  to  the  diameters.    If  the  ratio  of  the  periods  is  simple, 
the  end  of  the  rod  will  describe  Lissajous'  figures. 

246.  Waves  due  to  Simple  Hannonic  Motion. — Consider  a  num- 
ber of  spheres  of  equal  masses  attached  to  each  other  by  elastic 
connections,  as  in  Fig.  147.  If  a  transverse  simple  harmonic 
vibration  is  imparted  to  the  first,  the  impulse  will  be  transmitted 
to  the  others  in  succession.    Suppose  the  phase  difference  between 
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the  displacements  of  successive  spheres  to  be  one-eighth  of  a 
period.  When  a  has  completed  one  vibration,  b  has  completed 
seven-eighths  of  a  vibration,  etc.,  while  t  is  just  beginning  to 
move.  The  positions  of  the  spheres  will  be  at  the  projections 
on  the  vertical  lines  1,  2,  3,  etc.,  of  the  points  1,  2,  3,  etc.,  of  a 
circle  of  reference,  with  radius  equal  to  the  amplitude  of  the 
wave.  If  a  smooth  curve  be  drawn  through  these  positions,  it 
will  give  the  wave  form.  It  is  evident  that  the  abscissa  of  any 
point  on  this  curve  is  proportional  to  the  time  required  for  the 
disturbance  to  reach  that  point,  or  to  the  phase  angle,  and  its 
ordinate  to  the  sine  of  the  phase  angle  of  the  disturbance  at  the 
point.  Such  a  locus  is  called  a  hmmonic  curve  or  sine  curvei 
and  gives  the  shape  of  a  transverse  wave  when  the  medium 
executes  simple  harmonic  vibrations.    If  the  particles  in  Fig.  137 
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execute  simple  harmonic  vibrations,  the  longitudinal  wave  will 
be  of  the  same  type,  and  may  be  represented  by  a  sine  curve. 

The  period  and  the  amplitude  of  the  wave  are  the  same'^as 
those  of  the  simple  harmonic  motion  of  any  point  in  the  medium. 
The  wave  length  I  is  the  distance  between  any  two  consecutive 
points  in  the  same  phase  of  displacement,  for  example  a  and  i 
(Fig.  147).  If  V  is  the  velocity  of  propagation  of  the  wave, 
vT*=^X,  since  >l  is  the  distance  traversed  by  the  wave  during  a 
complete  vibration  of  the  ^^ source,"  sphere  a.  Itn^l/Tia  the 
frequency  of  vibration,  v = nX,  the  length  of  the  train  of  waves 
sent  out  in  one  second. 

The  displacement  in  a  longitudinal  wave  presents  the  same 
aspect  if  looked  at  from  any  direction  in  a  plane  at  right  angles 
to  the  direction  of  propagation.  This  is  not  the  case  with  the 
transverse  waves  represented  in  Figs.  136, 147,  for  the  vibrations 
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will  be  in  the  line  of  sight  if  viewed  in  the  plane  of  vibration, 
and  at  right  angles  to  the  line  of  sight  if  viewed  normally  to  thi^ 
plane.  These  transverse  waves  have  a  sort  of  polarity,  there- 
fore, and  are  said  to  be  plane  polarized. 

Transverse  waves  may  be  set  up  in  a  cord  or  longitudinal 
waves  in  a  spiral  spring  by  fix- 
ing one  end  and  attaching  the 
other  to  a  vibrating  timingfork. 
The  amplitude  of  the  waves 
in  such  cases  may  be  much  roTusT 

greater  than  that  of  the  fork. 

If  a  beam  of  light  be  reflected  from  a  mirror  attached  to  the 
end  of  a  vibrating  fork,  and  again  reflected  to  a  screen  from  a 
revolving  mirror,  the  harmonic  curve  will  be  traced  on  the 
screen  by  the  spot  of  light.  Persistence  of  vision  will  cause  the 
path  to  appear  continuous. 

A  permanent  record  of  such  curves  may  be  made  by  causing 
a  bristle  attached  to  the  end  of  a  tuning  fork  to  trace  its  path 
'  on  the  smoked  surface  of  a  piece  of  glass  which  is  moved  past 
the  fork  at  a  uniform  rate  v. 

The  oo6rdinate8  at  the  time  /  of  a  point  P  on  the  sine  ourve,  with  respect 
to  the  origin  0,  are  evidently  (Fig.  148). 

Eliminating  i, 

.    2itx        ,    2n 
y-rflin^r^-rflmy  a: 

This  is  the  equation  of  a  sine  curve  repeating  itself  at  intervals  of  x-^i. 

If  y>-r6in  2i:ilT  is  the  harmonio  displacement  at  a  given  point,  the 
disturbance  will  reach  a  point  at  a  distance  x  in  the  time  <i"-x/v;  the 
disturbance  at  the  point  x  at  the  time  I  will  have  the  phase 


and 


y-r  sin  ~  y-^^J  -»"«»  2»  (f—  j) 


This  is  the  equation  of  wave  motion.  At  a  given  time  /,  say  / —0,  it  gives 
the  instantaneous  picture  of  the  wave  train  as  a  sine  curve.  At  a  given 
point,  say  «->0,  it  represents  the  simple  harmonic  vibration  of  the  medium 
at  that  point. 
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2A7«  Sttperpodtion  and  Interference  of  Waves. — If  two  or  more 
trains  of  waves  are  superimposed^  each  will  give  rise  to  independ- 
ent displacements  of  the  medium.  The  resultant  efFect  may  be 
obtained,  therefore,  by  plotting  each  train  of  waves  on  the  same 
axis,  with  relative  displacements  corresponding  to  their  phase 
differences,  and  adding  the  ordinates.  It  is  convenient  to  ex- 
press the  phase  differences  in  terms  of  wave-length.  If,  for  ex- 
ample, one  wave  starts  half  a  period  later  than  another,  it  should 
be  plotted  with  its  front  half  a  wave-length  behind  that  of  the 
first.  In  Fig.  149,  A,  B,  C,  the  full  line  represents  the  resultant 
of  two  waves  of  the  same  length  and  with  phase  differences  of  0, 
^/4,  and  A/2,  respectively.     In  the  last  case  the  resultant  effect 
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is  sero  if  the  amplitudes  are  equal.  The  modification  of  ampli- 
tude due  to  the  superposition  of  waves  is  called  interference.  It 
is  evident  that  the  length  of  the  resultant  wave  is  the  same  as 
that  of  its  components,  and  that  it  is  a  harmonic  curve  if  they  are 
harmonic  curves. 

248.  Complex  Waves. — ^Waves  of  different  lengths  may  be  com- 
bined in  the  same  manner.  If  the  lengths  are  in  simple  ratio  to 
one  another,  all  the  resultant  waves  in  a  train  will  be  of  the  same 
form,  but  this  form  will  vary  with  the  phase  difference,  and  will 
not  be  a  sine  curve.  This  is  illustrated  by  Fig.  150,  A,  B,  C, 
which  shows  the  resultant  of  two  waves  of  lengths  in  the  ratio 
1 :2,  and  having  different  phase  relations.     Fig.  151  illustrates 
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the  oaae  where  the  lengths  are  as  1 :3  and  the  phaae  difference 
lero. 

If  the  components  have  lengths  which  are  not  in  simple  ratio, 
successive  waves  will  not  be  of  the  same  shape,  as  the  length  of 
the  longest  wave  wiU  not  be  a  common  multiple  of  the  lengths  of 
the  component  waves.  If  there  are  only  two  components, 
however,  with  frequencies  n,  and  n„ 
one  wave  will  gain  its  own  length 
on  the  other  in  l/Cn^— nj  second, 
and  the  wave  train  will  consist  of 
similar  groups  repeating  themselves 
^1  ~  ^3  times  a  second.  The  length 
of  each  group  will  be  the  least  com- 
mon multiple  of  the  lengths  of  the 

components.  Fig.  152  shows  the  effect  of  superimposing  two 
trains  of  waves  of  lengths  having  the  ratio  3 :4.  The  graphical 
representation  of  "best"  waves  in  sound  would  resemble  this 
figure  (§602).  Such  forms  may  be  obtained  experimentally  by 
the  optical  method  for  obtaining  sine  curves  described  in  §246, 
the  beam  of  light  being  reflected  successively  from  two  forks 
vibrating  in  the  same  plane,  and  giving  beats,  and  from  a  rotating 
mirror  to  a  screen. 
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The  displacements  of  the  medium  may  be  the  resultant  of  two 
displacements  at  right  angles.  The  example  of  water  waves  has 
already  been  mentioned.  If  one  end  of  a  cord  be  attached  to  the 
end  of  a  rectangular  rod  vibrating  transversely  parallel  to  each  of 
its  diameters,  the  end  of  the  rod  will  describe  Lissajous'  figures 
(§245)  and  each  element  of  the  cord  wiU  do  the  same.  If  the  two 
diameters  of  the  rod  are  equal,  each  element  of  the  cord  will 
move  in  a  circle  or  ellipse  in  a  plane  transverse  to  its  lengh. 
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but  the  phases  will  differ  from  point  to  point,  so  that  at  a  given 
instant  the  cord  will  have  the  shape  of  a  corkscrew.  Such  a 
wave  is  said  to  be  circularly  or  eUipttcally  polarized. 

249.  Fourier's  Theorem. — ^The  illiutrations  given  show  that   various 
oomplioated  forms  may  be  obtained  by  the  addition  of  simple  harmonic 

waves  of  different  lengths  and  phases,  and  that  these  waves 
8y^       will  be  of  persistent  form  if  the  periods  of  the  components 
i!       are  simple  fractions  of  the  periods  of  the  longest  component. 
Fourier  proved  that  any  periodic  disturbance  or  wave  form 
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^"¥"yS     ^^  permanent  type  could  be  represented  as  the  summation 
"^     of  a  number  of  simple  harmonic  terms  of  the  form 

«>-r|  sin  a><+r,  sin  2a>f +r,  sin  3611+ *  * '9  etc., 

.  the  periods  and  wave-lengths  of  the  components  having 

^  the   ratios  1,  i,   i,  i,  etc.     Fig.    151   shows   that  the 

^^*  ^^*         resultant  is  approaching  a  rectangular  form,  which  may 

be  finally  attained  by  adding  shorter  waves. 
The  forms  of  complex  waves  may  be  projected  by  the  following  device 
(Fig.  163):  A  screen  with  a  slit  opening  at  0  is  placed  in  front  of  a  horisontal 
stretched  wire  AB,  which  is  illuminated  by  the  lens  L.  An  image  of  the 
segment  opposite  the  opening  may  be  thrown  on  a  screen  S  after  reflection 
from  a  rotating  mirror  M.  If  the  wire  is  at  rest  the  image  of  the  illuminated 
segment  will  be  drawn  out  in  a  dark  straight  line  on  the  screen.  If  the 
wire  vibrates  in  a  vertical  plane  the  images  of  the  segment  in  its  successive 
phases  as  the  wave  passes  0  will  be  laid  off  end  to  end  on  the  screen,  giving 
the  actual  form  of  the  wave  passing  the  opening. 

260.  Velocity  of  a  Wave  on  a  Cord. — Let  the  wave  be  supposed 
to  be  moving  toward  the  left  with  a  velocity  v.  It  will  simplify 
the  problem  without  essentially  changing  it,  if  we  now  suppose 
the  cord  to  be  given  a  velocity  v  toward  the  right.  The  wave 
will  then  stand  still  and  every  part  of  the  cord,  as  it  comes  to 
the  wave,  will  pass  through  it  with  velocity  v.  This,  in  fact,  is 
what  may  often  be  noticed  in  the  use  of  a  chain  hoist.  If  the 
chain  be  started  in  rapid  motion  (there  being  no  load  on  the 
lower  pulley),  a  bend  impressed  on  the  chain  will  sometimes 
remain  stationary  for  a  short  time,  and,  if  the  chain  be  suddenly 
arrested,  the  bend  will  move  off  in  the  opposite  direction  with 
(approximately)  the  speed  which  the  chain  had.  The  relative 
velocity  depends  only  on  the  mass  and  tension  of  the  chain. 

Now  let  QR  be  a  small  part  of  the  wave,  its  length  I  being  so 
short  that  it  may  be  regarded  as  an  arc  of  a  circle  (the  circle  of 
curvature).    Draw  tangents  TQ  and  TR  and  complete  the  par- 
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allelogram  QTRS.  The  velocities  at  Q  and  R  may  be  represented 
by  QT  and  TR.  As  each  part  of  the  cord  passes  from  Q  to  jB  in 
time  t  it  will  have  an  acceleration,  a,  toward  the  center  of  curva- 
ture, that  is,  in  the  direction  of  the  diagonal  TS.  Since  TS  repre- 
sents a  velocity  which,  added  to  QT,  gives  QS  or  TR,  it  represents 
the  change  of  velocity,  at,  in  the  time  t.    Hence 

TS^at 
QT^v 

The  only  forces  that  act  on  the  part  QR  of  the  cord  are  the 
equal  forces,  F,  at  its  ends  due  to  the  tension  in  the  cord.  These 
may  be  represented  by  TQ  and  TR  and  their  resultant,  repre- 
sented by  TS,  is  the  force  that  causes  the  central  acceleration 


of  the  part  QR  of  the  cord.    If  the  mass  of  unit  length  of  the 
cord  is  m,  the  mass  of  the  part  QR  is  ml.    Hence 

TS    rrOa 
QT"  F 

Equating  the  above  values  of  TS/QT  and  noting  that  l=vt,  we 

get  ^"y:^ 

(It  is  evident  that  belting  traveling  with  this  velocity  wiU  exert 
no  pressure  on  a  pulley.    See  §47.) 

251.  Velocity  of  Elastic  Waves. — ^It  might  be  expected  that  the  velocity 
of  waves  in  an  elastio  medium  would  depend  upon  the  elastioity,  which 
determines  the  rate  at  whioh  an  impulse  is  transmitted  from  one  element 
to  another  (in  a  perfectly  rigid  and  incompressible  medium  the  effect  would 
be  instantaneous),  and  the  density,  whioh  exercises  a  retarding  influence, 
on  account  of  the  inertia  of  the  displaced  elements.  The  derivation  of  the 
exact  relation  between  the  velocity,  the  density  p,  and  the  coefficient  of 
elasticity  J7  is  in  some  cases  mathematioally  difficult,  but  the  general 
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form,  at  ]mMt,  is  readily  obtained  from  a  ooniideratiaQ  of  the  dJTnanwtrm 
ot  the  quantities  involved  ((164).  If  the  velodty  depende  solely  on  p 
and  B,  we  may  write  vkB»piv,  where  x  and  y  are  unknown  powers,  and 
h  a  factor  of  proportionality.  Substituting  dimensional  expressions  for 
the  quantities  (remembering  that  E  is  foroe  per  unit  area  and  p  is  mass  per 
unit  volume),  we  have 

w  (yj     \TtLy  Uv 

By  inspection  we  find  with  respect  to  2*  that  x  must  be  ).    To  make 
M  disappear  from  the  right-hand  side,  y  must  be  —  ).    llierefore 


-/. 


LX 


,C 


B 


The  exact  relation  may  be  easily  found  in  some  simple  cases.    Suppose 
the  front  of  the  disturbance  in  a  longitudinal  wave  in  a  medium  of  unit 

cross-section  to  be  at  ^  (Fig.  155)  at  one  instant 
and  at  B  a  short  time  I  later.  The  velocity  of  the 
wave  is,  therefore,  V'^l/i^  where  l^^AB.  An  im- 
aginary plane  A  in  the  medium  is  displaced  to 
D,  a  distance  x,  by  compression.  If  <  is  very 
small,  the  density  of  the  substance  is  practically 
uniform  between  D  and  B,  and  the  center  of  mass 
of  the  element  is  displaced  from  C  to  CT,  a  dis- 
tance x/i.  The  average  velocity  of  the  center  of  mass  is  x/2i  and  its  final 
velocity  x/L  The  final  force  acting  on  the  element  is  Bx/l,  where  B  is 
Young's  modulus  in  the  case  of  a  solid,  or  the  modulus  of  elasticity  of 
volume  in  case  of  a  gas.  The  average  foroe  is  half  of  the  above.  Equating 
the  work  done  by  this  force  to  the  acquired  kinetic  energy  due  to  the  motion 
of  the  center  of  mass,  we  have 
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TUs  applies  to  longitudinal  waves  in  a  wire  or  rod  or  to  sound  waves  to 
any  medium. 

262.  Reflectioii  of  Waves. — When  a  transyerse  wave  reaches 
the  fixed  end  of  a  cord,  the  displacement  is  immediately  reversed 
in  direction  by  the  elastic  re- 
action of  the  fixed  end.    The       ^^^a 

wave  is,  therefore,  reflected 

with  reversal   of  phase  of 

displacement,  as  shown   in 

Fig.    156.      Apparently   the   incident   wave   has   disappeared 

through  the  end,  while  a  wave  of  opposite  displacement  has 

entered,   traveling  in  the  opposite  direction,   and   at  every 


33^ 


Fio.  166. 


REFLECTION  OF  WAVES  180 

instant  exactly  neutralising  the  displacement  of  the  end  which 
would  be  caused  by  the  incident  wave  if  the  end  were  free.  When 
a  continuous  train  is  reflected,  the  effect  is  as  though  a  train  of  in- 
definite length  had  been  cut  in  two  when  a  wave-front  reaches  A, 
the  fixed  point  (Fig.  156) ,  and  the  waves  to  the  right  immediately 
reversed  in  direction,  while  the  incident,  waves  continue  their 
motion  unchanged;  or  as  though  a  train  of  incident  waves  were 
traveling  through  a  mirror,  while  their  inverted  images  proceed 
out  of  it  in  the  opposite  direction. 

If  one  end  of  the  cord  is  free,  when  the  wave  reaches  that 
point,  the  end,  having  nothing 
beyond  to  restrain  it,  has  an 
outward  displacement  twice 
as  great  as  though  the  cord 
were  continuous,  and  it  will, 

therefore,  immediately  start  a  wave  of  the  same  phase  in  the  re- 
verse direction.  After  half  a  period  of  vibration  it  will  return 
through  the  resting  point  in  the  opposite  direction,  and  will 
start  a  backward  wave  with  phase  opposite  to  that  of  the  in- 
cident wave.  It  is  as  though  a  train  has  been  cut  in  t^o  when 
a  crest  is  at  the  free  end  B  (Fig.  157),  and  the  right-hand  sec- 
tion immediately  reversed;  or  as  if  an  advancing  train  were 
passing  through  a  mirror  while  its  erect  image  emerged  from  it. 
To  show  in  another  way  the  difference  between  reflection  at  a 

free  end  and  at  a  fixed  end, 
IJ^ — ^  ,^     -s  suppose  that  the  part  of  the 

direct   wave-train  that  first 
Fio.  168.  reaches  B  and  begins  to  be 

reflected  is  as  represented  in 
Fig.  158.  If  we  compare  this  with  Fig.  156,  it  is  seen  that  in  re- 
flection at  a  free  end,  as  compared  with  that  at  a  fixed  end,  there 
is  a  delay  of  half  a  period  in  the  reflection  of  the  wave  of  oppo- 
site phase,  as  though  the  right-hand  section  in  Fig.  156  were  held 
at  rest  for  half  a  period  before  starting  in  the  negative  direction. 
Reflection  of  longitudinal  waves  may  be  illustrated  by  the  con- 
duct of  a  row  of  elastic  pendulums  of  the  same  size,  as  shown  inFig. 
159a,  the  last  resting  against  a  fixed  obstacle.  If  a  is  drawn 
aside  and  released,  it  will  impart  an  impulse  to  b,  this  in  turn 
to  c,  etc.,  and  a  compression  wave  will  travel  to  the  other  end 
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of  the  row;  g  cannot  move,  but  will  be  compressed,  and 
through  its  elastic  reaction  it  will  almost  immediately  start  a 
compression  wave  in  the  opposite  direction.  When  this  wave 
reaches  the  free  end,  a  will  fly  out  without  restraint,  leaving  a 
rarefaction  behind  it;  or,  if  elastically  connected  with  b,  it  will 
at  once  send  back  a  rarefaction  wave.  In  any  event,  after  ex- 
ecuting half  a  vibration  it  will  swing  back  through  its  equilibrium 
position  and  reflect  a  compression  wave  to  the  right. 
If  there  are  two  rows  of  elastic  pendulums  of  different  masses, 

as  in  Fig.  1596,  displacements  will  be 

immediately  transmitted  across  A,  no 

matter  in  which  direction  the  wave  is 

moving,  but  the  wave  will  be  also 

^    partially  reflected.    If  the  wave  travels 

to  the  right,  reflection  of  a  at  A  will  be 

immediate;  if  it  travels  to  the  left,  the 

more  massive  sphere  b  will  continue 

after  impact  to  move  to  the  left,  and 

will  return  through  its  resting  point, 

to  send  a  wave  back  to  the  right,  at  the  expiration  of  half  its 

period  of  vibration. 

The  cases  mentioned  illustrate  the  general  principle  that  the 
diaplacementB  in  a  medium  have  a  minimum  amplitude  at  a 
fixed  or  constrained  boundary;  a  maximum  amplitude  at  a  free 
boundary  or  one  with  diminished  constraint.  Important  illus- 
trations of  this  principle  occur  in  cases  where  waves  pass  from 
a  light  to  a  dense  medium  or  vice  versa  (§§609,  686). 

263.  Stationary  Waves. — Consider  a  train  of  waves  in  a  cord 
moving  to  the  right,  while  a  similar  train  (reflected  or  independ- 
ent) moves  to  the  left.  Interference  will  take  place,  and  the 
resultant  displacement  of  the  medium  at  a  given  point  and  time 
will  be  the  sum  of  the  individual  displacements.  Plot  the 
positions  of  the  waves  at  successive  instants  (say  at  intervals 
of  an  eighth  of  a  period).  If  the  incident  train  is  represented 
by  a  light  line,  the  reflected  train  by  a  dotted  line,  and  the 
resultant  by  a  heavy  line  (Fig.  160),  it  will  be  seen  that  there 
are  always  points  of  zero  displacements  N  (or  of  minimum  dis- 
placement if  the  amplitudes  are  unequal)  at  intervals  of  half 
a  wave-length,  where  the  waves  always  meet  in  opposite  phases. 
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Half  way  between  these  points,  at  L,  the  waves  will  always 
meet  in  the  same  phase,  and  the  displacement  will  be  a  maxi- 
mum. The  former  positions  are  called  nodes,  the  latter  loops 
or  antinodes.  Between  the  nodes  the  medium  oscillates  back 
and  forth,  the  direction  of  the  displacements  being  opposite 
in  adjacent  segments,  so  that  at  any  instant  the  cord  has  a 
more  or  less  sinuous  shape, 
except  at  intervals  of  half  a 
period,  when  it  passes  through 
the  undisturbed  straight  posi- 
tion (Fig.  137d).  The  same 
conclusions  apply  to  longi- 
tudinal waves.  Disturbances 
of  this  sort  are  called  sta- 
tionary waves.  It  is  evident 
that  when  these  arise  from  the 
interference  of  incident  and  reflected  waves  there  must  be  a 
node  at  a  fixed  or  constrained  boimdary,  a  loop  at  a  free  or 
unconstrained  boundary. 

Fig.  161  is  the  graphical  representation  of  stationary  waves  of 
longitudinal  type.  The  displacements  have  just  begun  to  return 
from  maximum  elongation,  from  the  full  to  the  dotted  line. 
This  indicates  that  the  particles  to  the  left  of  N^  and  those  to  the 
right  of  N^  are  moving  in  the  negative  direction,  while  those 
between  N^  and  N2  are  moving  in  the  positive  direction.  Con- 
sequently the  particles  on  opposite  sides  of  N^  are  approaching 
that  point,  while  those  on  opposite  sides  of  N^  are  receding 
from  it.    At  iV,  there  will  be  a  condensation,  at  ^^i  a  rarefaction. 

After  half  a  period  conditions 
will    be   reversed.      In  the 
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(2^^^    ^^    neighborhood  of  Lj,  Lj*  how- 
pjq,  102.  ever,  the  particles  are  moving 

in  the  same  direction  with  ap- 
proximately the  same  velocity,  so  that  their  relative  positions 
are  only  slightly  changed.  It  follows  that  at  the  nodes  there  are 
the  greatest  variations  of  pressure,  and  the  least  motion;  at  the  loops, 
the  smallest  variations  of  pressure  and  the  greatest  motion. 

264.  Waves  in  a  Liquid. — ^Some  of  the  most  interesting  proper- 
ties of  wave  motion  may  be  illustrated  by  waves  on  the  surface  of 
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a  liquid,  such  as  water.  The  initial  displacement  may  arise  from 
differences  of  level  caused  by  some  external  force,  such  as  the 
impact  of  a  pebble,  winds,  etc.  The  effect  of  gravity,  of  fluid 
pressure,  and  of  surface  tension  is  to  restore  the  original  level, 
but,  on  account  of  their  inertia,  the  particles  are  displaced  beyond 
their  equflibrium  positions,  just  as  in  the  case  of  vibrations  of  a 
liquid  in  a  U-tube.  Horizontal  as  well  as  vertical  displacements 
must  occur,  as  in  the  case  of  the  liquid  in  the  bend  of  the  U-tube. 
There  is,  therefore,  a  longitudinal  as  well  as  a  transverse  compo- 
nent. These  displacements  are  simple  harmonic,  because  the 
resultant  pressure  on  an  element  is  proportional  to  its  vertical 
displacement  from  the  undisturbed  surface.  We  have  seen 
(§236)  that  on  a  crest  the  element  moves  forward,  in  the  hollow 
backward,  in  intermediate  positions  both  vertically  and  hori- 
sontally.    Fig.  162  shows  the  positions  and  directions  of  rotation 
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of  a  number  of  particles  originally  at  rest  on  the  surface  in  the 
positions  under  a,  b,  c,  etc.,  the  phase  difference  between  succes- 
sive displacements  being  an  eighth  of  a  period.  Particle  a  is 
subject  solely  to  a  downward  acceleration,  particle  e  to  an 
upward  accderation;  particles  c  and  g  are  subject  solely  to 
horisontal  accelerations,  due  to  the  lateral  pressure,  as  they 
are  in  the  horizontal  plane  of  equilibrium.  We  thus  find  that 
there  is  a  difference  of  phase  of  a  quarter  period  between  the 
vertical  and  horizontal  accelerations,  in  accordance  with  the  ob- 
served fact  that  the  disturbed  elements  move  in  elliptic  or  circular 
orbits.    It  is  evident  that  the  wave  form  is  not  a  sine  curve. 

The  expression  for  the  velocity  of  liquid  waves  is  complicated 
and  cannot  be  derived  here.  It  is  sufficient  to  say  that  large 
waves  are  maintained  by  gravity  alone,  and  that  the  velocity  is 
independent  of  the  density  of  the  liquid,  as  the  force  acting  is 
proportional  to  the  weight  of  the  displaced  elements,  and  hence 
will  produce  the  same  acceleration,  whatever  the  density.  The 
velocity  increases  with  the  wave-length,  so  that  one  may  fre- 
quently 066  a  train  of  long  water  waves  sweeping  through  a  train 
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of  shorter  waves  and  leaving  them  behind.  When  the  liquid  is 
shallow,  the  velocity  diminishes  with  the  depth.  The  very  small 
waves  are  maintained  by  surface  tension  alone,  so  that  they  are 
analogous  to  transverse  waves  in  an  elastic  membrane.  In  the 
case  of  these  waves  the  velocity  increases  as  the  wave-length 
diminishes,  and  is  also  dependent  upon  the 
density  and  the  surface  tension.  Such  waves 
are  called  ripples. 

.  2S6.  Refraction  of  Waves. — Waves  move 
more  slowly  in  shallow  than  in  deep  water. 
Hence  if  the  front  AB  of  an  ocean  wave  mov- 
ing in  the  direction  of  the  arrow  (Fig.  163)  ap- 
proaches a  beach  CD,  the  nearer  end,  B,  of 
the  wave  will  be  retarded  more  than  A,  being 
in  shallower  water.  The  wave  front  will  swing  around  into  the 
successive  positions  A'B'  and  A"W ,  and  will  finally  become 
parallel  to  the  shore  line.  This  change  in  direction  due  to 
change  in  velocity  is  called  refraction.  Similar  effects  are,  we 
shall  see,  shown  by  other  waves,  such  as  sound  and  light,  when 
they  pass  from  one  medium  to  another  in  which  tliey  travel  with 
different  velocity. 

St66.  Propagation  and  Reflection  of  Ripples. — Experiments 
with  ripple  waves  may  be  shown  by  the  following  arrangement. 
A  shallow  wood^  box  with  a  glass  bottom,  about  two  feet  square, 
is  mounted  on  legs  like  a  table,  carefully  leveled,  and  partly 
filled  with  water.  Light  may  be  projected  upward  through  the 
bottom  from  an  arc  light  placed  beneath  the  box,  or  by  reflecting 

a  divergent  beam  of  simlight  upward  by 
an  inclined  mirror.  Ripples  on  the  sur- 
face will  by  their  lens  effect  change  the 
distribution  of  light  on  the  ceiling  so  that 
^i  the  motion  of  each  ripple  may  be  followed. 
If  the  middle  of  the  surface  is  touched 
with  a  nail,  a  circular  ripple  will  diverge 
from  that  point.  If  the  surface  were 
larger,  this  wave  would  at  a  later  time 
occupy  the  position  of  the  circle  (Fig. 
104),  but  it  will  be  in  part  reflected  from  the  four  sides.  The 
reflected  segments  are  exactly  like  the  missing  segments  of  the 
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outgoing  wave,  reversed  in  direction.  These  reflected  waves  have 
centers  at  Ci,  C,,  C,  and  C^,  the  '^ images"  of  the  source  C,  which 
are  evidently  at  the  same  distance  from  the  walls  as  the  source 
itself,  since  C  and  the  other  centers  of  curvature  are  symmetric- 
ally situated  with  respect  to  the  walls. 
These  reflected  waves  will  cross  each  other 
and  be  subject  to  repeated  reflections 
C' multiple  reflection"),  their  curvature 
all  the  while  decreasing,  until  we  have  a 
rectangular  system  of  straight  ripples. 

If  a  circular  wave  strikes  a  bent  sheet 
of  metal  of  the  same  curvature  as  the 
wave,  the  latter  will  be  reflected  without 
change  of  curvature,  converge  to  its  start- 
ing point,  and  diverge  from  it  on  the  opposite  side  (Fig.  166a). 
If  the  strip  has  a  greater  curvature  than  the  wave,  the  edges 
of  the  latter  will  be  first  reflected,  so  that  its  curvature  is 
increased  (b).  It  will  converge  to  C,  a  ''real  image"  or 
''  focus."  If  the  strip  is  concave  with  lees  curvature  than  the  wave 
(c)  the  latter  may  be  made  divergent,  with  a  ''virtual"  image  at 
C\  If  the  strip  is  convex  toward  the  wave,  the  reflected  wave 
will  always  diverge  from  a  virtual  center  behind  the  mirror  (d.) 
If  the  surface  is  touched  with  a  long  straight  strip  of  metal 
a  straight  ripple  will  be  produced.  If  this  strikes  a  screen  with 
a  small  slit  in  it  (Fig.  1666)  the  disturbance  will  pass  through 
this  hole  and  set  up  a  semicircular  wave  on  the  other  side. 
The  remainder  of  the  wave  will  be  reflected  as  a  straight  line. 
If  a  number  of  nails  are  driven  at  equal  distances  through  a 
strip  of  wood  and  dipped  into  the  water,  circular  waves  will 
diverge  from  the  points  of  contact.  At  a  little  distance  these 
wavelets  will  blend  into  a  straight 
ripple  corresponding  to  their 
common  tangent  (/).  At  other 
points  the  ripples  cross  each 
other  in  all  phases,  and  their 
effect  will  vanish  because  of  in- 
terference.   We  may,  therefore, 

consider  that  a  linear  wave  front  is  due  either  to  a  continuous 
linear  disturbance  or  to  a  number  of  neighboring  point  dis- 
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turbancee,  each  sending  out  circular  waves.  In  (e)  for  example 
only  the  point  in  the  opening  is  effective  for  transmission.  The 
latter  conception  is  often  useful  ($639). 

If  a  screen  jS  projects  part  way  across  the  tank  (g),  the  portion 
AS  of  an  incident  wave  will  be  reflected;  the  remainder  SB  of  the 
wave  will  pass  the  screen.  It  will  be  noted  that  the  end  of  the 
transmitted  wave  front  wiU  bend  into  the  shadow  of  the  screen, 
and  the  end  of  the  reflected  wave  will  bend  into  the  region 
formerly  occupied  exclusively  by  the  other  half  of  the  wave.  S 
is  apparently  a  center  of  disturbance  for  both  these  waves.  This 
effect  is  called  diffraction.  By  noting  the  resemblance  of  the  ends 
of  the  waves  in  this  case  to  those  in  the  preceding  case  (/)  the 
explanation  will  be  made  clear. 

257.  Refraction  of  Ripples.— Advantage  may  be  taken  of  the 
fact  that  the  velocity  of  water  waves  diminishes  with  the  depth  to 
illustrate  refraction.  On  the  bottom  of  the  tank  lay  a  piece  of 
thick  glass,  so  that  the  water  over  it  is  about  one-fourth  as  deep 
as  elsewhere.  A  linear  ripple  is  started  by  touching  the  surface 
with  a  strip  of  metal.    On  reaching  the  edge  of  the  glass  plate 
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the  end  B  is  retarded  and*  the  wave  will  swing  into  the  position 
A'B\  as  in  Fig.  163. 

If  the  incident  wave  is  circular,  the  middle  will  be  more  re- 
tarded than  the  edges  if  the  wave  comes  from  the  deeper  water, 
and  the  curvature  of  the  wave  will  be  diminished  (Fig.  167 A). 
If  the  wave  travels  from  the  shallow  region,  the  contrary  will  be 
the  case  (i).  The  centers  of  curvature  or  "images"  of  the  source 
will  be  ^t  C  (outside  the  tank  in  h). 

If  a  prismatic  sheet  of  glass  is  laid  on  the  bottom  (j)  a  linear 
wave  front  AB  will  be  rotated  both  in  approaching  and  leaving, 
and  the  final  direction  will  be  A''B'\  If  pieces  of  glass  with 
convex  or  with  concave  edges,  like  sections  of  lenses,  are  laid  on 
the  bottom,  the  center  of  a  passing  circular  wave  will  be  more 
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retarded  than  the  edges  in  the  first  case  (k),  less  retarded  in  the 
secood  (Q,  resulting  in  changes  of  curvature.  The  "images"  of 
the  source  will  be  at  C. 

2S8.  Int«rf«reilco  of  RIpplM. — If  two  naila  simultaneoiuly  touch  tbe 
vat«r  at  diffeivnt  points  two  circular  wavw  will  be  set  up,  which  will  croM 
and  interfere  with  each  other.  They  paas  eo  quickly,  however,  that  it  la 
di£Sault  to  obaerre  ^em.  Better  remits  will  be  secured  if  a  contlnuouB 
•eries  of  waves  can  be  produced,  and  stiU  better  results  if  there  is  a  sTstem 
of  atationary  waves.  A  very  satisfaetory  method  of  secunnR  this  result  is 
to  put  mercury  in  a  droular  glass  dish  at  least  four  inches  in  diameter,  and 
maintain  periodic  disturbanoea  at  the  center  by  a  glass  fil»r  attached  to 
the  vibrating  prong  of  a  tuning  fork  Continuous  trains  of  circular -ripples 
will  diverge  from  the  center,  while  reflected  circular  ripples  will  converge 
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toward  that  point  The  result  will  be  a  system  of  circular  stationary  waves, 
as  illustrated  in  Fig  169.  They  may  be  projected  on  a  screen  by  reflected 
light,  and  made  more  distinct  by  using  a  lens. 

If  two  glass  fibers  are  attached  to  the  fork  near  each  other,  two  trains  of 
waves  will  be  nudntained,  and  each  will  form  its  own  syatem  of  stationary 
waves.  At  all  points  on  the  surface  where  the  outgtnng  waves  meet  each 
Other  In  the  same  phase  (that  is,  where  the  difference  of  the  respective 
distances  to  the  two  souroes  is  sero  or  any  whole  number  of  wave  lengths), 
tiia  waves  will  rwnforce  each  other.  In  regions  where  they  meet  in  opposite 
phases  (the  differences  of  path  being  tome  odd  multiple  of  a  half  wave 
length),  they  will  destruetively  interfere  with  each  other.  Along  certain 
lineo,  therefore,  there  will  be  no  disturbance  by  either  outgoing  or  reflected 
ripples  (Fig.  4S2).  Between  theee  lines  segments  of  the  stationary  wavM 
appear,  as  shown  in  Fig.  169. 
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260.  Eneiigy  and  Intensity  of  Waves. — The  energy  of  a  vibrat- 
ing  body  is  proportional  to  the  square  of  its  amplitude 
($61).  Each  vibrating  element  of  mass  in  a  medium  traversed 
by  waves  will,  therefore,  possess  energy  proportional  to  the 
square  of  its  amplitude,  and  this  energy  will  flow  forward  with 
the  advancing  waves.  The  intensity  of  waves  in  a  given  region  is 
defined  as  being  proportional  to  the  amount  of  energy  passing 
per  second  through  unit  area  at  right  angles  to  the  direction  of 
propagation;  hence  the  intensity  is  proportional  jointly  to  the 
square  of  the  amplitude  and  the  velocity  of  the  waves.  In  a 
viscous  medium,  such  as  molasses  or  lead,  they  rapidly  decay  in 
amplitude  and  disappear,  owing  to  the  absorption  of  energy  by 
internal  friction.  This  effect  is  known  as  damping.  Fig.  138 
represents  the  form  of  a  damped  train  of  waves.  If  there  is  no 
such  loss  the  same  quantity  of  energy  will  persist  .in  a  given 
wave,  no  matter  how  far  it  travels,  or  how  the  dimensions  and 
form  of  the  wave  front  may  change.  If  such  waves  travel  in  a 
wire  or  any  other  channel  of  constant  cross-section  the  intensity 
will  be  independent  of  the  distance  from  the  source,  as  the  wave 
front  will  remain  of  constant  area.  This  is  illustrated  by  the 
transmission  of  sound  waves  through  a  speaking  tube  or  of  light 
waves  in  a  parallel  beam.  In  the  case  of  circular  waves  on  a 
surface,  a  constant  amoimt  of  energy  will  remain  in  a  wave  of 
circumference  which  increases  directly  as  the  distance  from  the 
source;  hence  the  intensity  must  vary  inversely  as  the  distance, 
and  the  amplitude  inversely  as  the  square  root  of  the  distance. 
In  the  case  of  spherical  waves,  the  energy  will  remain  constant 
within  a  spherical  shell  of  the  thickness  of  one  wave  length 
and  with  surface  increasing  as  the  square  of  the  distance.  If  £  is 
the  energy  emitted  from  the  source  per  second,  and  if  r^  and  r, 
are  the  radii  of  the  wave  at  different  distances,  and  It  and  /,  the 
corresponding  intensities. 

Hence  the  intensity  varies  inversely  as  the  square  of  the  distance 
from  the  source,  and  the  amplitude  inversely  as  the  distance. 

Rrfereneea 

FuooMO's  Wwm  and  BipplM  in  Water,  Air,  and  Biker  is  an  ttxoellent 
popular  dtseriptlon  of  all  kinds  of  waves. 
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EDaBB*0  Lighi,  ehApten  on  Waye  Motion. 
Dahisll's  Principlet  of  Phytiea,  ohapten  on  Wave  Motion. 
Wood's  Phyncal  OpHes,  Gh.  8  and  4,  gives  an  interesting  account  of  tlie 
photography  of  sound  waves. 

^^rt     ^         ProUems 

1.  A  mass  of  lOogrkms  is  suspended  by  a  rubber  band  of  suoh  elasticity 
'that  an  additional  weight  of  5  grams  wiU  stretch  it  1  cm.    It  is  extended 

1  em.  and  released.    Find  the  period,  and  thedis- 
Simple  Hannonic     placement,   velocity,  and  acceleration  0    seconds 
Motion.  after  it  passer  upward  through  its  resting  point. 

An$.  T- 1.256  sec. 

«— sin  60^.6—0.862  upward. 

v—2.46  cm./sec.  upward. 

a ■■21.66  em. /sec.*  downward. 

2.  Water  or  mercury  in  a  U-tube  is  disturbed.  Show  that  the  liquid 
executes  a  simple  harmonic  motion  of  period  T»'2x\/i/2gt  where  /  is 
the  length  of  liquid  from  surface  to  surface  around  the  bend. 

8.  Compound  two  simple  harmonic  motions  of  same  period  and  in  same 

plane  with  amplitudes  8  and  2  and  with  phase  difference  of  ono^ixth  of 

a  period.  Afit.  i2—4.86* 

4.  Compound  two  rimple  hannonic  motions  at  right  an^es  with  periods 

in  the  ratio  8  :  5  and  with  phase  difference  sero. 

6.  Compound  three  trains  of  waves  of  lengths  in  the 
Waves.  ratios  1,  },  and  i  and  of  amplitudes  8,  2,  and  1, 

starting  in  the  same  phase. 

6.  Compound  two  trains  of  waves  of  lengths  6  and  4  and  of  equal  amplitudes. 

7.  A  copper  wire  (p—8.8)  1  square  mm.  in  cross-section  is  subject  to  a 
tension  of  88,000  dynes.  With  what  velocity  will  a  transverse  wave 
travel  in  it7  An$.  1000  cm./sec. 

8.  With  what  velocity  will  a  longitudinal  wave  travel  in  the  same  wire? 

An9,  850,000  cm./sec. 
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INTRODUCTION 

280.  Baily  Ideas. — ^The  preceding  sections  have  dealt  with 
^  physical  changes  involving,  in  general,  motion  and  changes  in 
motion  of  bodies  as  a  whole.  We  have  now,  however,  to  con- 
sider changes  in  physical  condition  which  do  not  involve  obvious 
changes  in  motion,  of  which  the  most  common  are  changes  in 
hotnesiB  or  coldness  and  changes  in  state,  that  is,  melting  or 
boiling.  The  sense  of  touch  is  the  first  and  simplest  means  of 
distinguishing  hot  from  cold  bodies,  and  by  it  we  can  roughly 
arrange  bodies  in  the  order  of  their  hotness,  deciding  that  A  is 
hotter  than  B,  B  than  C,  etc.  But  the  sense  of  touch  is  found  to 
be  neither  reliable  nor  delicate  enough  to  be  used  as  a  meoBure 
of  degrees  of  hotness,  and,  moreover,  a  limit  of  hotness  or  coldness 
is  very  soon  reached  beyond  which  the  touch  sense  cannot  be 
directly  applied.  A  purely  physical  basis  of  measurement  (§264) , 
depending  on  the  properties  of  bodies,  is  therefore  adopted 
which  agrees  with  the  sense  of  hotness  as  far  as  they  can  be 
compared.  When  measured  in  this  definite  physical  wiiy  the 
hotness  of  a  body  is  called  its  temperature,  the  scale  of  measure- 
ment being  so  chosen  that  hotter  bodies  have  higher  temperatures. 

It  is  found  that  increase  in  temperature  of  a  given  body  can  be 
produced  by  various  common  causes,  such  as  contact  with  or  ex- 
posure to  fire,  contact  with  a  hotter  body,  and  friction,  as,  foi 
example,  rubbing  ones  hands  together.  The  causes  which  wiU 
produce  increase  in  temperature  will  also,  under  proper  condi- 
tions, produce  melting  or  boiling  and  various  other  physical 
changes,  of  which  increase  in  size  is  the  most  common  and  ob- 
vious. On  account  of  these  common  causes  it  was  most  natural  to 
group  together  the  various  effects  referred  to  as  they  became 
known  and  attribute  them  all  to  the  passage,  into  or  out  of  bodies, 
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of  a  Bubstance  called  caloric  or  heai^  the  presence  or  absence  of 
which  accounted  for  all  of  these  related  phenomena.  According 
to  this  theory,  heat  was  a  material  substance,  but  one  which 
could  not  be  weighed  or  detected  by  any  ordinary  physical 
method.  On  the  basis  of  this  hypothesis  fairly  consistent  ex*  * 
planations  were  given  for  many  common  facts.  For  example,  the 
temperature  of  a  body  was  said  to  depend  on  the  amount  of 
caloric  it  contained  and  upon  its  natural  capacity  for  caloric, 
which  in  turn  depended  upon  its  physical  state,  as,  for  instance, 
the  state  of  subdivision.  A  given  amount  of  matter  in  pow- 
dered form  was  thus  supposed  to  have  a  less  capacity  for  cdoric 
than  the  same  quantity  in  larger  pieces.  Thus  the  rise  in  tem- « 
perature  produced  by  rubbing  two  bodies  together  was  explained 
as  being  due  to  the  abrasion  of  the  material,  its  capacity  for 
caloric  being  thereby  reduced  and  a  certain  proportion  of  its 
caloric  set  ''free,"  and  its  temperature  correspondingly  raised. 
According  to  this  idea,  the  entire  amount  of  caloric  set  free  should, 
under  given  circumstances,  be  proportional  to  the  entire  amount 
of  material  abraded. 

261.  Heat  and  Work. — ^The  first  serious  question  of  the  truth 
of  the  caloric  theory  was  raised  in  1798  by  Count  Rumford  who, 
in.experiments  carried  out  in  Munich  upon  the  caloric  developed  in 
the  boring  of  cannon,  used  a  blunt  borer  which  cut  very  little 
material,  and  arranged  matters  so  that  the  heat  generated  raised 
the  temperature  of  a  considerable  quantity  of  water  which  was 
made  to  boil  ''without  fire."  From  these  experiments  he  con- 
cluded, that  the  amount  of  caloric  developed  was  not  at  all  pro- 
portional to  the  amount  of  abrasion  but  was,  at  least  approxi- 
mately, proportional  to  the  amount  of  mechanical  work  required 
to  do  the  abrading.  In  the  following  year  Sir  Humphrey  Davy 
performed  the  similar  but  more  striking  experiment  of  melting 
ice  by  rubbing  two  blocks  of  it  together,  the  temperature  of  the 
ice  as  a  whole  being  below  freezing,  and  again  it  was  concluded 
that  the  melting  was  due  to  the  transmission  of  motion  to  the 
ice  molecules.  From  this  time  on  the  idea  that  heat  could  be 
produced  from  mechanical  motion  and  vice  versa,  or«  as  it  is  put 
to-day,  that  heat  is  a  form  of  energy,  was  gradually  accepted.  But 
it  was  nearly  50  years  before  the  full  significance  of  this  new  point  of 
view  was  appreciated  and  careful  measurements  were  made  by 
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Joule  and  others  of  the  amount  of  work  equal  to  a  given  amount 
of  heat.  This  idea  that  heat  is  a  form  of  energy,  together  with  the 
ideas  of  the  kinetic  theory  of  gases  (§227),  and  the  conception  of 
the  molecular  structure  of  matter  suggested  by  chemical  and 
radioactive  (§580)  investigations,  unite  to  give  the  present 
mdlectdar  or  kinetic  theory  of  heat. 

262.  Molecular  Theory. — According  to  this  point  of  view 
matter  consists  of  units  or  parts  called  molecules,  which  are 
composed  of  smaller  imits  of  the  elements  (oxygen,  hydrogen, 
iron,  etc.)t  called  atoms,  these  in  turn  containing  still  smaller 
units,  namely  elementary  charges  of  negative  electricity  called 
electrons  (§159)  and  probably  a  nucleus  or  center  of  positive 
electricity.  Very  little  is  known  as  to  the  structure  of  atoms,  but 
the  electrons  in  the  atoms  undoubtedly  move  about  or  vibrate 
very  considerably,  possibly  somewhat  as  planets  move  about  the 
sun,  while  the  atoms  move  about  inside  the  molecule,  and 
molecules  move  inside  the*  mass  of  matter,  with  great  freedom 
when  the  matter  is  gaseous,  with  less  freedom  when  it  is  liquid 
or  solid  (§§157-161).  It  is  also  possible  under  various  conditions 
to  have  electrons  existing  more  or  less  independent  of  atoms  as 
''free''  electrons  or  negative  electric  charges,  the  atoms  which 
have  lost  electrons  then  having  a  positive  electric  charge,  and 
.being  ready  to  capture  any  other  electron  which  happens  to 
come  near  enough;  free  electrons  are  characteristic  especially 
of  metals.  Broadly  speaking,  the  addition  of  heat  energy  to  a 
body  either  increases  the  (kinetic)  energy  of  motion  of  its  mole- 
cules or  increases  their  (potential)  energy  of  position,  as  when 
melting  or  boiling  occurs. 

Cooflidering  this  more  in  detail  we  see  that  all  of  the  possible  motions  of 
moleoules,  atoms,  and  electrons  would  involve  kinetio  energy.  Moreover, 
it  is  evident  that  changes  of  position  of  moleoules,  atoms,  and  electrons  with 
respect  to  eaoh  other,  agiunst  whatever  forces,  electrical  or  "  chemical,"  may 
exist  between  them,  would  involve  doing  work  against  these  forces,  that  is, 
changes  in  potential  energy.  Hence  we  can  see  that,  when  heat  energy  is 
added  to  a  body,  it  may  appear: 

1.  As  an  increase  in  the  kinetic  energy  of  motion  of  the  moleoules  and  free 
electrons. 

2.  As  an  increase  in  the  potential  energy  of  the  molecules  with  respect  to 
each  other,  in  case  the  average  distance  separating  them  is  increased. 

8.  As  an  increase  in  kinetio  and  potential  energy  of  atoms  and  electrons 
Inside  the  molecules. 
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Thia  utolj^  o(  the  poiribi*  tib»agm  in  what  Ii  oalled  the  iuttrnat  mergj/ 
of  bodies  ahould  be  kept  in  mind  throu^unit  the  study  of  heat,  wUoh  will  be 
found  to  be  Iftrgel;  «  study  of  the  eCeoti  of  ohAnges  in  intenutl  energy  upon 
the  eonditlon  And  propertiee  of  nutter. 
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26S.  Standard  Scala  of  Temperature. — We  ehaU  throughout  use 
the  term  temperature  to  mean  a  quantity  which  we  are  now  to 
define  and  which  can  be  measured  for  tay  body  at  any  time. 
Differences  of  temperature  are 
to   agree  with   our  ordinary 
ideaa  of  differences  of  hotnees 
or  coldnees,  so  far  as  the  two 
can  be  compared.    The  scale 
of  temperature  which  we  shall 
adopt  is  the  international  legal 
standard  and  is  baaed  upon 
the  effect  of  increase  in  bot- 
nesa  upcoi  the  pressure  of  hy- 
drogen.   Changes  0/  tempera- 
Ittre  are  defined  aa  being  pro- 
portioned to  the  corresponding 
changes  of  pressure  in  a  conr 
stard  mass  0/  hydrogen  confined 
at   constard   volume.     This  ia 
F,*i7o.-Cc«.u«t™i«».,-th.rmo»,t«-    "»"«*    ^^    hydvogm   constant 
volume  scale.    To  measure  the 
temperature  of  a  body,  for  example,  of  a  barrel  of  water,  the 
vessel  containing  the  hydrogen  would  be  held  in  the  water  and 
the  pressure  of  the  hydrogen  measured.    But  before  tempera- 
ture can  be  expressed  as  a  number,  we  must  have  a  unit  in 
which  to  express  it  and  we  muA  also  agree  on  a  reference  point 
or  "aero"  from  which  it  is  to  be  measured.     The  ordinary  zero 
(reference  point)  ia  taken  as  the  temperature  of  a  mixture  of 
pure  ice  and  water  when  the  pressure  on  the  water  surface  is 
1  atmosphere,  while  the  degree  is  fixed  by  adopting  a  second 
standard  point,  the  temperature  of  boiling  water  when  the  pres- 
sure is  I  atmosphere,  which  is  defined  as  + 100"  or  100°  above 
lero.    The  degree  is  then  such  a  change  in  temperature  as  will 
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produce  ^^^  the  change  in  pressure  which  is  observed  when 
the  hydrogen  is  heated  from  the  freezing-  to  the  boiling-point  of 
water.  These  specifications  define  the  Centigrade  Zero  and  Centi- 
grade degree,  which  are  universally  used  in  scientific  work. 

A  thennometer  is  an  instrument  for  measuring  temperature 
according  to  some  definite  scale.  A  conetarU  vtAume  gas  ther- 
mameter  is  an  apparatus  for  measuring  temperature  by  the 
variation  in  pressure  of  a  gas  confined  at  constant  or  nearly 
constant  volume.  If  the  gas  used  is  hydrogen  the  thermometei 
gives  at  once  standard  temperature;  with  other  gases  it  must 
be  calibrated  in  terms  of  the  standard.  Such  an  arrangement 
is  shown  diagramatically  in  Fig.  170,  and  consists  essentially 
of  a  bulb  of  glass,  glazed  porcelain,  fused  quarts,  platinum  or 
platinum-indium  (according  to  the  temperature  range  over  wlfich 
it  is  to  be  used),  connected  by  a  capillary  tube  to  a  mercury 
pressure-gauge  such  as  the  open  manometer  shown.  The  pres- 
sure of  the  confined  gas  can  be  measured  by  reading  the  differ- 
ence in  level  of  the  two  mercury  columns  and  adding  to  this 
the  atmospheric  pressure  as  determined  simultaneously  with  a 
barometer. 

Still  keeping  the  pressure  of  hydrogen  at  constant  volume  as 
the  basis  of  the  temperature  scale,  other  numbers  may  be  assigned 
to  given  temperatures  by  giving  another  number  to  the  melting- 
point  and  subdividing  the  interval  from  melting  to  boiling  into 
a  different  number  of  degrees.  In  this  way  the  Fahrenheit  scale 
(the  one  in  ordinary  use  in  English-speaking  countries)  is  obtained 
by  giving  the  value  32  to  the  freezing-point  and  subdividing 
ihe  interval  from  the  freezing-point  to  the  boiling-point,  the 
fundamefUal  interval  as  it  is  called,  into  180°.  (However,  Fahren- 
heit originally  used  other  temperatures  to  define  his  scale,  namely 
a  freezing  mixture  of  water,  ice,  and  salt  giving  what  he  called 
0°,  an4  blood  heat  which  he  called  9d°.)  From  the  above  state- 
ments we  derive  the  following  conversion  formula  for  changing 
from  one  temperature  scale  to  the  other: 

(«F-32)~=<c 

It  must  be  clearly  understood  that  the  choice  of  a  thermometric 
property  (in  this  case  pressure  of  hydrogen)  is  entirely  independent 


204 


HEAT 


of  the  choice  of  numerioal  scale,  i.e.,  reference  point  and  size  of 
degree;  the  Centigrade  or  Fahrenheit  numerical  scale  can  each 
be  applied  to  any  other  thermometric  property  desired. 

It  is  found  that  the  change  in  pressure  (volume  constant)  of 
hydrogen  for  1**C.  as  above  defined  is  very  closely  -^fK-r.  of  the 
pressure  at  0°C ;  hence  if  the  same  scale  of  temperature  were 
carried  below  >ero  Centigrade 
(Fig.  171)  the  pressure  would  be 
reduced  to  lero  at  a  temperature 
of  about  -273.0°C.  This  ifl 
called  the  absolute  Mero  of  the 
hydrogen  constant  ooluitw  scale, 
and,  according  to  the  ideas  of 
the  kinetic  theory  of  gases  ((227), 
it  corresponds  to  a  state  of  sero 
molecular  velocity,  since  pres- 
sure is  due  to  the  impact  of  mov- 
ing molecules.  This  tempera- 
ture could  not,  however,  be 
measured  with  the  hydrogen 
thermometer,  because,  as  we 
shall  see,  the  gas  would  become 
liquid  before  this  point  was 
reached.  We  shall  use  T  to 
represent  absolute  temperatures 

on  the  hydrogen  scale.    In  order 

to  give  at  once  some  idea  of 
the  known  range  of  temperatures  on  the  centigrade  hydrogen 
scale  it  may  be  noted  that: 


Fia,  ITI. — Tomptntun  naU  dater- 
mlaad  by  cbang*  in  pnanin  of  >  ■■*  U 
■ooiUnt voluDu.     Po"!  Atm.  oaztanial 


-278.0°  =  absolute  tero. 
—  270°=  lowest  temperature  ever  measured. 
-190°=  temperature  of  liquid  air  under  1  atmosphere 
pressure. 
—80°= lowest  recorded  natural  temperature. 

0°  =  melting-point  of  ice. 
100°  —  boiling-point  of  water  under  1  atmosphere  pres- 
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700^ »'' dull  red"  heat  for  most  solids. 
1400^= "white  heat''  for  most  solids. 
3S0(f  »  about  the  temperature  of  the  electrio  arc. 
eWOif-TOOO**  =  Sun's  temperature. 

264.  Constant  Volume  Gas  Thermometer. — In  order  to  use  the 
constant  volume  gas  thermometer  in  the  simplest  possible  way  to 
measure  temperatures  according  to  the  standard  hydrogen  scale, 
it  is  evident  that  the  volume  of  the  bulb  should  be  absolutely 
constant,  and  that  all  the  gas  used  (including  that  in  the  capillary 
and  over  the  mercury)  should  be  heated  to  the  temperatures  to 
be  measured.  This  is  impracticable,  and  hence  corrections  must 
be  made  to  the  observed  readings.  Disregarding  all  corrections, 
we  derive  an  approximate  expression  for  the  temperature  of  the 
bulb  corresponding  to  a  given  pressure  reading,  as  follows: 
Let  P^s  pressure  of  hydrogen  at  the  freezing-point  of  water, 

PiM  ^  pressure  of  hydrogen  at  the  boiling-point  of  water, 
t  s=some  other  temperature  of  the  bulb,  the  value  of  which 
is  to  be  determined,  measured  from  centigrade  zero. 
Pg    » pressure  of  hydrogen  at  this  temperature  t, 

Then,  in  accordance  with  the  definition  of  the  degree  (§263),  we 
define  any  temperature  t  on  the  Centigrade  scale  of  the  constant 
volume  hydrogen  thermometer  by  the  following  formula: 

100 

p     p 

where  6  stands  for  the  fraction    {^p  *^  which,  for  hydrogen,  is 

^1.  increase  in  pressure  for  1*C. 

the  same  as t-tst^ 

pressure  at  0  C. 

If  now  t^  is  such  that  P«»0,  it  follows  that, 

^        Pioo-P>"^"b' 
100 

That  is  to  say,  the  absolute  zero,  at  which  P— 0,  is  l/b  degrees 
Centigrade  below  O^C.    Therefore  letting  T  represent  the  value 
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of  a  temperature  measured  from  absolute  zero  we  have 

To  being  'the  number  on  the  absolute  scale  corresponding  to 
0^  on  the  Centigrade  scale. 

The  constant  b  is  called  the  "coefficient  of  increase  of  pressure'' 
or  simply  the  pressure  coefficient;  for  hydrogen  its  value  is 
sHuTi*  hence  the  value  of  the  absolute  zero  of  temperature  on  the 
centigrade  constant  volume  hydrogen  scale  as  defined  above 
would  be  -273.04^.  The  value  of  b  for  air  and  nitrogen  also  is 
not  very  different  from  j4t»  so  that  these  two  gases  would  give 

constant  volume  temperature  scales  approximately 
agreeing  with  the  standard.  Nevertheless  it  is 
obvious  that  the  exact  definition  of  the  standard 
scale  as  here  given  is  entirely  dependent  upon  the 
properties  of  hydrogen.  It  has  been  found  impos- 
sible, however,  to  use  hydrogen  above  about  1100^ 
C.  because  of  the  ease  with  which  it  passes  through 
the  walls  of  the  metal  bulbs  which  are  best  used  at 
higher  temperatures;  under  these  conditions  nitro- 
gen is  usually  substituted. 

All  gases  increase  in  pressure  if  heated  at  con- 
stant volume,  and  the  pressure  at  any  temperature 
is  given  approximately  by  the  equation 
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Ooautant  pnt- 
mm  gM  th«r- 
mometar. 


where  P«  is  the  pressure  at  O^C.  and  b  has  some- 
what different  values  for  different  gases  (§279). 

266.  Constant  Fressiire  Oas  Thennometer. — ^The  constant 
preasure  gaa  thermometeri  whioh  makes  use  of  the  inoreaae 
in  volume  with  increasing  temperature  of  a  gas  confined  at  constant  pres- 
sure, is  a  convenient  indicating  device  for  demonatration  purposes,  though 
seldom  used  for  precise  measurements.  As  shown  in  Fig.  172,  the  oonstoni 
pressure  used  is  that  of  the  external  atmosphere,  and  the  change  in  volume 
is  proportional  to  the  motion  of  an  indicating  globule  of  mercury  or  other 
liquid  along  a  tube  of  uniform  4>oire. 

Tb6C0«iM«<<l^«P«»**^»*^*^*^**y'*^'**^®  lOoV/' ^^^  ^•^  ^ 
are  the  voliunes  at  0^  and  lOO^C.  respectively  (pressure  constant),  is 
approximately  iH  ^^^  hydrogen,  air,  oxygen  and  nitrogen,  so  that  an 
extremely  sensitive  indicator  may  easily  be  obtained. 


IM 


THERMOMETRY 


207 


I 


With,  a  bulb  about  10  em*  in  diameter  and  a  tube  6  mm.  in  diameter  the 
motion  of  the  globule  would  be  about  10  cm.  per  degree  change  in  tempera- 
ture of  the  bulb.  The  expansion  of  air  when  heated  is  one  of  the  earlteet 
known  effects  of  heat,  and  the  first  thermometer,  invented  by  Galileo  in 
1803»  was  based  on  this  principle. 

266.  Mercury  Thermometers.— Per  ordinary  purposes  ther- 
mometers depending  on  the  expansion  of  mercury  confined  in  a 
bulb  and  tube  of  glass  or  other  transparent  substance  are  most 
convenient  and  imiversally  used.  Two  standard 
forms  are  shown  in-  Fig.  173,  the  mercury  being 
confined  in  a  thin-walled  glass  bulb  attached  to  an 
extremely  fine  capillary  tube.  For  use  at  ordinary 
temperatures  the  upper  part  of  the  capillary  con- 
tains only  mercury  vapor.  Since  mercury  expands 
somewhat  less  than  ^^  part  of  its  volume  at  O^G. 
for  a  degree  rise  in  temperature  (compare  with 
air  above),  it  is  necessary  to  have  a  very  fine 
capillary  in  order  to  obtain  an  easily  observable 
motion  of  the  colunm  for  a  degree  change  in  tem- 
perature. All  such  thermometers  should,  for  pre- 
cise work,  be  calibrated  or  standardized  by  com- 
parison with  the  hydrogen  standard. 

Fig.  178  shows  the  two  standard  ways  of  marking  the 
"scale"  on  the  thermometer.  In  one  the  scale  is  marked 
directly  on  the  stem  of  the  thermometer — ^this  is  the  most 
accurate  and  permanent  way,  used  in  all  standard  sdentifio 
thermometers  and  clinical  thermometers;  in  the  other  the 
scale  is  on  paper  or  white  glass  and  enclosed  in  an  outer 
glass  tube  back  of  the  capillary  stem — ^this  usually  gives 
moie  legible  scales  but  they  are  somewhat  likely  to  become 
loose  and  shift  with  respect  to  the  oapillaiy.  A  third 
method  is  used  for  cheap  "household"  thermometers;  in 
this  the  thermometer  is  simply  mounted  on  a  support  which 
carries  the  scale. 

The  i^Umb  used  for  the  thermometer  (especially  the  bulb) 
is  of  the  greatest  Importance,  and  in  recent  years  great  im- 
provements have  been  made  in  the  qualities  of  glass  used 
for  this  purpose.    A  bulb  made  of  ordinary  glass  has  the 
fault  of  slowly  changing  its  volume  with  time,  and  of  permanently  and 
quieUy  inciessing  its  volume  whenever  It  is  heated,  say  to  lOO^C.  or  higher. 
Such  changes,  of  course,  alter  the  reading  for  a  given  temperature.    Some 
of  these  effeots  gradually  disappear  after  the  bulb  has  been  made;  so  that 
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thennometer  bulbs  should  be  kept  for  some  time»  or  elae  artifiolAlIy  ''ac^" 
by  heating  and  cooling,  before  being  graduated. 

Through  the  development  of  special  glnssos  having  high  melting-points  it 
has  become  possible  to  construct  mercury-in-glass  thermometers  reading  to 
550**C.  or  even  higher.  In  such  high-rang^  thermometers  the  space  above 
the  mercury  column  must  be  filled  with  a  gas  (usually  carbon  dioxide  or 
nitrogen)  at  a  final  pressure  of  about  19  atmospheres,  in  order  to  keep  the 
mercury  from  boiling.  For  such  thermometers  the  properties  of  the  glass 
are  of  the  greatest  importance,  and  the  glass  known  as  ''Jena  69™"  is  the 
best  one  to  use.  Even  with  this  glass  if  the  thermometer  is  kept  at  660^0. 
for  an  hour  or  more  a  permanent  expansion  of  the  bulb  will  result:  this  will 
permanently  lower  the  freesing-point  reading,  but' if  this  change  is  applied 
as  a  correction  (added)  to  subsequent  readings  of  Ihe  thermometer,  fairly 


Fzo.  174. — MaximiiTn  and  minimmn  thermometan. 

correct  results  can  be  obtained.  Thermometers  of  mercury  in  dear  fused 
quarts  have  also  recently  been  satisfactorily  constructed  for  use  up  to  about 
700*C. 

In  using  thermometers  it  is  well  always  to  avoid  too  sudden 
heating  or  cooling;  and  in  measurements  above  100^  (or  in  all 
cases  where  extreme  accuracy  is  required)  it  must  be  remembered 
that  thermometers  are  usually  graduated  to  read  correctly  when 
bvlb  and  stem  are  all  at  the  temperature  to  be  measured.  If  the 
stem  is  cooler  than  the  bulb  the  thermometer  will  read  too  low  and 
this  error  may  amount  to  as  much  as  40°  at  550^0.  In  careful 
work  thermometers  should  always  be  compared  with  a  standard, 
or  standardized  at  known  temperatures  ($271)  or  sent  to  the 
Bureau  of  Standards  for  comparison. 

267.  Special  Forms  of  Thermometers. — Alcohol  and  some  other 
liquids  have  an  advantage  over  mercury  in  their  greater  coeflS- 
cient  of  expansion  and  smaller  surface  tension  (giving  more 
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regular  rise  and  fall  in  the  capillaiy),  but  they  are  seldom  used 
for  accurate  thermometers.  Since  mercury  freezes  at  -38.8^C., 
thermometers  containing  alcohol  are  often  used  for  temperatures 
below  this.  Pentane  (GgH^i)  is  also  used  for  thermometers 
reading  to  -IWfG. 

Maximum  and  minimum  thermometers  are  ther- 
mometers provided  with  devices  for  recording  the 
maximum  or  minimum  point  reached  by  the  end  of 
the  mercury  column.     The  maximum  thermometer 
is  usually  of  one  of  two  forms.    In  the  first  form, 
a  small    iron  index  is  pushed  ahead  of  the  mer- 
cury column  and  left  when  the   column  contracts, 
the  lower  end  of  the  index  indicating  the  highest 
reading  of  the  mercury  column;  in  the  second  form, 
Fig.  174,  a  contraction  is  made  in  the  bore  of  the 
tube  near  the  bulb  and  at  this  point  the  mercury 
column  breaks,  when  contraction  occurs   after   the 
maximum  point  is  reached,  leaving  the  upper  end  of 
the  column  at  the  maximum  reading.    This  device 
•    of  a  contracted  bore  is  used  in  clinical  thermometers, 
Fig.  175.   Minimum  thermometers,  Fig.  174,  are  usually 
of  alcohol  in  glass,  and  have  below  the  meniscus 
a  light  index,  of  such  form  that  the  alcohol  can  flow 
past  it,  while  it   will   be  dragged  down  when  the 
descending  meniscus  reaches  it.    If  the  thermometer 
is  kept  nearly  horizontal,  the  index  will  rest  at  the 
lowest  point  reached  by  the  meniscus. 
For  some  purposes  (especially  common  thermostats) 
Pi«.i7ft.--    metallic  thermometers  are  used.    They  usually  de- 
^tiMi       pend  upon  the  bending  of  a  duplex  metallic  bar.  Fig. 
^  181,  because  of  the  different  amounts  of  expansion 

of  its  component  metals.    They  are  not  saistfactory 
for  accurate  work. 

268.  Resistance  Thermometry. — ^In  recent  years  an  electrical 
method  of  thermometry  has  come  into  very  general  use.  In 
this  the  thermometric  property  is  the  resistance  offered  by  a 
metallic  wire  to  the  passage  of  an  electric  current,  which 
resistance  changes  with  the  temperature.  It  must  be  re- 
membered that  such  thermometers  like  all  secondary  instni- 
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ments,  must  be  calibrated  in  terms  of  the  hydrogen  standard.  On 
account  of  its  permanence,  high  melting-point  and  acid-resist- 
ing qualities,  pure  platinum  wire  has  been  most  extensively  used 
for  this  purpose,  though  for  use  at  ordinary  temperatures  copper 
and  iron  wire  may  be  substituted.  The  usual  form  of  platinum- 
resistance  thermometer  is  shown  in  Fig.  176,  the  coil  whose 
resistance  changes  are  to  be  measured  (called  by  analogy  the 
"bulb"  of  the  thermometer),  being  mounted  in  a  protecting 

tube  of  glass,  or  (which  is  better)  of  metal 
for  moderate  temperatures  and  of  porcelain 
for  high  temperatures. 

The  advantages  of  the  platinum  thermome- 
ter are  permanence  and  reliability,  wide  range 
(it  may  be  used  up  to  1200*^0.),  the  fact  that 
the  readings  may  be  made  at  a  distance  of 
several  hundred  feet  from  the  thermometer 


Fzo.  176.— PUU- 
num        radstanee 


Fio.  177. — ^WbeatstCMM's  biidge  for  measoxing 
renstaaoe  of  platinum  thermometer. 


itself  and  that  it  may  be  made  accurately  self  recording.  It 
is  also  capable  of  extreme  sensitiveness,  Tirfinr^C*  being  .read- 
able. For  all  these  reasons  its  use  in  scientific  and  engineer- 
ing work  is  rapidly  increasing.    * 

Fig.  177  shows  the  eleotrioal  leadB  to  the  ooil  Lg  L^  compensating  leads 
L,  L4  by  means  of  which  the  effect  of  temperature  changes  in  the  leads  L, 
L,  are  eliminated,  and  the  connection  of  ihe  Wheatetone  bridge  (see  {466) 
by  which  the  resistance  is  measured.    From  an  empirical  formula  developed 
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by  Oallendar  the  tomperature  oorresponding  to  a  giyen  resifltance  may  easily 
be  obtained.  This  formula  ie  of  mioh  a  form  that  only  three  known  tempera- 
turee  are  needed  to  determine  its  oonstants.  It  is,  therefore,  very  easy  to 
standardise  a  platinum  thermometer. 

269.  Thenno-electric  Thermometer. — When  two  different 
metals  are  joined  together  in  a  circuit  as  shown  in  Fig.  178,  and 
one  junction  is  heated,  an  electro-      ^  ^ 

motive  force  is  in  general  produced      :|  S 

(see  5477),  which  tends  to  drive      |      Oaluanometer     ^ 
a  current  in  a  certain  direction  as 
shown  and  this  electromotive  force 
increases  as  the  difference  in  tem- 
perature between  the  two  junctions  Nickel 
increases.    This  thermal  electromo- 
tive force  is  another  thermometric        fio.  i78.— Thermoeieotrio  ooupie, 
property  very  extensively  used.  For    ^o^ingd^^ 
some  purposes  a  voltmeter  (see  { 

453)  suffices  to  measure  the  electromotive  force  generated  by 
heating  one  junction,  and  it  may  be  calibrated  to  read  tempera- 
ture directly.  The  thermoelectric  thermometer  or  thermo-couple, 
as  it  is  caUed,  is  valuable  on  account  of  its  sensibility,  quick 
response  to  temperature  changes,  and  the  small  si?e  and  mass 
of  the  part  which  must  be  heated  as  compared  to  the  bulb  of  a 
mercury  or  resistance  thermometer. 

For  work  below  500^0.,  wires  of  copper  and  oonstantan  (an  alloy  of  copper 
and  nickel)  are  quite  satisfactory;  up  to  lOOO^C.  wires  of  nickel  and  nickel- 
chromium  alloy  may  be  used  for  approximate  work,  while,  for  the  entire 
range  up  to  1600^0.,  the  most  accurate  results  are  given  by  wires  of 
platinum  and  platinum  + 10%  rhodium. 

870*  Measurement  of  High  and  Low  Temperatures. — The  measurement 
of  extreme  high  or  low  temperatures  presents  separate  and  difficult  problems. 
This  is  partly  because  of  mechanical  difficulties  caused  by  changes  in  prop- 
erties of  ordinary  substances  at  extreme  temperatures  (for  example,  melt- 
ing and  softening  of  metals  and  porcelain),  and  chemical  reactions  at  high 
temperatures,  and  partly  because  the  range  of  the  direct  hydrogen  thermome- 
ter is  passed  and  it  is  necessary  to  extrapolate  by  means  of  some  empirical 
formula.  At  high  temperatures  recourse  is  had  to  nitrogen  in  a  constant 
volume  thermometer,  which  has  been  used  from  llOO^C.  to  1550^0. ;  above 
this  for  a  short  range  thermoelectric  extrapolation  is  possible,  while  beyond 
this  a  radiation  scale  (see  {339)  and  radiation  methods  are  the  only  re- 
sources.    At  low  temperatures  the  least  liquefiable  gas,  helium,  used  in  a 


212  HEAT 

constant  volume  thermometer,  but  at  a  pressure  of  only  10  om.  of  mercury, 
has  been  used,  as  well  as  the  resistance  and  thermoeleotric  methods. 

871.  Standard  Temperatures. — For  the  purpose  of  standardising  ther- 
mometersi  thermo-couples,  resistance  thermometers,  etc.,  it  is  convenient 
to  make  use  of  one  or  more  temperatures  which  can  easily  be  obtained  and 
kept  constant,  and  which  have  been  accurately  measured.  For  such  pur- 
poses melting-  and  IxHling-points  are  the  most  convenient.  To  use  a 
standard  boiling-point  the  liquid  must  be  steadily  boiled  at  a  known  pres- 
sure and  the  thermometer  immersed  in  the  vapor;  to  use  a  melting-point  the 
thermometer  may  be  immersed  in  a  mixture  of  the  solid  and  liquid.  The 
following  table  gives  some  of  the  more  useful  points. 

TABLE  1 

Stamdabd  Tbmpbratubbb 

(Pzessure  Constant  at  One  Atmosphere) 

Hydrogen  Qiquid) Boiling-point,  -253''G. 

Oxygen .*.  Boiling-point,  *  183 

Oarbon  dioxide Boiling-point,  —  78.2 

Mercury Melting-point,  —  38.8 

Wsiter Melting-point,  0 

Ether Boiling-point,         34.6 

Alcohol  (ethyl) Boiling-point,         78.3 

Water Boiling-point,        100 

Napthalene BoBing-point,       218.0 

Tin Melting-point,       231.9 

Bensophenone Boiling-point,       306.0 

Sulphur Boiling-point^       444.7 

Sodium  chloride Melting-point,       801 

Silver .Melting-point,       060 

Gold Melting-point,  1063 

Palladium Melting-point,  1540 

Platinum Melting-point,  1753 

272.  The  Pressure,  Volume^  Temperature  Diagram. — ^From 
the  discussion  of  §262  we  saw  that  in  order  to  know  the  condition 
of  a  body  we  should  know  the  amount  of  energy  present,  per  unit 
mass,  in  several  different  forms,  namely  as  kinetic  energy  of 
molecules,  atoms  and  electrons  and  as  potential  energy  of  mole- 
cules, atoms  and  electrons.  Of  the  entire  amount  of  this  internal 
energy  we  have  no  knowledge,  but  we  can  measure  the  heat 
energy  which  passes  into  or  out  of  a  substance  and  also  the 
external  work  done,  which  together  constitute  the  change  in  the 
internal  energy,  and  hence  we  can  tell  when  a  body  is  brought 
back  to  a  given  condition  of  total  internal  energy.  Now  it  is 
found  that  in  the  majority  of  cases  when  a  body  Is  brought  back 
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to  the  same  total  energy  content  its  pressure,  volume  and  tem« 
perature  return  to  the  same  values,  and,  in  fact,  all  its  physical 
properties  are  the  same  as  before;  hence  it  is  said  that  the 
pressure,  volume,  and  temperature  determine  the  phyeical  state 
of  a  body. 

These  three  variables,  P,  V,  and  t  are,  however,  not  independent  but  are 
connected  by  a  relation,  called  an  eguaHan  of  tUUe,  the  general  form  of  which 
is  not  known.  This  relation  expresses  the  experimental  fact  that  if  we 
fix  any  two  of  the  three  variables,  P,  F,  and  t,  the  third  must  have  a 
definite  value.  For  example,  if  a  gas  occupies  a  given  volume  at  a  given 
pressure  it  must  have  a  certain  temperature. 

Since  the  physical  condition  of  a  body  is  determined  by  the 
values  of  the  three  variables,  P,  V,  and  t,  it  is  very  natural  to 
represent  a  given  condition  by  a  point  having  the  corresponding 
values  of  P,  V,  and  t  as  codrdinates  measured  along  three  rec- 
tangular axes,  as  in  Fig.  179,  where  every  point  in  space  repre- 
sents a  definite  physical  condition.  If  p 
we  take  as  the  origin  absolute  zero  values 
of  P,  y,  and  (,  then  negative  values  of  V 
and  t  will  mean  nothing  physically, 
while  negative  values  of  P  will  mean 
tensions.  Points  in  a  plane  parallel  to 
the  PV  plane  will  correspond  to  physical 
conditions  for  all  of  which  the  tempera-     1 

.  •  .       .  1       •     M     1  1  Fio.  170. — ^The  tun  of  P»  F,  I  m 

ture  IS  constant,  and,  similarly,  planes  ooflnUMtM. 

parallel  to  the  tV  and  Pt  planes  respec- 
tively will  represent  constant  pressure  and  constant  volume  con- 
ditions. Since  it  is  usually  sufficient  to  fix  two  of  the  varia- 
bles P,  y,  and  t,  physical  conditions  are  often  represented  by 
points  in  a  plane,  for  which  purpose  the  PV,  Pt,  or  Vt  plane  may 
be  chosen. 

bxpahsion 

273.  Introduction. — ^The  important  changes  in  substances  pro- 
duced by  heat  are  changes  in  size,  chtmges  in  the  arrangement 
of  molecules  with  respect  to  one  another,  and  changes  in  state, 
from  solid  to  liquid  and  gaseous.  The  difference  between  solids, 
liquids  and  gases  has  been  discussed  in  {157.  Solids  in  general 
offer  great  resistance  to  change  of  shape,  and  their  molecules 
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tend  to  assume  a  definite  arrangement  in  groups  called  crystalline 
structure,  not  only  in  obviously  crystalline  minerals  such  as 
quartz,  but  in  all  solids.  The  existence  of  such  structure  is 
sometimes  taken  as  a  test  for  the  solid  state,  though  liquids  also 
can  have  crystalline  properties,  and  it  is  difficult  to  draw  a 
sharp  distinction  between  the  two.  From  the  heat  stand- 
point the  important  matters  are  that  the  average  molecule  in  a 
solid  moves  about  much  less  than  in  a  liquid  or  gas,  and  that  the 
potential  energy  of  the  molecules  with  respect  to  each  other  is 
greatest  in  the  gaseous  state;  furthermore  the  potential  energy 
of  a  solid,  liquid  or  gas  changes  with  its  change  of  size,  or  expan- 
sion due  to  heat.  In  discussing  the  expansion  of  solids  it  is 
convenient  to  consider  both  their  change  in  linear  dimensions 
and  their  change  in  volume,  while  for  fluids  the  latter  alone  has  a 
meaning. 
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Fzo.  180. — ^Apparatus  for  measaring  ooeffident  of  linear  ezpanikm  of  aoUda. 

0 

274.  Linear  Expansion  of  Solids. — This  is  an  effect  very  easily 
observed  and  very  widely  made  use  of.  Telegraph  wires  which 
sag  in  summer  are  taut  in  winter;  the  tires  of  wagon  and  loco- 
motive wheels  and  jackets  of  large  cannon  are  made  too  small  to 
slip  in  place  and  are  then  put  on  while  expanded  by  heat,  so  that 
when  cool  and  shrunk  they  have  a  firm  grip.  Different  solids 
expand  differently  for  the  same  change  in  temperature.  A 
simple  experimental  arrangement  for  measuring  the  amount  of 
expansion  is  shown  in  Fig.  180  where  A^  a  bar  of  the  material  being 
studied,  is  supported  in  a  bath  so  that  its  temperature  may  be 
varied.  Two  microscopes,  supported  by  a  frame  distinct  from  the 
bath,  are  arranged  so  that  one  or  both  may  be  moved  parallel  to 
the  bar  by  a  fine  micrometer  screw  and  focused  on  two  fine  marks 
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made  on  the  bar.  As  the  bar  expands  the  microscopes  are 
moved  so  that  the  cross-hairs  remain  set  on  the  marks,  and  thus 
the  expansion  can  be  read  from  the  graduated  heads  of  the  microm- 
eter screws.  By  substituting  a  standard  meter  for  the  bar,  the 
actual  length  between  the^  marks  at  any  desired  temperature, 
say  O^C,  may  be  determined,  and,  by  adding  to  this  the  observed 
expansions,  the  length  Lt  of  the  bar  at  any  temperature  t  may 
be  obtained.  The  expansion  will  usually  be  found  to  be  approxi- 
mately, though  not  exactly,  proportional  to  the  change  in  tem- 
perature, that  is  to  say,  if  the  values  Lt  are  plotted  as  ordinates 
with  the  corresponding  values  of  ^  as  abscisssB,  the  result  will  be 
a  curve,  though  the  curvature  is  usually  slight.  In  general  it  is 
found  that  Lt  may  be  very  closely  represented  by  an  expression 
of  this  form, 

L|=Lo(l+a<+6«'+c<«  +  -  •  •)  (1) 

where  a,  b,  c  are  constants  and  t  is  the  temperature  on  the  Centi- 
grade scale.  The  number  of  constants  necessary  increases  with 
the  temperature  range  over  which  it  is  attempted  to  work  and 
with  the  accuracy  desired,  and  varies  also  with  different  sub- 
stances. For  small  temperature  differences  a,  usually  called 
'Hhe  coefiSicient  of  expansion/'  is  sufficient,  and  its  value  is 
evidently 


o  = 
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Frequently  also  a  mean  coefficient  of  expansion  between  two  tem- 
peratures, ti  and  t^,  is  used,  and  its  value  is  accordingly 

-    L,(t,^t,) 

For  moderate  ranges  of  temperature  (e.g.,  QP  to  100^)  a  and 
ttfli  usually  differ  so  little  that  they  need  not  be  distinguished. 

As  may  be  seen  from  the  following  table,  the  coefficients  of  ex- 
pansion are  never  large,  and  very  refined  experimental  methods 
are  necessary  to  determine  them  accurately,  as,  for  instance, 
some  form  of  interferometer  (§722). 
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TABLE  2 

COSFFICUBNTB  OF  LiNXAB    EIXPANBION 

Substanoe.  Cm.  per  degree  C.  per  cm. 

Aluminum 26.6X10-* 

Brass 18.9  " 

Copper 16.7  " 

Glass  (Jena  16^^) 7.8  " 

Gold 13.9  " 

Hard  rubber 80.  " 

Joe 60.7  " 

Invar 0.7  " 

Iron  (cast) 10.2  " 

Iron  (wrought) 11 .9  " 

Lead 27.6  " 

Nickel 12.8  " 

Oak,  II  grain 4.9  " 

Oak,  J.  grain 64.4  " 

Platinum 8.9  " 

Porcelain  (Berlin) 2.8  " 

Quarts,  ||  axis 7.6  « 

QuarU,  J.  axis 13.7  " 

Quarts,  fused 0.39  " 

Silver.... 18.8  " 

Tin 21.4  " 

Zinc 26.3  " 

Isotropic  solidsi  including  crystals  in  the  cubical  system 
(with  three  equal  axes  of  symmetry),  expand  equally  in  all  direc- 
tions. Other  crystals  have  one  axis  of  symmetry,  with  one 
coefficient  of  expansion  along  this  axis  and  another  one  in  a  plane 
at  right  angles  to  the  axis,  the  coefficient  being  the  same  in  all 
directions  in  this  plane;  while  still  others  have  three  different 
expansions  along  three  axes,  in  some  cases  even  showing  a  con- 
traction along  one  axis.  In  such  cases  of  unequal  expansions 
the  angles  of  a  crystal  change  as  the  crystal  expands. 

276.  Applications  of  Linear  Expansion. — ^The  expansion  of 
solids,  especially  the  differential  expansion,  is  made  use  of  in 
metallic  thermometers,  thermographs  and  thermostats.  Usu- 
ally a  compound  strip  of  brass  and  iron,  riveted  together,  is 
fixed  at  one  end  and  arranged  so  that  the  bending  of  the  strip, 
due  to  the  unequal  expansion  of  brass  and  iron,  operates  a  record- 
ing or  indicating  pointer,  or,  in  the  thermostat,  makes  electrical 
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contact  to  right  or  left  and  thus  controls  some  heating  system 

Fig.  181  shows  a  common  form. 
The  balance  wheel  of  watches  has  a  rim 

made  of  a  compound  metal  strip,  as  above 

described,  and  so  arranged  that  a  change  in 

temperature,  by  altering  the  curvature  of 

these  strips,  will  move  a  considerable  part  of 

the  mass  of  the  wheel  to  or  from  the  center, 

thus  altering  the  moment  of  inertia  of  the 

wheel  and  hence  its  period.     In  this  way 

other  temperature  effeets  on  the  rate  of  the 

watch,  such  as  change  in  elasticity  of  the 

springs,  change  in  diameter  of  the  balance 

wheel,  and  change  in  viscosity  of  the  oil  in  the 

bearings,  may  be  compensated. 
In  the  mercury  clock  pendulum  shown  in 

Fig.  182  the  length  of  the  reservoir  of  mercury 

is  so  chosen  that  the  expansion  of  the  mercury, 

which  raises  the  center  of  gravity,  just  com- 
pensates for  the  expansion  of  the  supporting 

rod  which  lowers  the  center  of  gravity,  so 

that  the  time  of  vibration  will 
not  be  altered  by  changes  in  tem- 
perature. This  compensation  can 
now  be  accomplished  even  more 
accurately  by  the  use  of  a  specially  worked  nickel- 
steel  alloy,  called  "invar/'  which  has  a  coefficient 
of  only  .00000075  to  .00000015,  or  ^H  ^^^^  ^^  brass. 
This  alloy  is  also  valuable  for  making  standard 
meter-bars,  tapes  and  scales  with  lengths  practically 
independent  of  small  temperature  variations. 

The  cracking  of  objects  by  heating,  particularly 
sudden  heating,  is  due  to  unequal  expansion  pro- 
duced by  differences  of  temperature  in  different 
parts.  Porcelain  is  less  liable  to  crack  than  glass 
because  of  its  smaller  coefficient  of  expansion,  and 
thin  glass  than  thick  because  of  the  more  rapid 

equalisation  of  temperature.    In  fusing  metals  into  glass  to  make 

an  air-tight  joint,  as,  for  example,  the  leads  into  an  incandescent 


Fz«.  181.— MetaDie 
thermoinoter  depend- 
ing upon  differcnoe  in 
•xpanaion  of  two  metal 
■trips,  arranged  as  a 
thennoetat. 


FI0.1S2.— 
Uenmix  eom- 
penaation 
penduliun. 
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lamp  bulb,  it  is  necessary  to  use  a  metal  having  nearly  the  same 
coefficient  of  expansion  as  glass,  otherwise  cracking  (or  leaking) 
would  occur  when  the  joint  cooled.  As  may  be  seen  from  the 
table,  platinum  is  the  best  metal  for  this  purpose.  There  is  a 
very  striking  difference  between  the  coefficients  of  crystalline  and 
fused  quarts;  the  former  cracks  with  the  slightest  heating,  the 
latter,  because  of  its  small  coefficient,  may  be  taken  from  an 
oxyhydrogen  flame  and  at  once  plunged  into  liquid  air  without 
cracking. 

276.  Cubical  Expansion  of  Solids. — If  7 1  represents  the  volume 
of  a  solid  at  ^^C,  Vo  its  voli^ime  at  O^C;  then  it  is  found  that  in 
general  solids  expand  in  sucl^jk  way  that  V  may  be  represented  as 
a  function  of  <  by  an  equation  similar  to  the  one  used  for  linear 
expansion: 

Vi^  7^(1  +a't+Vt*+c^fi)  (1) 

and,  as  before,  the  constants,  V,  c',etc.,  are  much  smaller  than  a\ 
so  that  for  small  temperature  changes, 

F|=F.(l+a'0  (2) 

If  we  now  consider  a  cube  of  the  material  of  length  Lt  on  an  edge, 
we  have, 

approximately,  from  equation  (1)  ^  {  274,  or 

neglecting  higher  powers  of  a;  and,  since  Vo— I^oS 

3a = a',  by  comparison  with  equation  (2) 

That  is  to  say,  tfie  cvbical  coeffiderU  of  expansion  is  three  times  the 
linear  coefficient,  and  can  be  obtained  from  the  preceding  table. 

277.  Expansion  of  Liquids. — ^The  change  of  volume  of  liquids 
with  temperature  has  idready  been  mentioned  as  the  basis  of 
liquid-in-glass  thermometers.  The  fact  that  the  mercury  or 
alcohol  in  such  thermometers  rises  with  increased  temperature 
shows  that  the  liquids  expand  more  than  the  glass,  and  this  is 
usually  true  of  liquids  as  compared  with  solids.  To  represent  the 
volume  Vt  of  a  liquid  at  a  temperature  t  in  terms  of  the  volume 
Ve  at  O^C,  it  is  found  that  an  equation  of  the  same  form  will 
suffice — 

F|«Fo(l+a"<+6'V+  •  •  •) 
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or  approximately, 

Vi=n(l+o"0 
unoe  b"  ia  usually  much  smaller  tlian  a". 

A  bulb  with  a  capillary  stem  like  a  thermometer  ia  usually  used 
in  measuring  the  differ&iUial  Kcpantion  of  a  liquid  and  a  solid. 
The  walls  of  the  bulb  expand  as  if  they  were  filled  with  solid 
material;  hence  the  volume  of  the  bulb  space  is  at  any  tempera- 
ture equal  to  the  expanded  volume  of  the  solid  which  would  fill 
itatO°C.    If 

Va  =  volume  of  bulb  and  of  liquid  filling  bulb  at  0°C., 

V(=volume  of  bulb  at  fC, 

Vt  =  volume  of  same  liquid  at  f°0., 
a',  a"=  volume  coefficients  of  expansion  of  solid  composing  the 
bulb,  and  of  the  liquid  respectively,  then 
Vt-  y'(=y,t(l  +o"()  -  (1  +a'()]  =  V,(a"-  a')t. 
This  differeriiial  or  apparerU  expatuion,  Vt—  V't,  can  be  measured 
by  noting  the  rise  of  the  liquid  in  the  capillary  stem.    If,  in  addi- 
tion, the  Ttdume  coefficient  a'  of  the  solid 
is  Imown,  we  can  determine  the  coeffi- 
cient  of'  of  the  liquid;  for — 

The  difference  a"  — a'  is  called  the  appar- 
ent coeffiaent  of  expansion  of  the  liquid. 

It  is  possible  to  determme  the  absolute 
coefficierU  of  expansion  of  a  liquid,  inde- 
pendent of  the  expansion  of  a  containing 
vessel,  by  a  method  due  to  Dulong  and        fto.  i8a.-Method^ 

,  .  1  1  .      .  .         1  »  minnf  Iha  abwduU  mat 

Petit  and  illustrated  m  its  simplest  form  or  upuuioii  c 
in  Fig.  183.  Two  vertical  tubes  filled 
with  the  liquid  in  question  are  connected  at  theii  lower  extremi- 
ties by  an  accuratdy  horizontal  tube.  The  verticJ  tubes  are  in 
baths  of  some  sort,  so  that  one  can  be  maintained  at  a  tempera- 
ture of  O"^.  and  the  other  at  fC.  At  the  bases  of  the  two 
tubes  the  pressures  must  be  equal,  otherwise  there  would  be  a 
flow  from  one  to  the  other  through  the  connecting  tube.  The 
pressure  at  the  two  upper  free  surfaces  must  be  the  same,  unce 
it  is  that  of  the  external  atmosphere;  hence  the  difference  in 
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pressure  from  top  to  bottom  of  the  two  columns  must  be  the 
same.     Hence  by  §185, 

htpig^hoPoQ 

and  ^-Ji 

Pt     no 

But  if  Vo— volume  of  unit  mass  of  fluid  at  0*^0.— — 

Po 

and  7<— volume  of  unit  mass  of  fluid  at  t*C.— — 

Pt 

then.  7<-7o(l+a"0 

and  /?£«^.l  +  a-t-Ji 

Pt     Vo  ho 

Hence 


•'-(^')-' 


This  method  has  been  especially  used  to  determine  the  absolute 
coefficient  of  expansion  of  mercury;  this  being  known,  mercury 
can  be  used  to  determine  the  coefficient  of  expansion  of  solids 
by  the  differential  method.  The  coefficients  of  expansion  of 
liquids  (except  water)  decrease  with  increase  of  the  pressure  at 
which  they  are  observed. 

TABLE  3 

* 

Cobfucisnts  of  Cubical  Expansions  of  Liquids 
Bubstanoe.  Cm<.  per  degree  G.  per  cm*. 

Alcohol  (ethyl) 110.     XlO-» 

Alcohol  (methyl) 118.         " 

Bensine 124.         " 

Mercury 18. 18     " 

Paraffin  oH 90.         " 

Pentane 169.         " 

Toluene 109.         " 

Water,  15-100*» 37.2       " 

Xylol 101.         " 

278.  Expansion  of  Water. — Water  is  unique  among  liquids  in 
that  it  has  a  maximum  density  at  about  4^C.,  under  1  atmosphere 
pressure,  i.e.f  below  4^0.  it  contracts  with  rise  of  temperature, 
above  4^C.  it  expands. 

This  property,  which  has  very  important  consequences,  is 
clearly  shown  by  Hope's  apparatus,  Fig.  184.  If  the  tank  around 
the  middle  of  the  glass  vessel  be  filled  with  a  freezing  mixture  of 
ice  and  salt,  and  the  vessel  be  filled  with  water  at  a  temperature 
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Fio.  .18i— Hope's  Bpi>aistua  for  detormin- 
inc  the  tempentture  of  nuudmum  deneity  of 
water. 


higher  than  4®  C,  the  water  in  the  middle  when  cooled  will  become 
denser  and  fall  to  the  bottom,  whereas  the  water  above  the  middle 
will  not  be  disturbed.  Thus 
the  upper  thermometer  will 
indicate  a  practically  station- 
ary temperature  and  the  lower 
one  a  falling  temperature  until 
all  the  lower  half  of  the  vessel 
is  filled  with  water  at  4^G., 
after  which  the  upper  one  be- 
gins to  fall  in  temperature 
until  0^  is  reached  and  freez- 
ing begins  at  the  top,  the 
lower  thermometer  still  indi- 
cating 4^C.  The  water  at 
4^0.  is  most  dense  and  there* 
fore  collects  at  the  bottom  of 
the  vessel. 

A  somewhat  similar  opera- 
tion goes  on  in  winter  in  ponds  and  rivers  which  are  not  too 
much  disturbed  by  winds  or  currents,  the  densest  water,  at  4°C,, 

collects  at  the  bottom,  whfle 
the  coldest,  at  OPC,  being 
lighter,  stays  on  top.  Hence 
freezing  occurs  at  the  top, 
unless  the  entire  mass  of 
water  is  cooled  by  currents 
to  near  O^C,  in  which  case 
freezing  may  occur  on  the 
bottom  or  on  submerged 
solids,  cooled  by  radiation, 
thus  forming  "ground  ice'' 
which  is  of  serious  conse- 
quence in  northern  rivers. 
The  volume  of  1  gram  of 
water  at  various  temperatures  under  1  atmosphere  pressure  is 
given  in  Fig.  185. 

Aooording  to  Amagat  the  temperature  of  maximum  density  falls  with 
increase  of  pressure,  being  about  2^0.  under  a  pressure  of  98  ataiospheres.    li 
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Fio.  185. — ^Expansion  curve  for  water. 
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kept  bj  preasure  In  the  liquid  stote  wat«r  oontinues  to  oontrut  below  0°C. 
and  |to  expand  at  an  inoreadng  rate  above  100°C.  The  Mlutioo  of  rarioiu 
•alts  in  water  also  lower*  the  temperature  of  marimiim  dennty,  4  per  cent, 
of  diaaolved  oommon  aalt  lowering  it  to  —  6M'C.  The  peculiar  behavior  of 
water  aa  regards  its  thermal  expansion  is  due,  acoording  to  Tamman,  to  the 
existanoe  at  low  temperatures  of  several  different  Idmda  of  water  moleoulee 
or  groups  of  moleoulee  which  graduallf  break  up  Into  one  dmpler  kind  as 
the  temperature  is  raised. 

279.  Expansion  of  Gases. — Since  the  effect  of  pressure  on  the 
volume  of  a  gaa  is  very  great  ({221) ,  it  is  evident  that  in  discuss- 
ing the  expansion  of  gases  with  in- 
crease in  temperature  we  must  be 
careful  to  specify  the  pressure  con- 
ditions which  are  to  hold  during 
the  expansion.    The  simplest  con- 
dition is  to  maintain  the  pressure 
constant  and  measure  the  change 
in  volume  of  the  gas  in  a  bulb  by 
allowing  it  to  expand  and  push  out 
a  mercury  piston  in  an  attached 
tube,a8illuBtratedinFig.l72.    For 
accurate  work  an  arrangement  such 
as  is  shown  in  Fig.  186  is  neceeeary, 
and  for  more  complete  knowledge 
of  the  subject  the  expansion  must 
'  be  carried  out  at  varioua  constant 
pressures.    A  correction  must,  of     «-^  <- ^k*  ■-*»•«"»»>■ 
course,  be  made  for  the  expansion  of  the  bulb  and  for  the  fact  that 
an  increasing  amount  of  the  gas  will  be  in  the  stem  tmd  hence  will 
not  be  heated.    Oay-Lussao  (1802)  and  Charles  (1787)  inde- 
pendently carried  out  such  experiments,  and  arrived  at  the  "Law 
of  Charles  and  Gay-Lussac,"  according  to  which  aU  the  common 
gates  expand  by  a  eonstarU  fraction  of  their  volume  at  QPfor  each 
rise  of  1°  in  ttmperatwre.    This  fraction  is  about  .003660  (iH). 
or  about  the  same  as  the  "pressure  coefficient"  of  a  gas  ({264), 
In  the  form  of  an  equation  this  law  is— 

Vi-V,(l+of)  (p  constant), 

but  it  is  now  known  that  the  law  is  only  approximately  true  and 
that  a  is  not  the  same  for  all  gases.    Furthermore,  a  varies  with 
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the  pressure  and  with  the  temperature,  and  is  not,  in  general, 
quite  equal  to  the  pressure  coefficient,  6. 

Later  work  of  Regnault  and  others  has  shown  that  the  ooeffioients  of 
expansion  of  all  gases  ezoept  hydrogen  increase,  at  ordinary  temperatures, 
with  inoieasing  density  of  the  gas,  and  that  the  coefficients  for  the  several 
gases  are  more  nearly  alike  and  more  nearly  equal  to  their  "pressure  ooeffi- 
oients" when  the  gases  are  at  low  pressures  or  high  temperatures. 

TABLE  4 
Expansion  Cobfvicibnts  and  Prbssubb  Cobfucibnts 
Ga&  a.  b. 


Air 

0.003671 

0.003674 

Carbon  dioxide 

0.003728 

0.003712 

Hydrogen 

&.  003661 

0.003662 

Nitrogen 

0.003673 

0.003672 

Temperature  O^C.-IOO^C,  Pressure,  1  atmosphere. 

280.  The  Gas  Equation:  A  Perfect  Gas.— We  have  seen  (§221) 
that  gases  follow  Boyle's  law  more  or  less  closely,  the  product  of 
the  pressure  and  volume  at  constant  temperature  being  nearly 
constant.  In  §264  we  considered  the  change  in  pressure  with 
temperature  of  a  gas  confined  at  constant  volume,  which  is  given 
approximately  by  the  equation  P|«P^(1  +  60.  In  §279  we  have 
just  discussed  the  expansion  of  gases,  which  occurs  approximately 
according  to  the  relation  7,=  7^(l  +  aO,  the  pressure  being  con- 
stant. It  is  convenient  to  combine  these  statements  into  a 
single  equation,  which  will  then  represent  all  the  relations  which 
approximately  hold  between  the  pressure,  volume  and  tempera- 
ture of  a  gas.    This  may  be  done  as  follows: 

Let  P^V^  be  the  pressure  and  volume  of  a  given  mass  of  gas  at 
0%.,  and  let  it  be  heated  at  constant  volume  to  t^C,  Then  we 
have  (§264) 

P,-P,(l  +  60 
and  hence 

Again,  starting  at  P^Vfi^,  let  it  be  heated  at  constant  pressure  to 
the  same  final  temperature  t^C;  then  by  the  law  of  Charles 
(§279) 

7,-7,(1  +  00 
and  hence 

^•7,-P,7.(l  +  aO 
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Now  let  the  pressure,  P,  and  the  volume,  7,  be  changed  in  any 
way,  the  temperature  remaining  t^G.    Then  from  Boyle's  law 


(P7),=P,7,  =  P,7, 

Hence 

(P7),=P,7,(l  +  60 

and 

• 

a~b 

Also  since  (§264) 

t+l-T 

We  may  write 

PV=P,VJ)T 

or 

PV'-RT 

U  A^y     Z    (r1 


(5) 

It  is  frequently  convenient  to  consider  an  imaginary  ideal  or  per- 
fect gas,  which  exactly  obeys  these  gas  laws,  and  which  also  has 
certain  other  properties  which  will  be  referred  to  later.  The  vol- 
ume and  pressure  coefficients  of  such  a  gas  we  shall  designate  by 
a'  and  b\  absolute  temperature  according  to  this  perfect  gas 
scale  by  T'^  and  the  constant  factor  by  R\  The  gas  law  or  equa- 
tion of  state  for  a  perfect  gas  then  becomes  PV^R'T. 

281.  Real  Gases. — As  we  have  just  seen,  real  gases  follow  more 
or  less  closely  the  law 

PV'-RT 

where  T  is  the  temperature  measured  with  a  constant  volume 
hydrogen  thermometer  from  the  absolute  zero  of  the  hydrogen 
scale.  The  approximation  to  the  law  PV^^^RT  is  found  to  be 
very  much  closer  for  high  temperatures  and  low  pressures. 

The  value  of  £  is  different  for  different  gases,  and,  of  course, 
also  for  different  masses  of  any  one  gas.  It  is  customary  to  con- 
sider the  equation  as  applying  to  1  gram  of  gas,  and  R  is  then 
called  the  gaa  constant  for  this  gas,  and  is  evidently  equal  to 

^y=K-R  of  the  product  P^V^  at  0®C.    For  any  other  mass  of  M 

grams  the  constant  in  the  equation  PV'-RT  will  be  MR^  since 
volumes  are  proportional  to  masses  under  given  conditions. 

It  is  easy  to  see,  in  a  general  way,  why  the  properties  of  zeal  gases  should 
approach  those  of  a  perfect  gas  at  high  temperatures  and  low  pressures.  For, 
according  to  the  simple  kinetic  theory  ({227},  a  gas  having  no  molecular 
forces,  f.s.,  no  molecular  potential  energy,  and  negligible  molecular  volume^  is 
perfect  in  so  far  that  it  obeys  the  law  PV  —  RT.    Now,  it  is  evident  that  the 
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higher  the  temperature  of  a  real  gas,  the  less  will  be  the  proportion  of  the 
potential  to  the  kinetic  energy,  and  also  that  the  larger  the  yolume  of  a  gas, 
other  things  being  equal,  the  less  will  be  the  actual  molecular  volume  com- 
pared to  the  total  volume.  Hence,  as  the  temperature  is  raised,  or  the 
density  diminished,  the  conditions  become  more  nearly  those  assumed  in 
the  simple  kinetic  theory. 

By  making  a  still  f urtiier  assumption  equation  (5)  may  be  further  gener- 
alised. According  to  Ayogadro's  hypothesis  equal  volumes  of  different 
gases  at  the  same  temperature  and  pressure  contain  equal  numbers  of  mole- 
cules, that  is,  the  total  masses  of  equal  volumes  wXi  be  proportional  to  the 
molecular  weights  of  the  gases,  or 

Afi:Aft:Af|  ,  ,   .*mi:mt:m|  .   .  . 

where  mx,  ntt,  m^  are  molecular  weights.  Hence,  if  we  take  mi  grams, 
m,  grams,  and  m^  grams  (called  gram-molecular-weights)  of  these  gases,  they 
will  occupy  the  same  volume  at  the  same  pressure  and  temperature. 

Hence,  PV^miBiT'^mfifT^mJtjr 

Hence,  niiRi  "*  "b^s  "*  ff^t^t  "*  Sf^ 

and  R"  is  a  constant  for  all  gases,  whose  value  can  be  at  once  computed. 
For  example,  for  nitrogen  m— 28;  specific  volume  F"796.2  c.c.  when  7— 
273* ;  and  P  - 1  atm.  - 1,012,630  dynes/cm.* 
Hence 

B"-^-8.306X10'   *'«' 


degree 


282.  Isofhermal  Curves. 
— ^The  significance  of  the 
equation  PV^RT  can  be 
seen  more  readily  by  graph- 
ical representation  accord- 
ing to  the  method  of  §272. 
Giving  T  some  constant 
value,  T^,  it  is  evident  that 
Boyle's  law,  PV  =  const., . 
is  represented  by  a  rectan- 
gular hyperbola  in  a  plane 
parallel  to  the  PV  plane 
and  cutting  the  T  axis  in 
the  point  T^,  If  a  series  of 
such  hyperbola  are  located 
for  different  temperatures  and  then  projected  upon  the  PV 
plane  by  dropping  perpendiculars  from  every  point  to  this 
plane,  the  result  is  a  family  of  hyperbols  each  of  which  can  be 

16 
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Fio.  187. — laothamud  curves  for  air. 
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distinguished  by  labeling  it  with  the  temperature  belonging  to  it, 
as  shown  for  air  in  Fig.  187.  Any  curve  showing  the  relation 
betVeen  the  pressure  and  volume  of  a  substance  under  the  con- 
dition T  s  const,  is  called  an  isothermal  curve.  We  accordingly 
conclude  that  isothermal  curves  for  a  perfect  gas  are  rec- 
tangular hyperbola,  and  that  isothermal  curves  for  real  gases 
approximate  to  rectangular  hyperbole,  the  approximation  being 
closer  at  high  temperatures. 

283.  Molecular  Energy  and  Temperature. — As  we  have  seen 
(§221)  ordinary  gases  very  approximately  obey  Boyle's  law, 
PVcs  constant  for  constant  temperatures,  and  PV  increases  as 
the  temperature  increases.    Also,  according  to  the  kinetic  theory 

Mv* 
of  gases  (§227),  for  a  simple  ideal  gas  PV  ■■-«—  which  will  be 

constant  if  the  average  random  undirected  kinetic  energy  per 
molecule  is  constant,  and  will  inenease  in  proportion  to  the 
average  molecular  energy  ^Mv\  From  these  two  statements 
for  a  real  and  an  ideal  gas  it  is  natural  to  conclude  that  the 
temperature  of  a  real  gas  is,  at  least  approximately,  proportional 
to  the  kinetic  energy  of  molecular  motion,  and  even  to  extend  this 
analogy  to  liquids  and  solids  where  it  has  not  the  same  justi- 
fication. While  the  proportionality  of  mean  molecular  kinetic 
energy  to  temperature  turns  out  to  be  very  closely  true  for  gases, 
and  is  a  very  useful  and  instructive  hypothesis,  nevertheless  the 
complicated  structure  of  real  molecules  (as  compared  with  those 
of  the  ideal  gas)  shows  us  that  the  hypothesis  must  not  be 
taken  too  literally. 

CALORIMETRY 

28i.  Unit  of  Heat. — Calorimetry  .is  the  process  of  measuring 
quantities  of  heat.  Obviously  the  first  thing  to  be  decided  upon 
is  the  unit  in  terms  of  which  to  measure,  and  though,  as  has 
been  said,  energy  units  may  be  used,  it  is  often  more  conven- 
ient to  use  a  unit  defined  in  terms  of  heat  phenomena  only. 

In  looking  for  a  purely  thermal  unit  of  heat  it  is  natural 
to  pick  out  some  effect  which  heat  produces,  and  agree 
that  the  heat  unit  shall  be  such  an  amoimt  of  heat  as  will 
produce  a  specified  amount  of  this  effect  in  unit  mass  of  a 
standard  svbstance.    The  specified  effect  agreed  upon  is  a  change 
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in  temperature  of  l^C,  and  the  atandard  substance  is  water.  To 
be  exact  the  particular  degree  must  be  specified;  hence  we  shall 
define  the  unit  of  heat  as  that  quantity  of  heat  which  will  raise  the 
temperature  of  1  gram  of  water  from  14}  to  ISJ^C.  This  is  called 
the  Calorie,  or  Cali,. 

The  relation  of  this  thermal  unit  to  the  unit  of  mechanical 
energy  has  been  found  by  experiments  which  will  be  described 
later  (§340).  These  show  that  if  the  "mechanical  equivalent 
of  heat/'  that  is,  the  number  of  work  units  equivalent  to  one 
heat  unit,  be  denoted  by  the  letter  J, 

J  =  4.187  X  10'  -i^.- 

calone 

Sometimes  a  mean  calorie  ia  ftlso  specified.  This  is  one  one-hundredth  of 
the  heat  required  to  change  1  gram  of  water  from  0^  to  lOO^C.  It  is  about 
equal  to  1  cal.  Sometimes  the  "large  calorie"  equal  to  1000  calories,  is 
used  as  a  unit,  and  in  engineering  practice  (in  En^sh-spealdng  countries) 
the  "  British  thermal  unit"  (B.  T.  U.)  Is  employed  and  is  equal  to  the  heat 
required  to  raise  the  temperature  of  1  lb.  of  water  1®  Fahrenheit.  From  the 
relation  of  the  pound  to  the  gram  and  the  Fahrenheit  to  the  Centigrade 
degree,  it  follows  that: 

1  B.  T.  U.-252  Cal. 
In  British  Thermal  units  and  foot  pounds  J  is  778  ft.-lbs./B.T.U. 

The  most  common  method  of  measuring  quantities  of  heat  in 
calories  is  by  the  "  method  of  mixtures,''  which  consists  in  trans- 
ferring the  quantity  of  heat  to  be  measured  to  a  known  mass  of 
water  and  observing  the  resulting  rise  of  temperature  of  the 
water.  The  heat  may  be  transferred  to  the  water  in  many  ways 
— ^for  example,  by  dropping  a  piece  of  hot  copper  into  the  water, 
by'  pouring  some  hot  liquid  into  it,  or  by  passing  steam  into  it. 
It  is  of  course  simplest  to  use  the  water  at  about  the  temperature 
for  which  the  calorie  is  defined^  as  in  that  case  the  number  of 
grams  of  water  used  multiplied  by  the  number  of  degrees  rise  in 
temperature  will  give  at  once,  to  a  first  approximation,  the 
number  of  calories  which  have  been  added. 

286.  Specific  Heat. — ^If  two  different  masses  of  water  are  ex- 
posed for  the  same  length  of  time  in  just  the  same  way  to  a  steady 
source  of  heat,  it  will  be  found  that  the  temperatures  of  the  two 
will  have  risen  inversely  in  proportion  to  their  masses.  If  the 
same  masses  of  copper  be  treated  in  the  same  way  it  will  be  found 
that  the  rise  in  temperature  will  be  more  than  ten  times  as  great, 
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but  again  inversely  proportional  to  the  masses.  From  this  we 
conclude  that  the  temperature  effect  of  a  given  heat  agent  acting 
on  a  body  for  a  given  time  depends  on  the  mass  of  the  body  and 
on  a  factor  which  differs  for  different  substances,  and  which  is 
called  the  tpecifio  heat.  The  specific  heat  of  a  evbstance  is  defined 
as  the  number  of  calories  required  to  raise  the  temperature  of  1  gram 
of  the  substance  l^C.  The  symbol  for  specific  heat  is  s.  To  be 
exact,  the  particular  degree  must  be  specified  because  the  specific 
heat  varies  with  the  temperature,  for  example  the  number  of 
calories  required  to  raise  1  gram  of  a  substance  from  0^  to  1^  is 
different  from  the  number  required  to  raise  it  from  49^  to  50°. 
For  most  purposes,  however,  and  for  not  too  large  temperature 
differences,  say  from  0  to  100°,  it  is  not  necessary  to  consider 
the  variation  in  specific  heat,  and  it  is  customary  to  speak  of 
the  specific  heat,  meaning  the  mean  value  within  the  range 
considered. 

The  heat  capacity,  S,  of  a  body  (of  any  mass  and  variety  of 
parts)  is  the  number  of  calories  required  to  raise  its  temperature 
1°G.  at  the  mean  temperature  t.  This  will  evidently  depend  on 
the  masses  and  specific  heats  of  the  various  parts  of  the  body,  and 
if  mi,  m,,  m,  and  «i, «,,  83,  stand  for  the  masses  and  correspond- 
ing specific  heats  of  the  parts,  we  have 

S^miSi+m^^+m^s^-] etc. 
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286.  The  Variation  of 
the  Specific  Heat  of 
Water. — ^The  common 
occurrence  of  water  and 
its  physical  and  chemical 
characteristics  make  it 
extremely  useful  in  heat 
measurements,  hence  a 
knowledge  of  its  specific 
heat  at  various  tempera- 
tures is  of  importance.  The  specific  heat  of  water  is,  of  course, 
unity  at  the  temperature  for  which  the  calorie  is  defined  (§284) . 
At  other  temperatures  it  may  be  either  greater  or  less  than 
unity.  The  first  satisfactory  study  of  the  variation  of  the 
specific  heat  was  that  of  Rowland  in  1878;  combined  with  later 
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with  temperature. 
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work,  it  showB  that  the  specific  heat  diminishes  with  rising  tem- 
perature, reaching  a  minimum  between  2S^  and  30°C.,  aa'shown 
in  Fig.  187.  The  mean  value  of  the  specific  beat  from  0^  to 
I0O°G.  differs  very  little  from  1. 

287.  Method  of  Mixtures. — Retuming  now  to  a  more  detuled 
conaideration  of  the  method  of  mixtures,  there  are  in  practice 
several  additional  points  to  be  considered,  as  can  best  be  seen 
by  discussing  a  particular  form,  of  apparatus  shown  in  Fig.  189. 
In  the  first  place  the  water  must  be  held  in  some  vessel  G,  con- 
taining a  stirrer  and  a  thermometer,  and  called  a  ealorimeter. 
Into  this  some  of  the  beat  will  pass, 
raising  its  temperature.     Moreover, 
some  beat  will    pass  out  of  the 
water  and  containing  vessel  during 
the  operation  and  will,  therefore, 
fail  to  produce  its  proportionate 
temperature  change.    To  take  ac< 
count  of  the  first  effect  we  must 
know  the   beat    capacity  of  the 
calorimeter.      The    second    effect, 
loss  of  heat  to  the  surroundings, 
necessitates  what  is  called  the  eool~ 
ing  or  raduUion  correction.    Neg- 
lecting this  correction  for  the  mo- 
ment we  can  write  the  fundamental 
equation  of  the  mixture  calorimeter      ^'»-  '~-'¥°^™^ '"  ""'^ 

r*  of  mixtuna. 

thus 

which  expresses  the  fact  that  the  beat  added  (H)  equals  the  heat 
gained  by  the  calorimeter  and  water.  In  this  expression  s',  a^  and 
s„  etc.,  are  respectively,  the  mean  specific  heats  of  water  and 
of  the  various  materials  of  the  calorimeter,  m  the  mass  of 
the  water,  2»{m^  the  beat  capacity  of  the  calorimeter  and 
stirrer,  etc.,  tf  the  final  and  (i  the  initial  temperature  of  the 
calorimeter  and  water. 

Unlen  ipeolal  pnc&utiooB  are  taken  the  Iom  of  heat  to  the  aunouiidlngai 
which  !■  largely  due  to  oonvection  (|323)  rather  thao  radiation,  ia 
nUUvelf  great,  and  the  cooling  correction  Is  a  very  Important  one.  In 
general  It  ean  be  reduoed  by  protecting  from  ^r  currenta,  poUahlng  the  ez- 
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poeed  surface  of  the  oalorimeter,  surroundiiig  it  with  a  ooDBtant  tempera- 
ture enclosure,  and  arranging  matters  so  that  t^  and  (,  are  respectively 
slightly  below  and  above  the  temperature  of  the  enclosure.  In  some  cases 
it  is  impossible  or  inconyenient  to  use  water  as  the  calorimetric  substance, 
in  which  case  soma  other  liquid  or  solid  of  known  specific  heat  may  be  used. 

2t88.  Application  of  Method  of  Mixtttres. — ^The  method  of 
mixtures  may  be  used  for  dififerent  purposes  according  to  the 
source  of  the  heat  H  which. is  to  be  measured.  One  important 
use  is  in  determining  the  specific  heat  of  substances.  For  this 
purpose  a  known  mass  M  of  the  substance  is  heated  to  a  tempera- 

TABLE  5 
Spxcifig  Heats 
(Calories  per  Degree  C.  per  Gram) 


Substance 

Specific  heats 

Temperature  C. 

Alcohol  (ethyl) 

0.548 

0.210 

0.0003 

0.090 

0.0036 

0.00036 

0.113 

0.0008 

0.117 

0.0316 

0.19  to  0.20 

0.160 

0.0573 

0.502 

0.119 

0.0305 

0.0143 

0.0333 

0.00329 

0.109 

0.0323 

0.174 

0.0559 

0.2433 

0.0552 

0.420 

0.980 

0.0935 

0.0017 

(y 

Aluminum ^ 

Aluminum 

15  to  185 
-240 

Brass , . 

0 

CoDDer 

20  to  100 

w^^/iM  *■ 

Copper 

-250 

^irw^^^vu  ••••••••• • 

Diamond 

11 

Diamond 

-220 

Glfwm  (flint) 

10  to  50 

Gold... 

0  to  100 

Granite 

0  to  100 

Graphite 

11 

Graphite  (aoheson) 

-79  to  -190 

loe 

-21  to  -1 

Iron 

20  to  100 

Load 

20  to  100 

Load 

-250 

Mercury 

20 

Mercury  (solid) 

-40  to  -75 

Nickel 

18  to  100 

Platinum 

0  to  100 

Quarts 

0 

Silver 

0  to  100 

Sodium 

-83  to  -190 

Tin 

19  to  99 

Turpentine 

18 

Sea  "water 

17 

Zinc 

0  to  100 

Zinc 

-240 

CALORIMBTRY  231 

tura  t  (aboTfl  or  below  tj  and  added  to  the  calorimeter  and 
water.  The  temperature  of  the  calorimeter  and  of  the  mass  M 
will  then  equalise  and,  if  we  call  t^  the  final  temperature  of  the 
mixture,  the  beat  B  added  to  the  calorimeter  ia  the  heat  lost  by 
the  mass  M  in  changing  from  the  temperature  t  to  t,,  which,  from 
the  definition  of  specific  heat,  is  equal  to  aM(t  —  Q  if  •  is  the 
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nwan  specific  heat  of  the  substance  M  in  the  interval  ttoty    We 
then  have; 

H-.Af«(i-(O-(iny  +  Sm,«0  {*,-(() 

from  which  «  may  easily  be  computed. 

Sometimes  it  is  advisable  to  keep  the  hot  body  from  direct  con- 
tact with  the  water  by  putting  it  in  an  inner  vessel  having  thin 
walls  of  good  conducting  material. 

The  method  of  mixture  is  also  used  to  determine  heats  of  fusion 
(J30S)  and  evaporation  ((312)  as  well  as  the  amount  of  heat 
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developed  or  absorbed  in  various  chemical  reactions.  In  such 
cases  the  operation  consists  infusing,  or  condensing,  or  combining, 
as  the  case  may  be,  known  masses  of  material  inside  the  cd- 
orimeter  (in  the  inner  vessel  above  referred  to),  and  special  forms 
of  calorimeters,  called  combustion  calorimeters,  bomb  calor- 
imeters, etc.,  have  been  developed  for  these  purposes. 

289.  Method  of  Continuous  Flow. — ^A  aeoond  method  for  measuring 
quantities  of  heat  is  the  method  of  "  contmuous  flow,"  illustrated  in  Fig.  190, 
in  which  a  steady  stream  of  the  calorimetrio  substance  (usually  water  from  a 
reservoir)  at  a  constant  temperatiue  Is  allowed  to  flow  past  the  point  at 
which  heat  Is  being  set  free,  in  such  a  manner  that  all  of  the  heat  is  absorbed 
by  the  stream  of  water.  The  temperature  of  the  stream  of  water  is,  of 
course,  higher  after  the  heat  has  been  absorbed  than  before,  and  if  the  rate 
of  liberation  of  heat  Is  constant  this  temperature  difference  will  be  con- 
stant and  (neglecting  external  losses  as  before)  the  number  of  calories 
liberated  in  a  time  T  (HneeU  doe9  nothing  hut  heal  the  water)  will  fc>e  equal  to 
the  number  of  grams  of  water  W  which  has  flowed  past  in  time  7,  multiplied 
by  the  number  of  degrees  rise  in  temperature  ((,  —  ^i)*  and  by  the  specific 
heat  of  water  s', 
or,    .  fr-TFs'((,-<i) 

This  method  is  especially  useful  in  determining  the  heats  of  combustion  of 
gas  and  liquid  fuels  by  means  of  which  a  steady  rate  of  combustion  and 
hence  a  steady  liberation  of  heat  can  be  maintained.  This  method  can  also 
in  a  sense  be  revened  by  generating  the  heat  mechanically  or  electrically, 
that  is,  by  converting  measured  amounts  of  mechanical  or  electrical  energy 
completely  into  heat,  which  is  absorbed  by  a  stream  of  fluid  whose  specific 
heat  is  to  be  determined.    The  above  equation  then  becomes: 

where  H  is  known  (from  mechanical  or  electrical  measurements)  in  energy 
units,  M  Is  the  mass  of  fluid  flowing  past  in  time  T  and  «  is  its  specific  heat 
which  is  determined  by  this  equation  in  mechanical  units.  In  this  form  the 
method  has  been  used  by  Barnes  to  measure  the  specific  heat  of  water  and 
mercury,  and  it  is  oapable  of  giving  very  accurate  results. 

290*  A  third  method  of  measuring  quantity  of  heat  is  the  ''method  of 
latent  heats,"  in  one  form  of  which  the  heat  to  be  measured  Is  used  to  melt 
a  measurable  amount  of  ice.  This  necessitates  a  knowledge  of  the  amount 
of  heat  required  to  melt  1  gram  of  ice  (heat  of  fusion  of  ice,  §305),  but 
has  the  advantage  that  the  calorimeter  remains  at  a  fixed  temperature,  0^  C. 
The  most  oommon  Instrument  of  this  type  is  the  Bunsen  ice  calorimeter. 
A  second  form  is  the  Joly  steam  calorimeter,  in  which  the  order  of  tem- 
peratures is  reversed,  and  the  amount  of  heat  required  to  raise  M  grams  of 
a  substance  from  a  temperature  <  to  the  temperature  of  steam,  say  lOO^C, 
is  determined  from  the  weighed  amount  of  steam  which  is  condensed  to 
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supply  this  heat.  A  knowledge  of  the  heat  liberated  in  eondenang  1 
gram  of  steam  is,  of  course,  necessary.  This  is  a  very  convenient  and 
reliable  method. 

291.  The  Specific  Heat  of  Gases. — ^In  the  previous  discussion- 
of  specific  heat  we  have  neglected  one  factor  which,  as  we  have 
seen  in  {279,  becomes  very  important  as  soon  as  we  consider 
gases,  namely,  the  expansion  which  usually  accompanies  rise  in 
temperature.  If  a  gas  is  confined  in  a  cylinder  with  a  movable 
piston,  as,  for  instance,  in  a  bulb  with  a  mercury  plug  in  an  attached 
capillary  tube.  Fig.  172,  and  is  heated,  it  will,  as  we  have  already 
noted,  expand  and  push  out  the  mercury  plug.  The  outside  of 
the  plug  is  acted  upon  by  the  pressure  of  the  air  which  opposes 
its  motion  outward  by  a  force  equal  to  the  product  of  the  pressure 
and  the  cross-section  of  the  tube.  Overcoming  this  force 
through  a  given  distance  means  doing  work,  called  the  external 
work  of  expansion,  and  this  work  has  evidently  been  done  by  the 
expanding  gas. 

Looking  at  the  matter  from  the  standpoint  of  the  kinetic  theoiyy  we  should 
say  that,  before  the  confined  gas  was  heated,  the  impact  of  gas  mdeoules  on 
the  inner  end  of  the  mercury  plug  (at  rest)  was  balanced  by  the  impact  of  air 
molecules  on  the  outer  end,  but  that  an  increase  in  temperature  of  the  gas 
meant  more  and  harder  impacts  on  the  inner  end,  thus  destroying  the 
equilibrium  and  causing  the  plug  to  move.  The  moving  plug  would,  on  the 
averagBy  hit  the  outside  molecules  harder  than  it  had  previously  done  when  at 
rest;  hence  it  would  increase  the  velocity  of  these  molecules  and  add  kinetic 
energy  to  them.  The  work  done  by  the  expanaion  consists  In  a  transfer 
of  kinetic  energy  from  the  gas  molecules  inside  to  air  molecules  outside. 

Thus,  if  heat  energy  imparted  to  the  confined  gas  causes  ex- 
pansion some  energy  will  be,  by  this  expansion,  taken  out  of  the 
gas,  and  this  is  a  possible  disposition  of  part  of  the  added  energy 
quite  separate  from  those  considered  in  {262.  Hence  we  can  see 
that  to  raise  the  temperature  of  a  gas  with  the  volume  kept 
constant  must  take  an  amount  of  energy  different  from  that 
required  if  expansion  against  pressure  is  allowed,  not  only 
because  in  the  second  case  the  internal  potential  energy  may  be 
increased  but  because  external  work  is  done.  In  other  words, 
the  heat  added  to  a  gas  (or  any  body)  is  equal  to  the  increase  in 
internal  kinetic  and  potential  energy  plus  the  external  work  done. 

The  amount  both  of  the  internal  and  of  the  external  work  will 
evidently  depend  on  the  amount  of  expansion.    Since  the 
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increase  in  volume  of  gases  per  degree  rise  in  temperature  is  very 
much  greater  than  that  of  solids  or  liquids,  the  external  work  is 
greater.  If  the  volume  is  not  kept  constant  it  may  be  allowed 
to  vary  in  many  mays,  the  most  important  being  such  an  increase 
in  volume  that  the  pressure  remaine  eonsiarU.  Hence  we  have 
the  specific  heat  of  a  gas  at  constant  volume,  8y,  and  the 
specific  heat  at  constant  pressure,  $p,  defined  as  the  heat  neces* 
sary  to  raise  the  temperature  of  1  gram  of  the  gas  l^C.  under  the 
condition  of  constant  volume  or  constant  pressure  respectively. 
From  what  has  been  said  it  is  evident  that  8p  must  be  greater, 
in  general  considerably  greater,  than  sy, 

TABLE  6 
Spbcihc  Hbatb  of  Oasss  and  Vapobs 


Subftanoe 


Temperature 


Speoific  heats 


«P 


«F 


sp/8y 


Aloohol  (ethyl) 

Air... 

Argon 

Benslne 

Carbon  dioxide 

Chlorine.. 

Chloroform 

Ethyl  ether  (C.H^,0 

Helium 

Hydrogen 

ICeroury  vapor 

Nitrogen 

Oxygen 

Water  vapor 


108-220 
0-100 
20-  90 
84-115 
lfr-100 
16-343 
27-118 
25-111 


12-198 
310 
0 

20-440 
100 


.453 

.241 

.123 

.299 

.2025 

.113 

.144 

.428 


400 


3.409 


.235 
.242 
.442 


214 


125 


1.133 

1.402 

1.667 

1.397 

1.299 

1.336 

1.152 

1.024 

1.63 

1.408 

1.66 

1.41 

1.398 

1.33 


The  measurement  of  s  has  been  most  accurately  made  by 
means  of  the  steam  calorimeter  ($290),  a  known  mass  of  the  gas 
being  enclosed  in  a  metallic  bulb,  and  the  weight  of  steam  con* 
densed  in  raising  it  from  ^C.  to  lOO^G.  being  determined;  a 
correction  must  then  be  made  for  the  thermal  capacity  of  the 
bulb.    Bp  is  usually  measured  by  passing  a  stream  of  heated  gas 
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1 

1---- -^         j 

A 



B 

:j7:^ 

through  a  calorimeter.  According  to  Regnault  and  later  ob- 
servers 8p  for  most  gases  varies  only  slightly  with  pressure,  while 
sp  for  air  is  almost  independent  of  the  temperature,  but  for  CO 
increases  very  markedly  with  temperature.  Sy  for  air  and  CO, 
increases  with  the  density  of  the  gas.  The  value  of  Sy  has  not 
been  determined  directly  for  many  gases,  but  the  value  Sp/sy  can 
be  readily  deduced  from  the  velocity  of  sound  in  the  gas  (  §  587). 

292.  llie  Free  Expansion  of  a  Gas. — We  have  already  seen 
that,  if  there  are  forces  between  molecules  and  atoms,  when  a  gas 

expands  there  will  be  a  change  in  the 
potential  energy  of  its  molecules  (and 
periiaps  of  its  atoms),  since  the 
average  distance  between  molecules 
will  increase.  Work  done  against 
internal  forces  in  this  way  is  called 
the  intemal  work  of  expansion  to 
distinguish  it  from  the  external  work 
done  against  the  pressure  confining 
the  gas. 

Qay-Lussac  and  later  Joule  at- 
tempted to  measure  the  intemal 
work  by  the  method  of  free  expansion,  Fig.  191,  in  which  gas  was 
confined  at  some  considerable  pressure  in  the  vessel  A  and 
allowed  to  expand  quickly  through  a  cock  C  into  B  which  had 
been  highly  exhausted.  A,  B,  and  C  were  in  a  vessel  of  water 
whose  temperature  was  measured.  Since  expansion  occurred 
into  a  vacuum  it  was  ''free''  (no  opposing  pressure)  and  hence, 
on  the  whole,  no  external  work  was  done;  but  if  there  were  any 
intemal  work  done,  it  must  have  resulted  in  a  change  in  tempera- 
ture of  the  gas.  For  if  the  intemal  potential  energy  increases, 
the  kinetic  energy  must  decrease  by  an  equal  amount,  that  is, 
the  temperature  of  the  gas  must  fall,  and  vice  verea.  Joule  did 
not  measure  the  temperature  of  the  gas  itself,  but  that  of  the 
water,  whose  large  heat  capacity  so  masked  the  effect  that  his 
results  merely  indicated  that  the  internal  work  of  expansion  ie 
email. 

293.  Temperature  of  Gas  in  Motion. — ^If  a  gas  at  high  pressure 
and  ordinary  temperature  is  allowed  to  escape  into  the  atmos- 
phere through  a  fine  tube  (Fig.  192)  in  which  it  acquires  a  high 
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velocity  of  flow,  very  marked  cooling  effects  will  be  observed 
where  the  velocity  of  flow  is  greatest,  though  the  total  ener^  of 
the  moving  gas  is  practically  the  same  as  that  of  the  gas  at  rest. 
The  explanation  is  that  part  of  the  energy  of  the  random  undi- 
rected motion  of  the  particles  which  determines  the  temperature 
has  become  temporarily  energy  of  directed  ihotion  in  the  stream. 
But  if  the  gas  is  caught  in  a  large  receiver  and  allowed  to  come  to 
rest  its  temperature  will  be  found  to  be  slightly  higher  than 
before  expansion.  If  il,  B,  and  C  Fig.  191  are  placed  in  sepa- 
rate vessels  it  will  be  found  that  the  expansion  lowers  the  tempera- 
ture of  Af  and  raises  that  of  JB  an  equal  iCtnount.  The  reason 
for  this  is  that  the  gas  moving  out  of  A  corresponds,  with  respect 
to  the  gas  remaining  in  il,  to  the  piston  moving  away  from  the 
gas  in  Fig.  172,  hence  the  gas  remaining  does  work  on  the  gas 
which  is  going,  and  the  one  loses  and  the  other  gains  heat  of 
equal  amount. 


6 
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Fio.  192. — ^The  ehange  from  niMfiraotad  to  direeted  moleealMr  motioD  in  t^  aoftaphig  cm. 

294.  The  Difference  Between  the  Two  Specific  Heats.— From 
the  definition  of  8p  and  87  in  {291  and  from  the  statements 
made  in  {292  we  see  that  if  we  denote  the  external  work  of 
expansion  by  W^  and  the  internal  work  of  expansion  by  Wi 

The  expansion  is  that  necessary  to  maintain  P  constant  while 
t  rises  l^C,  and  the  two  ''works''  must  be  expressed  in  heat 
units.  For  gases  which  are  not  approaching  liquefaction,  that 
b,  for  example,  for  0,  H,  N,  and  air,  at  ordinary  temperatures, 
the  internal  work  of  expansion  is  so  small  that  it  may  usually  be 
neglected,  so  that  if  P  is  the  constant  pressure,  and  JV  the 
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change  in  volume  per  degree  per  unit  mass,  and  /  the  mechanical 

PAY 
equivalent  of  heat,  then  the  external  work  » ~— 

ana  «p— a^"" — = — 

Also,  PV^RT  approximately, 

and  P(V+JV)^R(T+1) 

Hence  PJV^R 

ana  «p— ^y—  -j 

This  equation  was  used  by  Robert  Mayer  in  1842  to  make  the  first 
computation  for  /,  the  other  quantities  being  determined  by 
experiment. 

296.  The  Ratio  of  the  Two  Specific  Heats.— From  what  has  just  been'said, 
the  ratio  of  the  two  specific  heats  is  evidently: 

8y  By 

Also,  according  to  the  kinetic  theory,  sy->  increase  in  molecular  kinetic 
energy  +  increase  in  atomic  energy,  per  degree;  of  which  the  first,  which 
we  shall  denote  by  E^^t  represents  the  increase  in  temperature,  the  second 
the  increase  in  energy  intide  the  molecule  which  we  shall  represent  by  £«• 
Fromt227 

P  r  -  — -  --.  -Mv*  -M-. 
3       3  2 

Hence  J^«--.-Mt;«--l2 

so  that  %y 


and 


-(I«*-.)t 

8p    2 


If  E^  and  Wi  are  both  relatiTely  small,  as  we  should  expect  them  to  be 
ample  monatomic  gases  which  apppozimately  ob^  Boyle's  law,  for  ex- 
ample, argon,  then 
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On  the  other  hand  if  all  the  other  terms  are  negligible  compared  with  E^, 
as  we  might  expect  for  gases  with  very  complicated  molecules,  for  example 
ether, 

—  —  1  approximately. 
Both  results  are  in  agreement  with  the  values  given  in  {  291. 

296.  Expansion  Against  Pressure. — Let  a  gas  be  forced  through 
a  small  aperture  in  such  a  way  that  the  pressures  before  and  after 
passing  the  opening  are  maintained  constant.  A  possible  way 
of  doing  this  is  shown  in  Fig.  193,  in  which  the  pistons  both 
move  to  the  right  as  the  gas  passes  through,  and  the  external 
forces  upon  them  are  constant. 

Let  P|  a  pressure  of  gas  before  expansion. 

Vi  »  specific  volume  before  expansion. 
P,  »  pressure  of  gas  after  expansion, 
y,  »  specific  volume  after,  expansion. 


Fia.  198. — ^The    Joule^Kelvin  porous  phag  ezperinMHt.     UnbaUnoed  but  not  "free** 

eacpanaiaa. 

Then  the  external  work  done  upon  the  gas  by  the  first  piston 
while  unit  mass  is  passing  is  PfT^i  (§195),  the  external  work 
done  by  the  gas  after  expansion  upon  the  second  piston  is  Pjl^s, 
and  (PiVj  — Pj^j)  is  the  net  amount  of  external  work,  W^,  done 
an  the  gas,  and  this  may  be  either  positive  or  negative.  The 
apparatus  is  supposed  to  be  so  made  that  no  heat  can  enter  or 
leave  the  gas  during  the  operation  and  the  temperature  of  the 
gas  is  observed  before  and  after  expansion. 

Let  TFi  again  represent  the  internd  work  done  against  the  forces 
between  molecules,  and  Ai  the  observed  change  in  temperature 
of  the  gas.  Then  the  sum  of  the  external  and  internal  work  must 
be  equal  to  the  change  in  the  kinetic  energy  of  the  molecules  plus 
any  change  in  the  energy  inside  the  molecules,  and  this,  as  was 
just  shown  in  §295,  is  8y.     We  therefore  have  the  equation 
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If  the  gas  strictly  obeyed  Boyle's  law  and  if  there  were  no  tem- 
perature change,  PiVi  would  be  equal  to  PjVj,  that  is  W^  would 
be  lero  and  hence,  by  the  above  equation,  the  internal  work 
would  be  zero.  As  a  matter  of  fact,  with  0,  N,  and  CO^  a  cooling 
is  observed,  with  H  at  ordinary  temperatures  a  heating,  and  from 
these  observations,  combined  with  the  value  of  the  specific  heat 
8y  and  the  variation  of  PV,  the  internal  work,  which  Joule  could 
not  detect,  can  be  computed.  The'  results  indicate  in  all  cases 
molecular  forces  of  aUr<iction.  To  avoid  false  cooling  effects  due 
to  mass  motion  of  the  gas  (§293) ,  it  is  customary,  following  the 
plan  of  Lord  Kelvin,  to  use  many  fine  openings — ^that  is  a  porous 
plug — hence  the  experiment  is  known  as  the  ''porous  plug 
experiment.'' 

297.  Relatioiis  between  Specific  Heats. — ^In  view  of  the  oomplioated  nature 
(^  molecular  struoture  as  already  outlined,  it  is  eyident  that  no  simple 
relations  are  to  be  expected  between  the  specific  heats  of  different  substances 
or  of  the  same  substance  at  various  temperatures,  and  the  following  general 
statements  must  suffice. 

The  best  known  attempt  to  express  a  relation  between  the  specific  heats 
of  substances  is  the  so-called  "law"  of  Dulong  and  Petit  (1819),  which  states 
that  the  '^product  of  the  specific  heat  by  the  atomic  weight  is  the  same  for  all 
solid  elements."  But  this  statement  and  its  extension  to  compound  sub- 
stances are  only  rough  approximations. 

In  general  the  specific  heat  of  substances  in  the  liquid  state  is  much  greater 
than  in  the  solid  (two  times  as  great  for  water,  ten  times  for  mercury), 
while  9p  for  the  gaseous  state  is  about  the  same  as  that  of  the  solid.  Ilie 
change  of  specific  heat  from  solid  to  liquid  is  Ib  most  cases  smaller  with 
metals  than  with  non-metals. 

With  most  substances,  solid,  Uquid  or  gaseous,  the  specific  heat  increases 
with  rise  61  temperature,  though  the  change  is  smaU  for  solids  with  the 
exception  of  carbon,  boron  and  silicon.  This  variation  of  the  specific  heat 
may.  according  to  |262,  be  due  to  several  causes,  such  as  an  increase  in 
the  relative  amount  of  Idnetic  energy  inside  the  molecule  and  atom,  increase 
in  the  number  of  free  electrons,  or  an  increase  in  the  potential  energy  of 
molecular  groups  or  groups  of  atoms.  The  change  of  molecular  grouping  is 
probably  the  chief  cause  of  variation.  The  fact  of  variation  with  tempera- 
ture shows  at  once  that  Dulong  and  Petit's  "law"  cannot  be  a  general  one. 

Quite  recently  Nemst  has  extended  the  measurement  of  specific  heats 
down  to  23*  abs.  (—250^0.),  and  has  shown  that  the  specific  heat  of  all  the 
substances  examined  decreases  very  greatly  at  extreme  low  temperatures 
(Table  5).  He  has  also  developed  new  relations  between  the  specific 
beats  of  elements  and  compounds  which  promise  to  be  of  great  importance. 

298.  Heats  d  Combustion. — A  very  important  use  of  calorimeters  is  in 
measuring  heats  of  combustion  of  fuels,  that  is,  the  heat  liberated  by  the  bum- 
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ing  (in  air  or  oxygaii)  of  1  gram  of  ooal,  wood,  oil,  gas,  etc.  Such  fuels  are  the 
•ouroe  of  the  larger  part  of  the  available  energy  of  the  world,  and  a  knowl- 
edge of  the  energy  available  per  unit  mass  of  the  fuel  la,  of  course,  of  great 
importance  to  the  engineer.  The  method  of  mixtures  is  usually  used  for 
solid  fuels,  especially  with  one  form  of  apparatus  called  a  "  bomb  calorim- 
eter," in  which  a  weighed  amount  of  fuel  is  enclosed  with  compressed 
oxygen  in  a  steel  bomb  and  ignited  electrically,  the  bomb  being  in  the 
water  of  the  calorimeter.  For  Uquid  fuels  and  gases  a  method  of  continu- 
ous flow  (1289)  is  also  very  much  used.  The  heat  of  combustion  is  usually 
expressed  in  calories  per  gram,  or  B.  T.  U.  per  pound  of  fuel. 

TABLE  7 
Hbais  of  OoifBuanoN.    (Galobieb  pbb  Gr/um.) 


Substance. 

Substance. 

Alodhd  (ethyl) ... . 
Aloohol  (methyl).. 
Benxine 

7183 

5307 

9977 

7860 

7800 

7600-8400 

6100-7800 

7000 

Qas  (ooal  eas) 

5800-11000 

Gas  illuminating  gas). . . 
Gunpowder 

5200-5500 
730 

(Sarbon  (diamond) . 
Carbon  (graphite).. 
Coal  (anthracite) . . 
Coal  (bituminous). 
Coal  (ooke) 

Hydrosen 

34100 

*AJ««A  V^VU 

Petroleum  (Am.  crude). . 
Wood  (beech) 

11100 
4168 

Wood  (oak)  J 

3990 

Wood  (pine) 

4420 

CHAICGE  OF  STATE 

299.  Change  of  State. — ^The  most  marked  changes  in  the 
physical  properties  of  bodies  occur  when  they  change  from  the 
solid  to  the  liquid  or  gaseous  state. 

The  change  from  the  solid  to  the  liquid  state  is  called  fusion 
or  fMUing^  the  reveise  change,  freezing. 

The  change  from  the  liquid  to  the  gaseous  state  is  called 
vaporizoHon,  the  reverse  change  condensation. 

The  change  from  the  solid  directly  to  the  vapor  state  is  called 
etMimaiion,  the  reverse  change,  condensation. 

Each  of  these  changes  involves  a  rearrangement  of  the  mole- 
cules with  respect  to  each  other,  and  perhaps  a  rearrangement  of 
the  atoms  and  electrons  forming  the  molecules.  Vaporization 
and  sublimation  also  involve  a  very  great  increase  in  the  average 
distance  separating  molecules.  Rearranging  and  separating  the 
molecules  will  involve  an  increase  in  potential  energy  in  passing 
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from  the  Bolid  to  the  liquid  and  to  the  gaseous  state,  while  any 
change  in  volume  will  involve  doing  external  work  (£292) ; 
hence  energy  must  be  added  to  the  body  to  bring  about  the 
change.  Conversely,  when  a  vapor  condenses  or  a  liquid  solidi- 
fies, a  certain  amount  of  energy  must  be  taken  away  from  it. 
As  groups  of  liquid  molecules  "settle  down"  into  the  solid  ar- 
rangement, some  of  their  potential  energy  becomes  kinetic  and  is 
given  up  to  the  surface  on  which  freezing  occure. 

300.  Fusion. — If  a  crsrstalline  solid  is  heated  while  acted 
upon  by  s  constant  pressure,  it  will  begin  to  melt  at  a  definite  tem- 
perature called  the  norm^  fusing-,  or  melting-point,  and  the 
entire  mass  will  remain  at  this  temperature  until  it  is  all  melted. 
To  determine  this  temperature,  a  thermometer  bulb  of  some 
kind  protected  by  a  metal  or  porcelain  tube,  may  be  put  in  the 
mixture  of  solid  and  liquid,  as  in  Fig.  194.  Or,  a  thermometer 
may  be  placed  in  a  molten  substance  which  ia  allowed  to 
slowly  lose  heat;  the  temperature  will  fall  until  solidification  < 
begins  after  whicli  it  will  remain  constant,  while  potential  energy 
(heat  of  fusion)  is  being  given  up,  imtil  solidification  is  complete. 
The  constant  temperature  is  the  freezing-point  of  the  substance 

The  freezing-point  of  water  is  found  by 
immersing  a  thermometer  in  a  mixture  of 
pure  ice  and  water,  carefully  protected 
from  gain  of  heat  from  the  outside.  As 
has  been  stated,  the  freezing-point  of  water 
under  one  atmosphere  pressure  is  one  of  the 
fixed  points  of  thermometry. 

801.  Effect  of  Pressure  on  Fu^on. — The 
normal  melting-point  of  pure  substances 
depends  upon  the  pressure  under  which 
fusion  occurs — increase  of  pressure  raising 

.,  ...  .    .  ,    ^L  V  ^  F"-  IM.— M«U.od  ct  d«- 

the    melting-points    of    those    substances     larmini 


which  expand  on  melting  and  lowering  the 
melting-points  of  those  substances  which  contract  on  melting. 
This  relation  between  change  of  melting-point  with  pressure,  and 
change  of  volume  on  fusion,  was  deduced  first  from  theoretical 
considerations  by  James  Thomson.  The  curve  obtained  by 
plotting  melting-points  and  the  corresponding  pressures  on  the 
Pt  diagram  is  called  the  fusion-curve  (Fig.  200),  and  represents 
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the  conditions  under  which  the  solid  and  liquid  can  exist  in 
equilibrium  in  contact.  The  change  in  the  melting-point  with 
pressure  is  in  general  not  large,  being  for  water  0.0072^G.  decrease 
in  temperature  for  each  atmosphere  increase  in  pressure.  As  a 
result  of  the  work  of  Bridgman  and  Tammann  it  is  now  known 
that  water  can  exist  in  five  different  solid  forms,  which  can  be 
in  equilibrium  with  ordinary  ice  or  liquid  water  under  condi- 
tions roughly  given  by  the  dotted  curves  from  the  end  of  I, 
Fig.  200.  There  is  a  minimum  freezing  point  for  water  at 
—  22^C.  under  a  pressure  of  2600  atmospheres,  while  the  melt- 
ing-point of  one  form  of  ice  has  been  followed  up  to  80^G.  at  a 
pressure  of  20,000  atmospheres. 

TABLE  8 
Table  of  Mai/nNG-Poiirra 
Subttanot.  Melting-point.         Substance.  Melting-poiDt. 

Aluminum 657*C.  Niokel 1452 

Copper 1083  PUtinum....* 1753 

Odd 1063  Silver OCO 

Iridium 2290  Tin 232 

Iron 1505  Tungsten 3270 

Lead 327  Zino 418 

Merouiy —38.8 

The  lowering  of  the  freeiing-point  of  water  with  pressure  may 
be  strikingly  illustrated  and  has  important  consequences.  Two 
blocks  of  ice  at  about  (fC.  will  freeze  together  if  two  faces  are 
pressed  together;  snow  compressed  in  a  cylinder  becomes  a  clear 
transparent  mass  of  ice,  and  snow  at  about  O^C.  can  be  pressed 
by  the  hands  into  a  hard  snow  ball.  If  a  wire  supporting  a 
weight  is  looped  around  a  block  of  ice,  it  will  slowly  mdt  its  way 
through  the  ice,  which  freezes  again  above  it.  A  further  illustra- 
tion is  the  fact,  well  known  to  skaters,  that  ice  is  more  slippery 
when  near  0^  than  when  many  degrees  below  zero.  In  all  these 
cases  the  pressure  applied,  which  may  be  very  considerable  at 
certain  points,  lowers  the  melting-point,  and,  if  the  initial  tem- 
perature of  the  snow  or  ice  is  not  too  low,  some  of  it  will  melt,  only 
to  freeze  again  when  the  pressure  is  relieved.  Thus  there  would 
be  a  film  of  water  between  the  skate  runner  and  the  ice.  If  the 
ice  or  snow  is  too  cold,  the  pressure  will  not  lower  the  melting- 
point  below  this  initial  temperature  and  no  melting  will  occur. 
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The  same  ideas  apply  to  the  ''packing''  of  snow  on  roads,  and  on 
a  larger  scale  to  the  formation  of  glaciers  by  the  compression, 
melting,  and  regdation  of  snow  in  mountain  valleys.  The  sub- 
sequent flow  of  glaciers  down  the  valleys  is  due  in  part  to  the 
effect  here  discussed,  the  ice  melting  at  the  pointer  of  greatest 
pressure,  the  water  immediately  flowing  down  hill  a  little,  thus 
relieving  the  pressure,  and  then  freezing  again. 

802.  Crystalline  and  Amorphous  Solids. — ^The  sharp  change 
from  solid  to  liquid  at  a  definite  temperature,  which  we  have  been 
discussing,  is  characteristic  of  solids  which  have  a  definite 
crystalline  structure.    Solids  which  have  not  such  a  structure, 


80       40       60       60       70 

PERCENTAGES  OF  TIN  BV  WEIQHT 

Fio.  105. — ^Freesiiig-poiiits  of  alloyi.    Upper  line,  bei^nning  of  freeiinc;  lower  line  end  of 

fraesing;  euteotio  haa  a  sharp  freedng-point. 

called  amorphous  solids,  of  which  fats,  waxes,  glass  and  most 
alloys  are  examples,  change  gradually  from  one  state  to  another, 
that  is,  gradually  soften  throughout  the  entire  mass,  while  the 
temperature  rises  slightly,  there  being  no  definite  ''melting- 
point.''  Amorphous  solids  are  in  general  mixtures.  Some 
alloys,  however,  are  definite  compounds^  having  marked  cry9tal- 
line  structure  and  very  definite  melting-points.  The  freezing- 
point  curve  for  a  simple  group  of  alloys  is  shown  in  Fig.  195. 

80S.  Change  of  Volume  on  Freezing. — Most  substances  con- 
tract on  freezing,  the  solid  sinking  in  the  liquid.  The  fact  that 
iron,  bismuth  and  antimony  and  some  alloys  such  as  type-metal 
(lead,  antimony,  and  tin)  expand  on  solidifying  is  valuable 
industrially,  since,  when  cast,  they  take  a  particularly  sharp 
impression  of  the  mold.  The  expansion  of  water  upon  freezing 
is  responsible  for  the  bursting  of  water  pipes,  the  bursting  (and 
hence  death)  of  plant  cells,  and  the  splitting  of  trees  and  rocks. 
Very  carefully  dried  seeds  may  be  put  in  liquid  air  without  injury. 
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but  the  presence  of  the  slightest  trace  of  moisture  will  result  in 
killing  the  seeds. 

804.  Freezing  Point  of  Solutions. — ^The  fact  that  a  dilute  solu- 
tion, such  as  sea  water,  has  a  lower  freezing-point  than  the  pure 
solvent,  and  that  the  lowering  of  the  freezing-point  of  dilute 
solutions  is  approximately  proportional  to  the  amoimt  of  sub- 
stance dissolved  has  been  known  for  a  long  time.  The  depression 
of  the  freezing-point  per  gram-molecule  of  salt  dissolved  in  100 
grams  of  solvent,  calculated  from  observations  on  dilute  solutions, 
is  called  the  molecular  lovming  of  the  freezing-point.  Later  work 
shows  that  the  freezing-point  of  a  given  solvent  is  lowered  the 
same  amount  by  many  different  salts  when  dissolved  in  propor- 
tion to  their  molecular  weights,  while  other  salts  will  produce  a 
depression  two  or  three  times  as  great. 

Acoording  to  the  diflsooiatioii  hypothesis,  abnormally  large  depresnons 
are  due  to  the  breaking  up,  or  dissooiation,  of  moleoules  Into  parts,  while 
abnormally  small  depressions  are  due  to  the  grouping  together  of  moleoules. 
Thus  eommon  salt  in  water  apparently  dissodates  into  Na  and  CI  giving  a 
solution  which  oonduots  eleotrioity  readily,  and  producing  a  molecular 
lowering  of  the  freezing  point  of  about  3.6°.  If  the  temperature  of  a  given 
dilute  solution  is  lowered  beyond  the  freesing  point  corresponding  to  its 
saturation,  the  pure  ^solvent  only  will  begin  to  freese  out  of  the  solution, 
which  becomes,  therefore,  more  concentrated,  until,  on  continued  cooling,  a 
certain  definite  concentration  is  reached  (depending  upon  the  pressure) 
when  the  entire  mass  freeies  as  a  mixture  of  the  two  solids.  This  mixture 
is  called  a  eryohydrate.^  The  corresponding  mixture  in  case  of  alloys,  having 
a  minimum  melting-point  as  compared  with  other  percentage  compositions, 
Is  called  an  etUeetie.    (Fig.  195.) 

806.  Heat  of  Fusion. — The  heat  of  fusion  of  any  substance  is 
defined  as  the  number  of  calories  required  to  convert  one  gram  of  the 
solid  al  the  meUing-point  into  liquid  at  the  same  temperature. 
Heats  of  fusion  are  usually  measured  by  some  modification  of 
the  method  of  mixtures. 

Thus  if       Jf  *sno.  of  grams  of  melted  substance  used, 

fi=  temperature  of  substance  when  added  to  calo- 
rimeter, 
tm  »  melting  point  of  substance, 
<,  8  final  temperature  of  calorimeter, 
ti*s  initial  temperature  of  calorimeter, 
m»mass  of  water  used, 
Zmi  sisheat  capacity  of  calorimeter. 
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«i=s  specific  heat  of  substance  when  melted, 
««» specific  heat  of  substance  when  solid, 
Lb  heat  of  fusion, 
then 

from  which  L  may  be  computed. 

TABLE  9 

HsATS  OF  Fusion 

(Galories  per  gram) 

Aluminum 77 

Copper 43 

loe 79.8 

Lead 5 

Mercury 3 

Platinum 27 

Sulphur 9 

Zine 28 

306.  Vaporization. — From  the  molecular  standpoint,  vaporiza- 
tion means  the  flying  o£f  of  molecules  against  the  fortes  of  molecu- 
lar attraction,  these  molecules  losing  kinetic  energy  and  gaining 
potential  energy  as  they  leave  the  liquid.  The  more  rapidly 
moving  molecules  will  be  the  first  to  fly  o£f,  hence  the  average 
kinetic  energy  of  the  molecules  remaining  behind  will  be  less  than 
the  initial  average  for  the  liquid,  and  the  liquid  will  be  cooled  by 
evaporation.  If  the  vapor  is  confined  over  the  liquid,  some  vapor 
molecules  wQl  strike  the 


surface  and  become  liquid 
again,  and  as  the  number 
of  vapor  molecules  per 
unit  volume  (i.e.,  the 
density  of  the  vapor)  in- 
creases, the  number  of 
molecules  returning  to 
the  liquid  per  second  will 
likewise  increase,  until 
finally  the  average  num- 
ber returning  will  equal 
the  average  number 
leaving.  Under  these  conditions  the  vapor  is  in  equiUbrium  wUh 
the  liquid.  The  density,  and  hence  the  pressure,  of  the  vapor  which 
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will  be  in  equilibrium  will  depend  on  the  temperature,  that  is,  on 
the  average  molecular  velocity.  A  vapor  in  equilibrium  with 
the  liquid  b  said  to  be  saturated,  and  the  equilibrium  pressure  is 
called  the  saturated  vapor  pressure  (or  vapor  tension),  which  for  a 
given  substance  depends  only  upon  the  temperature.  If  the 
vapor  is  not  allowed  to  accumulate  over  the  liquid  it  will  remain 
unsaturated,  equilibrium  will  not  be  reached,  and  the  liquid  will 
gradually  disappear  by  evaporation. 

TABLE  10 
Vapob  Tenbipnb  akd  Vapob  Dbnbitisb  of  Wateb 


Temperature. 


Vapor  tendoDB 
(mm.  of  Hg.). 


Densities  of  saturated 
vapor  (grams  of  vapor  per 
cu.  m.  of  saturated  air). 


-20^0. 

0.781 

-10 

1.061 

0 

4.670 

10 

0.205 

20 

17.61 

80  • 

81.71 

40. 

65.13 

50 

02.30 

60 

140.2 

70 

233.6 

80 

356.1 

90 

526.8 

100 

760 

140 

2709 

180 

7614 

200 

35760 

860   • 

141870 

0.892 

2.154 

4.836 

9.330 

17.118 

30.039 

50.626 


No  general  relation  is  known  connecting  the  saturated  vapor 
pressure  and  temperature,  though  many  empirical  relations  have 
been  found  which  are  satisfactory  in  certain  cases.  The  corre- 
sponding values  of  temperature  and  saturated  vapor  pressure 
for  water  are  shown  in  Table  10  and  Fig.  196.  Points  in  this 
diagram  indicate  the  physical  condition  of  water  substance; 
points  on  the  curve  show  the  conditions  under  which  water  may 
exist  either  as  a  vapor  or  liquid  or  both  in  equilibrium,  as,  for 
example,  at  a  temperature  of  140^0.  and  under  a  pressure  of  270 
cm.  of  mercury.  If  the  pressure  is  increased,  without  suitably 
raising  the  temperature  so  as  to  reach  another  point  on  the  curve, 
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all  the  vapor  will  be  condensed,  while  if  the  temperature  is  in- 
creased without  properly  increasing  the  pressure^  all  the  water 
will  vaporize.  Hence  this  curve,  which  represents  equilibrium 
conditions,  divides  other  conditions  into  two  groups,  an  all- 
vapor  group  represented  by  points  to  the  right  of  and  below  the 
curve,  and  an  all-liquid  group  represented  by  points  to  the  left 
of  and  above  the  curve. 

907.  Humidity. — ^The  saturated  vapor  pressure  for  a  given 
temperature  is  not  measurably  a£fected  by  the  presence  of  gases 
which  do  not  chemically  combine  with  the  vapor.  When  we 
speak  of  air  being  saturated  with  water  vapor,  what  we  really 
mean  is  that  the  vapor  is  saturated.  The  presence  of  air  above 
a  water  siuf ace  will  not  influence  the  vapor  pressure  necessary 
for  equilibrium,  but  will  slightly  influence  the  rate  of  evaporation 
if  the  equilibrium  condition  is  not  reached. 

The  degree  of  saturation  of  air  with  water  vapor  is  of  great 
importance  in  its  influence  upon  climate,  for  it  determines  the 
rate  at  which  evaporation  will  go  on 
from  exposed  surfaces  of  water  or  from 
moist  surfaces,  such  as  that  of  the 
human  body.  Evaporation,  as  we  have 
seen,  causes  cooling;  hence  the  less 
saturated  the  air  the  greater  the  cool- 
ing, -  since  evaporation  will  be  more 
rapid.  Thus  a  given  summer  tempera- 
ture with  the  air  dry  is  less  oppressive 
than  with  the  air  nearly  saturated. 
The  e£fective  drjmess  of  air  depends  on 
its  degree  of  saturation,  and  this  is 
called  the  humidity,  absolute  humidity 
being  defined  as  the  mass  of  water 
vapor  contained  in  a  cubic  centimeter 
of  air  at  a  given  temperature,  and  rda- 
tive  humidity  as  the  ratio  of  the  mass 
of  moisture  actually  present  to  the 
amount  needed  for  saturation. 

If  water  vapor  (or  air  and  water  vapor)  is  heated  at  approxi- 
mately constant  pressure,  without  the  addition  of  vapor,  as  in 
a  hot  air  furnace,  it  expands,  and  therefore  the  mass  of  vapor 
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per  unit  volume  decreases.  At  the  higher  temperature  the 
density  necessary  for  saturation  is  greater,  however,  so  that  for 
two  reasons  the  effective  dryness  is  increased.  As  might  be  ex- 
pected, the  air  in  houses  in  winter  is  usually  far  too  dry  for  either 
comfort  or  good  health. 

The  measurement  of  humidity  is  called  hygromeiry.  The  wet 
and  dry  bvlb  hygrometer  (Fig.  197)  consists  of  two  exactly  similar 
thermometers  similarly  exposed,  except  that  the  bulb  of  one  is 
covered  with  a  light  wick  kept  moist  by  dipping  in  a  vessel  of 
water.  Evaporation  from  the  wet  bulb  will  cool  it  as  compared 
with  the  other,  and  the  dryer  the  air  the  greater  will  be  the 
difference  in  temperature  between  the  two.  By  noting  this 
.difference  and  the  temperature  of  the  dry  bulb,  either  the  relative 
or  the  absolute  humidity  may  be  obtained  from  tables.  Air 
must  circulate  freely  aroimd  these  thermometers  in  order  that 
they  should  give  accurate  results. 

Much  more  reliable  results  are  obtained  if  the  wet  and  dry  bulb  thermom- 
eters are  swung  rapidly  through  the  air,  this  form  being  called  the  "sling 

psyohrometer."  Other  methods  depend  upon 
the  determination  of  the  dew-point,  that  is, 
the  temperature  at  which  air  would  be  satur- 
ated by  the  moisture  actually  in  it.  One 
form  of  dew-point  hygrometer,  Regnault's,  is 
shown  in  Fig.  198.  The  oentnU  chamber  into 
which  the  thermometer  dips  is  cooled  by  the 
evaporation  of  the  ether  contained  in  it,  and  the 
temperature  at  which  condensation  first  occurs 
on  the  front  polished  metal  face  is  the  dew- 
point.  At  ordinary  room  temperatures]  the 
proper  relative  humidity  is  from  60  to  70  per 
cent.  To  reach  this  humidity,  it  is  necessary 
to  evaporate  water  in  the  furnace  or  in  the 
rooms  themselves.  If  evaporation  is  desired 
'in  the  fumaoei  it  is  evident,  from  what  has 
been  said  above,  that  the  hat  air  (not  the  cM 
«ir  as  is  usually  the  case)  should  pass  over  the 
water  surface  in  order  to  take  up  as  much  water  vapor  as  possible  and  not 
be  "  dried  "  by  subsequent  heating.  To  gi  ve  70  per  cent,  relative  humidity  at 
68°F.  in  a  house  40  ft.  b^rSO  ft.  and  25  ft.  high,  containing  about  30,000  ou. 
ft.„  requires  about  22}  lbs.  or  2.8  gallons  of  water,  and  usually  several  times 
this  amount  must  be  supplied  per  day  to  maintain  proper  conditions. 

808.  Boiling-point. — The  baUing^oint  of  a  liquid  is  the  temper- 
aiure  (U  which  iU  saturated  vapor  pressure  is  equal  to  the  atmos- 
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pheric  pressure  on  the  liquid  \9urface.  At  this  temperature, 
bubbles  of  vapor  will  form  in  the  liquid  and  escape  through  the 
surface,  and  this  formation  and  escape  of  vapor  bubbles  is  called 
hoUing,  Evidently  the  boiling-point  will  be  higher  the  greater 
the  pressure  on  the  surface  of  the  liquid,  and  the  variation  of  the 
boiling-point  with  pressure  is  the  same  thing  as  the  change  of 
saturated  vapor  pressure  with  temperature.  In  the  determina- 
tion of  boiling-points  the  thermometer  is  put  in  the  vapor  rather 
than  in  the  Equid,  and  it  must  be  protected  from  gain  or  loss  of 
heat  by  radiation  and  from  the  condensation  of  liquid  upon  it. 

TABLE  11 

BOIUNG-POINTB  I7NDSR  ONB  AtMQSPHXBB  FBBSStJBa 

Subsianoe.  Bdliiig-i>oint0. 

Alcohol  (ethyl) 78 . 3 

Beniol ^ 80.2 

Carbon  dioxide. -78.2 

Chloroform 61.2 

Ether  (ethyl) 34.6 

Iron 2460 

Mercury 357 

Oxygen  (Uquid) -182.9 

Pentane 86.2 

309.  Effect  of  Pressure  on  Boiling-point. — ^The  variation  of 
the  boiling-point  with  pressure  may  be  determined  by  enclosing 
the  liquid  to  be  boiled,  reducing  the  air  pressure  on  the  surface 
and  noting  the  temperature  at  which  steady  boiling  takes  place. 
This  may  be  done  by  placing  the  flask  under  the  receiver  of  an 
air  pump.  If  the  space  over  the  liquid  contains  only  the  satu- 
rated vapor,  and  the  pressure  of  this  is  suddenly  reduced,  as  for 
example,  by  pouring  cold  water  over  a  sealed  flask  containing 

TABLE  12 

Chanqs  or  BoiLXNO-PoiNT  OF  Watbb  with  Prbssubb 

Pressure  Pressure 

(in  mm.  Hg.).       Boiling-point,  (in  mm.  Hg.).        Boiling-point. 

680  96.91<'C.  740  99.25 

690  97.32  750  99.63 

700  97.71  760  100 

710  98.11  770  100.37 

720  98.49  780  100.73 

730  98.88 
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water  and  its  vapor  slightly  below  the  boiling  point,  boiling  wiU 
at  once  begin.  The  pressure  variation  of  the  boiling-point  of 
water  is  frequently  used  to  determine  the  air  pressure  on  moun- 
tain tops,  and  hence  roughly  their  height.  The  variation  for 
water  is  about  0.37^C.  at  100^  for  a  change  in  pressure  of  1  cm. 
of  mercury. 

810.  Other  Conditioiis  AfEecting  Bofling.— The  ease  with  which  vapor 
bubbles  are  formed  in  a  liquid  depends  upon  various  conditions,  such  as  the 
presence  of  diaeolved  gases,  or  of  points  or  small  solid  particles  in  the  liquid. 
Hence  the  prevention  of  **  bumping, "  or  the  violent  formation  of  vapor 
bubbles,  is  brought  about  by  putting  broken  glass  or  other  rough  solids  into 
the  boiling  liquid.  The  boiling-point  of  a  given  pure  liquid  is  always  raised 
by  dissolving  any  relatively  non-volatile  substanoe  in  it,  as,  for  erample, 
sugar  in  water,  but  may  be  either  raised  or  lowered  by  dissolving  a  volatile 
substance  in  it,  as,  for  example,  alcohol  in  water,  which  gives  solutions 
boiling  below  the  boilin|^point  of  water,  but  above  that  of  alcohol. 
With  volatQe  combinations  the  boUing  point  may  be  either  above  or 
below  the  boiling  point  of  bath  constituents,  while  with  a  non-volatile 
solute  the  elevation  of  the  boiling  point  ist  for  dUute  solutions,  propor- 
tional to  the  mass  of  solute  added  and  approximately  the  same  for 
equal  gram-molecular  weights  of  all  solutes  in  the  same  amount  of  a  given 
solvent.  For  water  the  elevation  Is  at  the  rate  of  6^  for  each  gram-molecular 
weight  dissolved  in  100  grams  of  water,  and  this  is  called  the  moUcuUur  fits 
of  the  boUing'poirU, 

311.  Specific  Volumes  and  Densities  of  Vapors. — ^In  general 
there  is  a  very  large  increase  in  volume  on  vi4)orization.  Thus 
1  gram  of  saturated  steam  at  lOO^C.  occupies  1721  c.c.  while  1 
gram  of  water  at  lOO^C.  occupies  only  1.043  c.c.  The  volume 
of  1  gram  of  a  substance  is  termed  its  specific  volume,  and  is 

evidently  equal  to  -,  where  p  is  the  density.    As  the  temperature 

is  raised  the  specific  volume  of  ai^  saturated  vapor  decreases, 
whereas  that  of  the  liquid  increases.  Fig.  199  shows  this  be- 
havior for  water  and  steam.  The  two  specific  volumes  of  liquid 
and  vapor  become  eqtuil  at  a  definite  temperature,  called  the 
critical  temperature,  which  will  be  further  discussed  in  {316. 

312.  Heat  of  Vaporization. — ^The  heat  of  vaparitation  is  the 
number  of  calories  required  to  change  1  gram  of  a  euhetance  from 
a  liquid  at  a  certain  temperature  to  a  vapor  at  the  same  temperature 
under  a  specified  pressure,  the  symbol  being  L^  The  method  of 
mixtures  is  usually  used  to  determine  the  heat  of  vaporisation, 
vapor  from  a  boilhig  liquid  being  passed  into  a  vessel  immersed 
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in  the  water  of  a  calorimeter,  where  the  vapor  is  condensed  and 
the  heat  given  off.  If  M  grams  of  vapor  at  a  temperature  t, 
in  condensing  raise  m  grams  of  water  and  the  calorimeter  (heat 
capacity  Sm^sO  from  ^i  to  the  final  temperature  it  of  the  mixture, 

from  which  L|  can  be  computed,  if  «  the  specific  heat  of  the 
condensed  vapor,  is  known.  x 

Since  there  is  in  general  a  very  considerable  increase  in  volume 
on  vaporization,  which  occurs  against  a  definite  pressure,  external 
work  must  be  done  by  the  vapor  as  it  is  formed.    The  heat  of 
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Fio.  109. — Speoifie  yolumea  of  liquid  and  latunted  vapor  at  various  temperatures. 

vaporization  may,  therefore,  be  considered  as  made  up  of  two 
parts,  the  internal,  which  is  the  increase  in  potential  energy  of 
molecules  and  atoms,  and  the  external,  which  is  the  work  done  by 
expansion. 

The  heat  of  vaporization  diminishes  with  increasing  tempera- 
ture and  becomes  zero  at  the  critical  temperature,  where,  as  we 
shall  see  (§318),  the  distinction  between  liquid  and  vapor  van- 
ishes.    The  heat  required  to  change  1  gram  of  a  substance  from 
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a  liquid  at  (TC.  to  a  vapor  at  a  temperature  t  is  called  the  total 
heat  of  the  vapor  at  temperature  t.  If  ^Ti  is  the  total  heat,  and 
we  assume  the  specific  heat  is  independent  of  temperature^ 

Hi^Bt+Li 

To  supply  thla  heat  either  the  remaining  liquid  will  be  cooled,  or  heat 
win  be  drawn  from  the  surroundinga — hence  the  cooling  effect  of  evapora- 
tion. The  rate  of  evaporation  wiU  depend  upon  the  rate  of  supply  of  heat; 
hence  boiling  over  a  fire  will  be  more  violent  in  a  metal  than  in  a  non-con- 
ducting veasel.  It  Ib  the  heat  of  vapomation  of  steam  which  is  chiefly 
effective  in  steam  heating  systems,  this  heat  being  supplied  in  the  bdler  and 
given  up  (potential  converted  to  kinetic  energy  again)  in  the  radiators  where 
the  steam  is  condensed.  The  use  of  a  hand  or  electric  fan  in  warm  weather 
is  the  most  conmion  example  of  the  reverse  process,  that  is,  cooling  resulting 
from  increased  evaporation  due  to  the  circulation  of  the  air. 

TABLE  13 

HsAT  OF  Vapobiiation 

(Galories  per  gram  at  normal  boiling  points.) 

Alcohol  (ethyl) 205  Liquid  air 50 

LlquidH, 123  Liquid  (X), 96 

Liquid  0, 58  Mercury 68 

liquidN, 50  Water 542 

318.  Sublimation. — ^The  direct  change  from  the  solid  to  the 
vapor  state  is  termed  stMimation.  This»  or  the  reverse^ 
direct  condensation,  is  commonly  observed  in  the  evaporation  of 
snow  in  cold  dry  weather,  in  the  production  of  hoar  frost,  and  in 
the  evaporation  and  recondensation  of  camphor  confined  in  a 
bottle.  As  in  the  other  two  transformations,  there  is  a  definite 
vapor  pressure,  for  every  temperature,  at  which  the  solid  and 
vapor  can  exist  in  equilibrium  together,  without  one  state  con- 
tinuously changing  into  the  other.  When  plotted  on  the  Pt 
plane  these  points  give  the  "hoar  frost ''  or  sublimation  line,  the 
equilibrium  pressure  falling  with  the  temperature.  Sublimation 
also  involves  an  increase  in  potential  energy  and  external  work, 
and  hence  a  heat  of  stMimation. 

314.  Unstable  Conditions. — ^In  stating  that  substances  solidify, 
vaporize,  and  condense  at  definUe  temperatures  under  a  given 
pressure,  we  have  disregarded  certain  cases  in  which  it  is  possible 
to  cool  a  liquid  very  much  below  its  freezing  point  without  solidi- 
fication and  to  heat  a  liquid  very  much  above  its  boiling-point 
without    vaporization.    These,    however,    are    abnormal    and 
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unstable  conditions,  since,  if  freesing  (or  boiling)  once  starts,  it 
goes  on  with  great  violence  till  the  normal  temperature  has  been 
restored.  For  example,  small  drops  of  water  in  an  oil  of  equal 
density  have  been  cooled  at  atmospheric  pressure  to  —  20^C 
without  freesing  and  heated  to  178^0.  without  boiling,  and 
minute  spheres  of  platinum  and  other  metals  have  been  cooled 
several  hundred  degrees  below  their  normal  melting  point  before 
solidification  occurred.  Agitation,  the  presence  of  points  or 
particles,  or  the  least  trace  of  the  solid  serve  to  start  solidification, 
while  points  and  pieces  of  porous  solids  start  boiling.  A  liquid 
above  its  boiling-point  will  begin  to  boil  violently  if  touched  by  a 
file  or  paper — ^though  these  materials  become  ineffectual  when 
they  become  dean. 

Gondensatioii  of  a  vapor  is  difficult  to  start  without  the  presence  of  nudei^ 
that  ia^  dust  partioles,  liquid  droplets  or  electrified  molecules  or  atoms,  called 
urns,  which  *ver7  greatly  assist  the  formation  of  large  drops.  The  efficacy 
of  some  of  these  is  due  to  their  providing  surfaces  of  relatively  larger  radius 
on  which  condensation  can  take  place,  since  the  vapor  pressure  necessary 
or  the  equilibrium  of  a  vapor  with  a  liquid  drop  is  less  for  a  drop  of  large 
radius,  and  also  less  for  electrified  drops. 

816.  The  Triple  Point  Diagram. — Having  discussed  the  three 
equilibrium  curves,  solid-liquid,  liquid-vapor,  and  solid-vapor, 
let  us  consider  them  combined 
as  in  Fig.  200  in  the  Pt  plane. 
Since  the  areas  on  either  side  of 
each  cuver  represent  conditions 
such  that  only  one  state  can 
exist,  for  example  solid  to  the 
left  and  liquid"  to  the  right  of 
the  freezing-point  curve,  a  little 
consideration  will  show  that,  in 
order  to  be  consistent,  the  three 
curves  must  intersect  in  a  point. 
If  this  were  not  so  the  area 
included  between  the  curves 
would  represent  quite  contra- 
dictory conditions  as  deduced 
from  the  several  curves.  Since  each  curve  represents  conditions 
of  possible  coexistence  of  two  states,  in  the  condition  repre- 
sented by  the  point  of  intersection  all  three,  solid,  liquid,  and 
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vapor  can  exist  simultaneously  in  equilibrium  and  this  is  the 
only  condition  in  which  this  is  possible.  It  is  called  the  triple 
point  and  for  water  corresponds  to  +0.0072^0.,  and  a  pressure 
of  about  4.6  mm.  of  mercury. 

It  may  be  thought  that  oommon  experience  oontradiots  this  ooHcluaion 
as  to  the  unique  properties  of  the  triple  p<^t — ioe,  water,  and  water  vapor 
being  often  found  coexistent  at  various  temperatures.  Under  these 
oonditions  it  will  be  found,  however,  that  the  ioe  is  melting  and  the  vapor 
oondensing,  or  water  evaporating — at  least  equUibrium  do0$  not  exiiL  The 
oharaoteristios  represented  by  the  triple-point  diagram  are  true  for  all 
substances. 

816.  The  Critical  Temperature.— In  1822  Gagniard  de  la  Tour 
made  important  discoveries  regarding  the  relation  between  the 
liquid  and  the  vapor  state  by  filling  a  glass  tube  with  alcohol  and 
its  vapor,  sealing  ofif  the  tube  and  heating  it.  If  about  two-thirds 
of  the  total  volume  were  liquid  at  ordinary  temperatures  he 
found  that,  as  the  temperature  increased,  the  meniscuSi  or  curved 
surface  separating  liquid  from  vapor  and  due  to  molecular 
attractions  (§208)|  became  flatter  and  less  distinct  and  finally 
disappeared.  Thus  above  a  temperature  of  about  243^0. 
the  liquid  and  vapor  have  the  same  molecular  attractions  (no 
meniscus)  and  are  visually  identical. 

The  limiting  temperature  at  which  a  separation  can  be  observed 
between  the  liquid  and  the  vapor  state  is  called  the  critical  tempera^ 
ture.  We  have  already  seen  that  the  specific  volumes  of  a 
liquid  and  its  vapor  become  more  nearly  equal  as  the  temperature 
is  raised,  and  that  at  the  same  time  the  latent  heat  of  vapori- 
zation becomes  less,  and  the  relation  of  these  facts  will  now 
be  clear. 

817.  Isothermal  Carves  for  CO,. — Andrews,  in  1863,  inclosed 
CO,  in  a  glass  tube,  kept  this  at  a  constant  temperature  and  com- 
pressed the  gas  by  forcing  mercury  into  the  tube.  He  measured 
the  pressure  required  to  compress  the  gas  to  various  measured 
volumes  while  the  temperature  was  kept  constant,  and  did  this 
at  a  series  of  temperatures  from  13^  to  48®C.  Corresponding 
pressures  and  volumes  plotted  on  the  PV  plane  gave  what  we  have 
called  isothermal  curves,  shown  in  Fig.  201. 

The  effect  of  compression  at  21.6^  from  an  initial  volume  of  12 
c.c.  per  gram  is,  as  shown  by  the  curve,  first  a  gradual  increase  in 
pressure  until  a  pressure  of  69  atmospheres  is  reached  (at  A) 
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when  liquid  CO3  will  suddenly  appear  in  the  tube,  after  which 
no  increase  in  pressure  will  occur  in  spite  of  diminution  in  volume 
until  B  is  reached.  During  this  time  condensation  has  continued, 
until  (at  JB)  the  vapor  has  been  entirely  changed  to  liquid,  after 
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Oublo  CwtlmwiBn  per  Oram 
Fia.  201. — ^Xiothennali  of  cftrbon  dioxide. 
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which  any  decrease  in  volume  necessitates  a  very  great  increase 
in  pressure,  the  liquid  being  in  general  very  incompressible* 

If  the  same  sequence  of  operations  is  carried  out  at  a  higher 
temperature,  it  is  found  that  condensation  begins  at  a  less  volume 
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and  higher  pressure,  and  ends  at  a  greater  volume,  that  is,  the 
volume  ifUerval  during  which  the  substance  is  part  vapor  and  part 
liquid  with  a  visible  meniscus  between  becomes  less  as  higher 
temperatures  are  chosen,  until,  when  a  temperature  of  31^  is 
reached,  the  horisontal  part  of  the  isothermd  has  disappeared, 
and  no  separation  into  liquid  and  vapor  can  be  noticed  during 
compression.  The  critical  temperature  is  30.92^C.,  and  it  may 
be  defined  in  another  way  as  that  temperature  above  which  it  is 
impoeeible  to  liquefy  a  gas  by  preeeure  dUme,  "to  liquefy''  meaning 
to  cause  a  separation  of  the  two  states. 

The  line  AB  represents  those  conditions  of  pressure  and 
volume  in  which  liquid  and  vapor  can  exist  in  equilibrium  with 
each  other  at  the  temperature  of  21.5^,  and  a  similar  meaning 
attaches  to  the  horizontal  portions  of  the  other  isothermals. 
The  dotted  line  through  the  ends  of  these  horizontal  lines  sur- 
rounds an  area  representing  all  the  physical  conditions  under 
which  the  liquid  and  its  vapor  can  be  in  equilibrium  with  each 
other,  and  the  highest  point  of  this  curve  is  the  critical  point 
whose  coordinates  are  the  critical  volume  and  critical  pressure, 
Vc  and  Pcf  corresponding  to  the  critical  temperature  tc. 

818.  The  Saturation  Curve. — ^That  part  of  the  dotted  curve  to 
the  right  of  the  critical  point  is  called  the  "saturation  curve" 
and  evidently  represents  all  possible  conditions  of  saturated 
vapor,  and  since  the  diagram  is  drawn  for  unit  mass,  the  ab- 
sciss® of  the  points  of  this  curve  are  the  specific  volumes  of  the 
saturated  vapor  at  various  temperatures.  The  left  branch  of  the 
dotted  curve  is  called  the  '  'liquid  curve"  and  the  abscisssB  of  this 
portion  are  the  specific  volumes  of  the  liquid  at  the  same  tempera- 
tures. It  is  very  clear,  then,  that  the  specific  volumes  of  liquid 
and  saturated  vapor  become  equal  at  the  critical  point. 

Above  the  critical  point  the  distinction  between  liquid  and 
vapor  disappears,  and  the  substance  passes  continuously  and 
homogeneously  from  a  rare,  easily  compressible  condition  which 
we  would  call  gaseous,  to  a  dense,  almost  incompressible  condi- 
tion, which' we  would  naturally  call  liquid.  It  is  possible,  by 
properly  varying  the  pressure  volume  and  temperature,  to  pass 
from  any  condition  1  to  any  condition  2  without  crossing  the 
dotted  curve,  that  is,  without  having  the  liquid  distinct  from  the 
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vapor  at  any  time.    This  property  is  called  the  ''continuity  of 
state. " 

It  is  generally  agreed  to  call  a  substance  a  vapor  if  its  condition 
is  represented  by  any  point  below  the  critical  isothermal  and  to 
the  right  of  the  saturation  curve,  and  a  gas  if  represented  by  a 
point  above  the  critical  isothermali  though  this  distinction  is  not 
important.  The  properties  represented  by  this  set  of  isothermal 
curves  for  CO,  are  characteristic  of  all  substances  which  have 
been  studied. 

TABLE  14 
CainoAL  Data 


Substance. 


CritiGal 
temperature  ®0. 


pressure  (Atmos.)* 


Air 

Alcohol  (ethyl) ... . 
Ammonia 

Argon 

Oufoon  dioxide. . . . 

Chlorine 

Helium 

Hydroohlorio  add . . 

Hydrogen. 

Nitrogen 

Oxjrgeu 

Radium  emanation 
Water 


-140 

39 

243 

62.7 

130 

115 

-117 

52.9 

30.92 

73 

146 

93.5 

-268.5 

2.3 

52.3 

86 

-234.5 

20 

-146 

33 

-118 

50 

104.5 

62.5 

374 

194.6 

819.  Equations  of  State. — Many  attempts  have  been  made  to  derive 
equations  for  the  isothermal  curves  of  Fig.  201,  corresponding  to  the  equa- 
tion PV'^RT,  which  holds  approximately  for  conditions  far  removed  from 
the  critical,  but  none  have  been  entirely  suocessfuL  One  of  the  most'' satis- 
factory of  such  "equations  of  state"  is  that  of  Van  der  Waals: 

in  whioh  a,  b,  and  B  are  constants  for  a  given  substance.  This  agrees  fairly 
well  with  the  results  of  experiment,  though,  instead  of  the  straight  portion 
AB  of  the  isothermal,  the  equation  gives  a  continuous  curve  which  cuts  the 
straight  line  in  three  points  as  shown  in  Fig.  202.  The  possibility  of  a  con- 
tinuous passage  such  as  DCBA,  below  the  critical  temperature,  from  the 
vapor  to  the  liquid  condition,  was  suggested  by  James  Thomson  shortly  after 
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Andrews'  work;  but,  except  for  portions  of  the  curve  from  A  toward  B 
(under-cooling  a  vapor  free  from  nuclei)  and  from  D  toward  C  (superheating 
a  liquid),  It  has  not  been  realized  experimentally  and  indeed  seems  quite 
unrealiiable,  since  it  would  represent  states  in  which  an  increase  in  TolumA 
would  accompany  an  increase  in  pressure. 

Corr€9jHmding  States, — It  was  suggested  by  Van  der  Waals  that  if  the 
pressure,  volume,  and  temperature  were  expressed  in  terms  of  the  critical 
constants,  Pc,  Ve,  tct  for  each  substance,  as  units,  instead  of  in  atmos- 
pheres, cubic  centimeters  and  degrees  centigrade,  for  example,  the  "equa- 
tion of  state"  would  be  the  same  for  all  substances,  containing  no 
constants  peculiar  to  any  one  material.  The  states  of  all  substances 
would  correspond  when  they  were  represented  by  the  same  "reduced" 
values  of  P,  V,  and  t.  While  this  "theorem  of  correspcmding  states"  is  a 
necessary  consequence  of  Van  der  Waals'  equation,  and  may  be  safely  and 
usefully  applied  between  related  substances,  it  is  not  in  general  true. 
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Fio.  202. — Graph  of  Van  der  Waal'i  equatian. 

820.  Thermodynamic  Surface. — If  the  isothermals  of  Fig.  201  are  placed 
in  their  proper  position  along  the  temperature  axis,  a  smooth  surface  drawn 
through  them  forms  the  thermodynamic  surface  shown  in  Fig.  203,  every 
point  of  which  represents  by  its  coordinates  P,  F,  <,  an  equilibrium 
condition  of  1  gram  of  a  substance.  The  conditions  under  which  the  sub- 
stance may  exist  as  liquid  or  gas  or  as  a  mixture  of  different  states,  are  indi- 
cated on  the  diagram,  and  the  triple  point  curve  and  the  isothermals 
which  we  have  already  discussed  are  seen  to  be  the  projection  on  the  Pi 
or  Pv  plane  of  lines  on  this  thermodynamic  surface. 

321.  The  Liquefaction  of  Gases. — By  compression  and  cooling 
Faraday  (beginning  in  1823)  liquefied  carbon  dioxide,  sulphur 
dioxide,  chlorine  and  several  other  gases  not  preriously  known 
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in  the  liquid  state.  The  temperatures  he  used  were  evidently 
below  the  critical  temperatures  as  we  now  know  them,  but  the 
problem  was  not  thoroughly  understood  until  the  work  of  An- 
drews made  it  probable  that  extremely  low  temperatures  as  well 
as  high  pressures  would  be  needed  to  liquefy  oxygen,  nitrogen, 
hydrogen  and  air,  which,  as  late  as  1877,  were  called  permanerU 
gases.  The  problem  has  been,  then,  one  of  devising  methods  of 
obtaining  extremely  low  temperatures,  and  it  has  been  so  success- 
fuUy  solved  that  aU  known  gases  have  now  been  liquefied.  The 
following  methods  are  used  for  obtaining  low  temperatures : 

1.  Chemical  method,  or  the  use  of  freezing  mixtures,  that  is, 
mixtures  of  substances  which  in  dissolving  or  combining  absorb 
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Fio.  203. — ^Thermodynamie  miifaoe,  ooordinatet  P,  V,  t. 

heat  and  thus  lower  the  temperature.  The  lowest  temperature 
reached  by  this  method,  —  82°G.,  has  been  obtained  by  mixing 
solid  CO,  and  liquid  SO,.  This  method  is  not  used  in  recent 
liquefying  processes. 

2.  EvaporaHan  Method. — ^Fig.  204  illustrates  this  method  as 
applied  to  the  ammonia  refrigeration  process.  A  compressor  ex- 
hausts ammonia  gas  from  above  the  liquid,  compresses  it,  forces 
it  through  tubes  cooled  by  running  water  where  the  heat  of 


TaporiiatioD  and  of  compression  ia  taken  out  and  it  agtun 
becomes  liquid,  and  back  through  a  reducmg  valve  into  the  evapo- 
rating chamber.  The  evaporating  chamber  is  surrounded  by  the 
material  to  be  cooled  (circulating  brine  in  the  ordinary  refrigerat- 
ing system),  from  which  the  heat  necessary  to  vaporise  the 
ammonia  is  absorbed.  The  ammonia  therefore  absorbs  heat  in 
the  evaporation  chamber  and  loses  heat  in  the  cooling  coils. 

A  ssrlM  of  auoh  droulating  tTstemi,  oontainlng,  for  example,  SO)  In  the 
flret  and  00,  In  tbe  aeoond,  ananfed  so  that  tbe  eoollng  of  the  CO)  la  done 
bj  the  evapoiating  ol  the  SOt  la  oalled  the  autaiU  wuthod,  by  whleh  Pietet 
in  1S77  liquefied  oxygen.  The  oxygen  waa  eompreaaed  to  aeveral  huadied 
atmoapherea  pnaaure  In  a  tube  iurrounded  by  the  OTaporatlng  CO,  and  thua 
ooolad  to  -  140°C.  Beferenoe  to  Table  14  ahowa  that  at  thia  temperature 
and  proMUra  the  oxygen  would  be  liquid.  Upon  opening  a  oock  the  oxygen 
Moaped  in  a  wtilte  atream,  iadloatiiig  the  presenee  of  the  liquid  or  oolid. 
By  adding  lower  atepa  to  the  oaaoode  It  ia  powible  to  obtain  very  muob 
lower  temperature*,  ao  that  oxygen,  nitrogen  and  hydr<^^  may  be 
obtained  liquid  at  atmoepherlo  preasure. 


Tia.  atH.—AmmouU  nfriientluc  prooMi. 

3.  Regenerative  Unbalanced-ezpanaion  Method. — We  have  al- 
ready considered  ({296)  the  cooling  experienced  by  all  gases 
except  hydrogen  when  forced  through  a  small  opening.  This 
cooling  is  for  air  only  about  0.25''C.  per  atmosphere  decrease 
of  pressure,  but  it  increases  with  decreasing  temperature.  Hence 
if  the  cooled  expanded  gas  is  led  back  around  the  in-flowing 
compressed  gss,  as  in  Fig.  205,  so  as  to  cool  it,  the  temperature  at 
which  expansion  takes  place  will  be  gradually  lowered,  until 
finally  some  of  the  gas  will  liquefy  on  expansion. 

ApparatuB  for  applying  thia  prindpie  wm  independently  fuTentod  by 
Unde,  Hampeon  and  Ttipler,  and  tUs  method  is  now  ezteuively  naed. 
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oommeroUU;  m  well  u  adentlfio&Uy,  for  liquefying  oxygen,  Ditiogan  and 
hydrogen.  The  expenditune  in  the  work  ci  eomprearion  of  10  h.p.  for 
one  hour  will,  hy  thia  prooeoa,  produce  from  2  to  4  titen  of  liquid  tli,  the 
Initl&l  prcMure  being  from  120  to  200  atmoapherea.  The  heating  wliioh  ii 
obNrred  with  hydrogen  at  ordinaiy  temperaturei  beaomea  lero  at — 80.B°Cq 
aa  shown  by  Oinwiki,  and  below  that  there  Is  a  eooling,  k  that,  hy  initially 
oooUng  hydrogen  below  —  80.6°C.,  it  oan  be  liquefied  hy  the  onbalanoad 
eximndon  proaeee,  aa  was  &rrt  done  by  Dewar  In  180S. 

4.  Regenerative  Balanced-€xpajut(fn  Method. — The  first  step  in 
this  method  is  the  compression  of  the  gas  to  about  40  atmospheres 
pressure,  and  the  partial  cooling  of  it  by  an  "interchanger" 
an&lagous  to  the  one  used  in  the  Linde  process.  The  compressed 
and  cooled  gas  is  then  admitted  to  a  cylinder  and  allowed  to 
expand  against  a  piston  thus  doing  external  and  internal  work. 
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Fio.  S06. — Und*'*  appknttu  (or  llqiud]rtiic  air. 

and  being  still  further  cooled  to  -  160°C.  or  lower.  The  ex- 
panded gas  is  then  led  around  the  outside  of  a  liquefying  vessel 
containing  air  at  40  atmospheres  pressure,  and  cools  sufficiently 
to  liquefy  some  of  the  air.  The  expanded  gas,  after  absorbing 
heat  from  the  liquefying  vessel,  is  led  back  through  the  inter- 
changer  to  the  compressor. 

Tlie  advantage  of  thia  ntethod  over  those  of  the  Linde  type  lies  in  the  greater 
amount  of  txUnud  work  whioh  the  gas  does,  resulting  In  greater  oooUng. 
Horeorer,  being  done  againat  a  piston,  this  work  oan  be  utOiaed.  By 
eombiidng  three  stages  of  expansion  similar  to  the  above,  Claude  has  pro- 
dnoed  liquid  air  at  the  rate  of  9  liters  per  10  h.p.  per  hour. 
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In  1007  helium,  the  last  gas  to  resbt  liquefaction,  was  liquefied 
by  Eammerlingh  Onnes  by  the  unbalanced-expansion  methodi 
its  boiling-point  under  one  atmosphere  pressure  being  —  268.5^0. 
The  lowest  temperature  attained  by  evaporating  helium  under 
a  pressure  of  1  cm.  of  mercury  was  —  270^0.  or  3^  above  abso- 
lute sero.  These  extreme  temperatures  are  measured  either  by 
a  gas  thermometer  containing  helium  at  reduced  pressurOi  or  by 
a  thermo-electric  or  resistance  thermometer. 
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TABLE  15 
ov     DinrEBKMT    Substances 


VMBKB      AnCOSPHBBIC 
PBXSSUBE,  AMD  TsitPSBATURBS  OBTAINED  BT  BoiUNQ 

UNDBB  Reduced  Pbessubb 


Substance. 


Argon , 

Carbon  dioxide 

Helium 

Hydrogen 

Neon 

Nitrogen < 

Oxygen 

Radium  emanation 


Boiling-point 
(Atm.  pressure). 


186.2 
78.2 
268.6 
252 
109 
195.8 
163 
62 


Pressure  (in 
of  mer- 
oury). 


mm* 


800 
2.5 
10 


Boiling-point 
(reduoed  pres- 
0. 


2.4 
86 
200 
9 


-194. 2*0. 

-180 

-270 

-256 

--257.5 

-210.6 

-194 

-127 


TRANSFER  OF  HEAT 

822.  Convectioni  Conduction  and  Radiation. — Heat  is  trans- 
ferred by  three  very  dififerent  processes. 

Canvedion  is  the  transport  of  heat  by  moving  maUer^  as,  for 
example,  by  the  hot  air  which  can  be  felt  rising  from  a  hot  stove. 

Conduction  is  the  flow  of  heat  through  and  by  means  of  matter 
unaccompanied  by  any  motion  of  the  matter,  for  example,  the  pas- 
sage of  heat  along  an  iron  bar  one  end  of  which  is  held  in  a  fire. 

Radiation  is  the  passage  of  heat  through  space  without  the 
necessary  presence  of  matter,  for  example,  the  passage  of  heat 
through  the  vacuum  in  the  bulb  of  an  incandescent  lamp. 

323.  Convection. — Convection  occurs  in  liquids  and  gases  and 
is  due  to  the  change  in  density  produced  by  rise  in  temperature. 
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A  Yoluxne  of  liquid  or  gas  which  varies  in  density  in  different 
parts  is  only  in  stable  equilibrium  when  the  densest  portions  are 
at  the  bottom^  and  there  is  a  regular  decrease  in  density  towards 
the  top.  Since  (with  the  exception  of  water  below  4^C.|  §278), 
liquids  and  gases  expand  on  heating,  thus  diminishing  in  density, 
the  heated  portion  will  rise  and  there  will  be  an  upward  convec- 
tion current  of  hot  substance  and  a  downward  convection  current 
of  cold  substance  to  take  its  place.  If  heat  is  added  at  the  top 
of  an  enclosed  liquid  or  gas,  there  will  be  no  convection,  (except 
with  water  below  4^0.). 

Clommon  examples  of  convection  by  liquids  are  the  distribution 
of  heat  through  liquids  heated  from  the  bottom,  as  in  the  case  of 
water  in  a  tea  kettle,  and  the  distribution 
of  heat  through  a  Jiouse  by  the  hot  water 
system  of  heating,  Fig.  206.  The  water  is 
heated  in  A,  rises  through  B,  is  cooled  in 
the  radiator  and  falls  through  C.  On  a 
large  scale  the  Gulf  Stream,  Japan  current, 
and  other  warm  surface  ocean  currents 
which  start  near  the  equator  are,  in  part 
at  least,  caused  by  convection,  the  return 
being  a  cold  current  flowing  toward  the 
equator  along  the  ocean  bed. 

The  hot-air  furnace  system  of  heating 
houses  is  based  on  convection  by  gases,  the 
hot  air  rising  from  the  furnace  through 
the  pipes  and  registers,  and  the  supply  of 
cold  air  coming  usually  from  outside.  The 
working  of  such  a  system  can  sometimes 
be  improved  by  establishing  a  direct  return 
from  the  coldest  part  of  the  house  to  the  furnace,  thus  com- 
pleting the  indoor  circulation. 

** Natural  ventilation"  is  also  a  oonyection  process,  an  outlet  being  pro- 
vided at  the  top  of  a  room  for  the  warm  stale  air,  and  an  inlet  at  the  bottom 
for  the  cool  fresh  air.  The  natural  draft  in  chimneys  has  a  similar  cause; 
the  higher  the  chimney  the  larger  is  the  undisturbed  column  of  warm  air 
and  hence  the  greater  the  draft.  The  mixing  of  currents  of  hot  and  cold  air 
iisoally  cause  a  flickering  or  "  boiling"  of  objects  seen  through  them,  because 
light  travela  differently  in  hot  and  cold  air.  This  effect  may  be  seen  by 
looking  aerost  a  flat  country  in  the  hot  sunshine,  or  over  a  hot  pavement  or 
stove. 
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heat  by  oonveolion  of  hot 
water. 
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The  winds  are  largely  convection  efifects,  the  simplest  example 
being  the  ^land''  and  ''sea''  breeses,  which  ordinarily  blow  from 
the  sea  to  the  land  in  the  morning  and  from  the  land  to  the  sea 
at  night.  These  are  the  return  currents  which  replace  warm  air 
which  rises  from  the  quickly  heated  land  in  the  morning  and 
from  the  wanner,  more  slowly  cooling  sea  at  night. 

CONDUCTION  OF  HBAT 

824.  Characteristics  of  Heat  Conduction. — As  we  have  said, 
conduction  is  the  flow  or  passage  of  heat  energy  through  and  by 
means  of  matter  unaccompanied  by  any  obvious  motion  of 
matter,  as,  for  example,  the  passage  of  heat  through  the  bottom 
of  a  kettle  to  the  water  inside. 

The  direction  in  which  heat  will  flow  between  two  points, 
whether  from  ^  to  B  or  B  to  ^,  is  found  to  depend  on  the  relative 
temperatures  of  A  and  B,  heat  always  flowing  from  the  point  at 
higher  temperature  to  the  one  at  lower  temperature.  The  greater 
the  difference  of  temperature  beween  two  points,  other  condi- 
tions being  the  same,  the  more  heat  will  flow  per  second,  for 
which  reason  a  kettle  boils  more  quickly  over  a  hot  fire  than  over 
a  low  one.  But,  with  a  given  temperature  difference  between 
the  fire  and  the  water,  boiling  will  take  place  more  quickly  with 
a  thin-bottomed  kettle  than  with  a  thick.  The  temperature 
difference  between  two  points,  A  and  B,  divided  by  the  distance, 

{,  between  them,  or   ^"7  ^'  which  is  the  average  fall  in  tempera- 

ture  per  centimeter  between  A  and  B,  is  called  the  iemperaiure 
gradient.  The  above  statements  of  the  dependence  of  conduction 
on  temperature  difference  and  distance  may  be  combined  by 
saying  that  the  amount  of  heat  conducted  per  second  between 
two  points  is  direcUy  proportional  to  the  temperature  gradient. 
To  pursue  the  same  example,  common  experience  dictates  that 
the  kettle  should  have  a  broad  bottom  in  contact  with  the  stove. 
This  is  an  illustration  of  the  fact  that,  other  conditions  being  the 
same,  the  amount  of  heat  conducted  per  second  is  directly  pro- 
portional to  the  area  through  which  it  can  flow. 

Finally,  the  rate  of  flow  of  heat,  other  conditions  being  the 
same,  depends  greatly  upon  the  material  through  which  it  must 
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flow,  substances  being  roughly  divisible  into  ''good  conductors/' 
which  permit  under  given  conditions  a  large  flow  of  heat,  and 
which  in  general  are  metallic,  and  ''poor  conductors/'  which 
permit  a  small  flow  of  heat  and  are  in  general  non-metallic,  such 
as  wood,  glass,  asbestos,  leather,  linen.  Examples  of  this  differ- 
ence are  very  common.  A  glass  of  hot  water  may  be  handled, 
while  a  metal  cup  containing  the  same  water  will  be  too  hot  to 
touch.  Handles  of  heating  vessels  are  made  of  wood,  or,  if  of 
metal,  are  covered  with  string  or  cloth,  so  that  they  may  be 
touched.  Given  two  bodies,  one  metal  and  one  wood,  at  the 
same  temperature,  below  that  of  the  hand,  the  metal  one  feels 
much  cooler  because  the  heat  it  takes  from  the  hand  quickly 
spreads  through  the  mass,  while,  with  the  poor  conducting  wood, 
the  heat  remains  near  the  surface  of  contact,  which  quickly 
rises  in  temperature.  Thus  the  wood  feels  warmer  because 
(after  the  first  instant)  it  is  warmer,  where  it  is  touched.  The 
rate  of  heat  flow  through  a  body  will  depend  not  only  on  the 
substance  composing  it  but  upon  its  condition  of  subdivision  and 
density.  Thus  saw-dust  conducts  less  readily  than  wood,  and 
the  small  conduction  through  cork  is  partly  due  to  the  reduction 
of  effective  cross-section  by  air  holes.  Also  substances  when 
moist  conduct  better  than  when  dry,  because  water,  which  fills 
the  pores,  is  a  better  conductor  than  air. 

The  characteristic  of  bodies  which  determines  the  rate  of  flow 
of  heat  through  them  is  called  their  thermal  conducUvity,  and  the 
numerical  measure  of  this  characteristic,  is  called  the  coefficiefU 
of  thermal  conductivity  which  will  be  defined  in  the  next  paragraph. 

826.  The  Coefficient  of  Thermal  Conductivity. — In  order  to 
group  together  the  previous  statements  and  obtain  an  exact 
definition  of  the  conductivity  coefficient,  consider  the  passage 
of  heat  from  the  region  (2),  Fig.  207,  at  the  uniform  constant 
temperature  t„  to  (1)  at  the  temperature  ^i,  by  conduction  along 
the  rectangular  bar  of  cross-section  A  ( ->  ob)  and  length  I,  no  heat 
being  allowed  to  escape  from  the  sides  of  the  bar.  If  H  is  the 
heat  which  passes  in  a  time  T,  then  from  the  statements  above, 
it  f oUowB  that,  for  a  given  substance, 

^a^^  (1) 
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and,  by  introducing  a  proportionality  factor  K,  properly  chosen 
for  each  substance,  this  may  be  written  as  an  equality, 


H J 


(2) 


K  is  the  coefficient  of  thermal  conductivity  of  the  material.  If, 
as  a  special  case,  we  take  il=sl,T8l,^,—t|Sl^,I«l,  then  jBTsff, 
or  K  for  a  given  substance  is  the  heat  flow  per  unit  time  per  unit 
area  with  unit  uniform  temperature-gradient.  In  the  c.g.s.  system, 
the  units  would  of  course  be  the  centimeter,  second,  centigrade- 
degree  and  calorie.  This  statement  defines  Khth  definite  mean 
temperature,  (<i+ J)®,  but,  since  K  varies  with  the  temperature, 
equation  (2)  will  not  be  true  for  any  great  difference  of  tempera- 
ture, tfti,  unless  K  stands  for  the  mean  value  between  these 
limits,  and  the  temperature  gradient  is  uniform. 


Fio.  207.— niiiitntinc  liinple  oate  of  oonduetkm  of  heat. 

Equation  (2)  is  the  basis  of  most  methods  for  measuring  K, 
but  while  they  are  very  simple  in  principle  they  are  very  difficult 
to  carry  out  accurately. 

If  a  tmiform  bar  of  the  substance  has  its  end  faces  maintained 
at  fixed  temperatures,  for  instance  t^^lOQPC,  and  ti^(fG., 
by  contact  with  steam  and  melting  ice  respectively,  its  sides 
being  protected  from  loss  of  heat,  and  if  we  find,  by  measuring 
the  amoxmt  of  ice  melted,  the  heat  which  flows  through  the  bar 
in  a  time  T,  and  also  the  length  and  cross-section  of  the  bar,  K 
may  be  computed  at  once.  This  will,  of  course,  be  the  mean 
value  of  K  between  0^  and  lOO^C.  Other  calorimetric  methods 
are  usually  used  for  measuring  the  amount  of  heat  flowing  in  a 
given  time,  and  with  poor  conductors  a  slab  or  plate  of  the  sub- 
stance rather  than  a  rod  must  be  used  to  give  a  measurable  rate 
of  flow. 
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The  average  temperature  gradient  in  the  earth's  oniet  is  about  1^.  riae 
per  144  ft.  of  deeoent  near  the  surface,  increasing  to  1*  in  00  ft.  at  depths 
of  a  few  thousand  feet.  This  means  a  continual  loss  of  heat  from  the  interior, 
small  in  amount,  however,  on  account  of  the  low  conductivity  of  rocks  and 
soil.  For  the  same  reason  (low  conductivity)  the  daily  variations  of  surface 
temperature  penetrate  only  about  3  ft.,  the  annual  about  50  ft.  (|238). 

826.  Conduction  in  Liquids. — ^In  order  to  measure  conduction 
in  liquids^  as  distinct  from  conyection,  heat  must,  of  course,  be 
added  at  the  top  (except  with  water  between  0^  and  4^C.), 
since,  if  heated  from  below,  the  warm  expanded  liquid  would 
rise,  while,  if  heated  from  above,  it  will  remain  in  place.  Since 
many  liquids  are  transparent  to  radiation  (§330)  there  is  also 
danger  that  we  may  confuse  radiation  across  the  liquid  with 
conduction  through  it.  The  conductivity  of  liquids  is,  in  general, 
about  that  of  solids  of  low  conductivity,  except  in  the  cases  of 
mercury,  which  is  metallic  and  a  good  conductor,  and  water  and 
some  aqueous  salt  solutions,  which  are  intermediate  between 
the  metallic  and  the  non-metallic  solid  conductors. 

827*  Conduction  In  Gases. — ^The  masking  of  conduction  by 
convection  and  radiation  is  even  more  likely  to  occur  in  gases, 
because  of  their  greater  mobility,  greater  transparency,  uid 
lower  real  conductivity.  The  conductivity  of  hydrogen  sxid 
helium  is  much  greater  than  that  of  other  gases.  This  follows 
naturally  from  the  kinetic  theory,  since  they  have  the  smallest 
molecular  weights,  therefore  the  highest  molecular  velocities  at  a 
given  temperature,  and  therefore  hand  on  kinetic  energy  from 
molecule  to  molecxile  with  the  greatest  rapidity.  The  conduc- 
tivity of  gases  is,  through  wide  ranges,  independent  of  the  pressure 
as  theory  also  indicates  should  be  the  case.  On  account  of  their 
extremely  low  conductivity  air  layers  enclosed  in  or  between 
solids,  such  as  air  spaces  in  house  walls  and  in  the  walls  of  refrig- 
erators, in  pores  in  cloth  and  in  fur  or  feathers,  are  chiefly  respon- 
sible for  the  low  conductivity  found  in  these  cases. 

88S.  Conductivity  of  AUoys  and  Crystals. — The  conductivity  of  copper  is 
increased  by  compression,  that  of  steel  diminished  by  hardening.  The  con- 
ductiyity  of  alloys  is  not,  in  general,  simply  proportional  to  the  relative 
amounts  of  the  pure  metals  forming  the  alloy,  but  may  have  decided  mini- 
mum values  in  case  compounds  are  formed.  In  non-isotropic  solids,  such  as 
wood  and  crystals,  the  conductivity  depends  upon  the  direction  of  flow, 
being  in  the  case  of  wood  two  or  three  times  as  great  along  the  fiber  as  at 
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ri^t  angles  to  it.  In  oryatali  the  axes  of  sjrmmetry  for  heat  conduction 
coincide  with  the  cryBtalline  axes,  and  the  conductivity  is  different  in 
different  directions,  as  may  be  very  prettily  shown  by  means  of  a  thin  plate 
of  crystal  coated  with  wax  on  one  side,  and  having  a  wire  passing  normally 
through  the  center.  If  the  wire  is  carefully  heated  the  wax  will  gradually 
melt  and  the  limit  of  melting  will  be,  in  general,  an  ellipse  and  not  a  cirde, 
as  it  would  be  with  an  isotropic  plate.  The  marked  decrease  in  effective 
conductivity  resulting  from  brea^g  up  a  solid  has  been  referred  to,  but 
this,  as  well  as  the  effect  of  compression  on  a  substance  like  felt  or  cotton,  is 
not  a  change  in  the  property  of  the  substance  itself,  but  merely  a  change  in 
the  amount  of  poorly  conducting  material  (air)  mixed  with  it. 

TABLE  16 
Thbrmal  CONDUCnVITISS 

(c.g.s.  units.) 

Substance.  Conductivity.  Substance.  Conductivity. 

Aluminum 0.604  Lead 0.083 

Brass 0.200  Nickel 0.142 

Air 0.00006  Oak 0.0006 

Concrete 0.0022  Platinum 0.166 

Copper 0.018  Porcelain  (Berlin) 0.0026 

Cork 0.00013  Quarto,  ||-axis 0.080 

Cottonwool 0.00004  Quarto,  J.-axis 0.016 

Earth's  crust 0.004  Sawdust 0.00012 

Flannel 0.00023  Silk 0.00022 

Glass 0.0024  Silver 0.974 

Gold 0.700  Tin 0.166 

Ice 0.006  Water 0.0014 

Iron 0.144  Zinc 0.266 

329.  The  Nature  of  Conduction. — Since  we  have  agreed  that 
heat  energy  is  in  large  part  kinetic  energy  of  motion  of  molecules^ 
atoms,  and  electrons,  it  is  natural  to  think  of  thb  motion  (heat) 
as  spreading  through  a  substance  by  collision  of  these  particles 
with  each  other.  Heat  added  to  one  side  of  a  body  will  increase 
the  average  energy  of  motion  of  the  molecules  on  that  side,  and 
will  be  gradually  handed  on  by  impact  to  the  slower  moving 
ones  and  so  will  spread  through  the  mass,  much  as  a  disturbance 
originating  at  one  point  would  spread  through  a  closely  packed 
crowd  of  people  by  repeated  pushing  and  jostling. 

While  this  has  been  the  common  idea  of  the  nature  of  the  process,  J.  J. 
Thomson  and  others  have  recently  attempted  to  account  for  ^e  matter  in 
an  entirely  diAsrent  way,  namely,  by  the  eonveeium  of  "free'*  eleotroiui  as 


TRANSFER  OF  HEAT  269 

defined  in  |202.  According  to  thiB  hypotheaie  the  addition  of  heat  to  one 
part  of  a  substance  increaaeB  the  kinetic  energy  of  the  free  dectrone  in  this 
region,  and  there  results,  not  only  the  transfer  of  energy  by  impact,  but  the 
actual  diffusion  of  fast  moving  electrons  from  the  hot  to  the  cold  region. 
The  motion  of  these  electrons,  according  to  this  hypothesis,  also  constitutes 
an  electric  current,  so  that  this  new  explanation  of  heat  conductivity  would 
very  easily  account  for  the  remarkable  observed  fact  that  those  substances 
which  conduct  heat  readily,  such  as  metals,  also  conduct  electricity  readily, 
the  electrical  and  thermal  conductivities  being  in  a  fairly  constant  ratio  for 
most  metals  at  ordinary  temperatures. 

RADIATION 

330.  Radiant  Energy. — Radiation  is  the  process  by  which 
energy  is  transmitted  through  space  without  the  necessary  pres- 
ence of  matter.  While  being  transmitted  in  this  way  energy  is 
called  radiant  energy,  and  is  not  heat,  since  the  latter  is  energy  in 
a  particular  relation  to  matter.  That  energy  may  pass  through 
matter  and  still  not  be  heat  may  be  shown  by  allowing  the  sun's 
rays  to  pass  through  glass  and  fall  upon  a  blackened  thermom- 
eter, which  may  be  very  decidedly  heated,  though  the  glass 
remains  cool.  Radiation  differs  most  strikingly  from  convection 
and  conduction  in  speed.  Time  a  convection  current  Qyy  means 
of  smoke  or  dust)  and  the  velocity  will  usually  not  be  many  feet 
per  second;  thrust  one  end  of  a  silver  rod  into  hot  water  and  it 
will  be  several  seconds  before  a  noticeable  effect  can  be  felt  a  few 
centimeters  above  the  surface;  but  an  opaque  screen  for  cutting 
off  radiation  produces  a  practically  instantaneous  effect  even  at  a 
great  distance. 

The  early  idea  regarding  the  nature  of  radiation  was  that 
it  was  a  streaming  of  fine  particles — ^that  is,  a  convection.  It  is 
now  known  to  be  a  wave  disturbance,  such  as  has  been  discussed 
in  Wave  Motion,  analogous  to  the  waves  which  travel  over  a 
water  surface.  The  'disturbance''  of  which  the  water  waves 
consists  is  an  up-and-down  motion  of  the  water  particles,  and 
this  disturbance  travels  forward  while  the  water  moves  up  and 
down.  The  ''disturbance"  in  a  radiation  wave  is  a  transverse 
($238)  electric  (and  magnetic)  force  ($543),  which  changes  in 
direction  and  amount  as  a  wave  passes  a  point  (just  as  the  motion 
of  the  water  particles  changes  from  up  to  down),  and  which  would 
move  a  compass  needle  if  w«  oould  make  one  small  enough  for 
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it  to  act  on.  The  oharacteristics  of  a  radiation  wave  are  the 
period,  the  wave4ength,  and  the  magnitude  of  the  electric  force 
which  a  wave  produces  as  it  passes,  or  the  amplUude,  correspond- 
ing to  the  height  of  a  " crest"  in  a  water  wave,  which  determinee 
how  strong  the  wave  is,  how  much  energy  it  represents  ($269), 
and  is  quite  independent  of  the  wave-length.  A  strong  wave 
may  be  long  or  short,  a  long  wave  weak  or  strong. 

331.  Light  and  Radiation. — Radiation  travels  with  the  same 
speed  as  light  (§641),  and  like  light  it  can  be  reflected  by  mirrors 
and  refracted  by  lenses  and  prisms.  These  and  other  facts  prove 
conclusively  that  radiation  waves  are  of  exactly  the  same  nature 
as  light  waves,  in  fact  that  light  consists  simply  of  those  radiation 
waves  whose  lengths  lie  between  0.0004  and  0.00076  millimeters 
and  which  affect  the  eye.  These  waves  lie  near  one  end  of  the 
entire  known  range  of  radiation  wave4engths,  which  is  from 

0.0001  mm.  to  0.8480  mm.  and  is  called 
the  radiaiian  spectrum.  Of  this  the  visi- 
ble epectrum  evidently  forms  but  a  very 
smaU  part.  It  is  sometimes  convenient 
to  represent  the  spectrum  by  points 
along  the  x-axis  whose  abscisss  are  pro- 
portional to  the  wave-lengths.  That 
part  of  the  spectrum  called  the  '' infra- 
red," of  longer  wave-length  than  the 
visible,  contains  usually  the  waves  of 
greater  energy,  the  most  important  for 
the  radiation  of  heat,  and  these  waves 
were  formerly  called  ''radiant  heat." 
Radiation  waves  can  travel  through  free  apace,  their  transmis- 
sion being  one  of  the  fimdamental  properties  of  space  as  we 
know  it. 

332.  Law  of  Exchanges. — ^If  two  bodies  at  different  tempera- 
tures, for  example  the  copper  balls  A  and  B,  Fig  208,.  are  put  in  a 
vacuum  and  not  in  contact,  equality  of  temperature  will  be  es- 
tablished by  radiation,  the  hotter  body  A  on  the  whole  radiating 
heat  to  the  colder  B.  If,  without  changing  the  temperature  or 
condition  of  £,  A  is  cooled  till  it  is  the  colder  of  the  two,  the  net 
exchange  of  heat  by  radiation  will  now  be  from  £  to  A.  Since 
we  have  not  altered  B  in  any  way,  we  conclude  that  B  was 


ViQ.  208.— Radiatinc  bodies 
in  avMuum. 
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radiating  to  ^  in  the  first  cue  also,  but  that  A  was  radiating 
more  to  B.  Radiation  is  then  always  a  reciprocal  process, 
or  one  of  exchange.  This 
ia  the  celebrated  Prevost 
law  of  exchange,  according 
to  which  radiation  equilib- 
rium is  the  result  of  equal 
atreams  of  radiant  energy       ^      ,--''' 

in  opposite  directions,  and     aw'l 

does  not  indicate  the  ces-    r^  ~"" 

sation  of  radiation.  [ | 

833.  Ueasurement  of 
Radiation. — In  order  to 
measure  radiation  it  is 
converted  into  heat  by 
abeorption  in  matter,  the 

heat  being  then  measured  t,a.  !K».— Tlurmoiulg  for  meHurina  radiant  (DMty 

by  the  temperature  change 

which  it  produces.  To  make  this  process  delicate,  recourse  is 
had  to  the  thenno-electric  or  resistance  methods  for  measuring 
temperature  described  in  {{268, 269. 

The  HiermopiU,  Fi|p.  209, 210,  oonal<t«  of  one  or  mor« 
"junoUoni"  of  different  metale,  iron  and  oonstui- 
tan,  or  better  two  al'oja  of  biimuth-&ntiinony  and 
antimony-aadmium  arranged  aa  Bhown  in  fig.  210, 
no  that  one  Mt  of  stmilar  junotions  can  be  exposed  to 
radiation  while  the  other  set  {■  protected.  To  increase 
the  amount  of  radiant  energy  intercepted,  the  exposed 
junotions  should  be  covered  wiUi  light  blackened  silver 
or  copper  diske,  and  similar  disks  should  bo  put  on 
the  other  junotions.  If  the  final  elements  are  con* 
nested  by  wires  to  a  very  delicate  galvanometer,  very 
slight  changes  in  temperature  of  one  set  of  junctions, 
of  the  order  of  Yobomo'^-  "'  '**■'  '"^  produce  a 
read&ble  deflection,  and  will  eoireapond  to  a  very  weak 
stream  of  radiant  energy  falling  on  the  exposed  juno- 
tions, such  as  for  example,  the  radiatioD  from  a  idngle 
candle  at  a  distance  of  60  meters.  To  be  quick- 
aeting  and  sensitive  the  mass  of  the  junctions  should  be  small. 

llie  bolometer,  Fig.  211,  is  an  even  more  sensitive  instrument.  It  con- 
sists essentially  of  two  dmilar  strips  of  very  thin  (0.001  mm.)  blackened 
platinum  mounted  side  by  nde,  having  exactly  the  rum  reiistanee,  and 
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arrangwl  in  a  Wheatsione  bridge  (1456),  eo  that  any  wneqwal  ehangef  in 
raootanoe  of  the  stripe  can  be  very  eenaitively  measuxed.  If  one  etrip  if 
expoeed  to  radiation,  ita  temperature  and  henoe  ita  resifltanoe  will  change. 

334.  Emiasioni  Absorption  and  Reflection. — EmUiion  is  the 
starting  of  radiation  waves.  The  converrion  of  ihe  energy  of  a 
wave  into  heat  by  paesage  through  tnaUer  is  called  absorption.  A 
substance  is  opaque  to  radiation  when  it  will  not  allow  the  radia- 
tion to  pass  through,  as,  for  example,  wood  and  metals  are  opaque 
to  light.  Absorption  by  a  very  thin  surface  layer  of  a  strongly 
absorbing  substance  is  called  surface  absorption.  Such  a  surface, 
if  polished,  will  also,  in  general,  reflect  very  well. 


FiOb  211. — Bolometer  for  mewnirinc  radiant  foaergy,  and  Wheatstone'i  bridge  for  meaeuiinK 

ehangeollti 


The  absorbing  power  of  a  surface  is  the  ratio  of  the  radiant 
energy  absorbed  by  the  surface  to  the  amotmt  incident  upon  it. 
The  absorbing  power  of  a  given  surface  is,  in  general,  different 
or  different  wave-lengths  of  radiation.  Let  Ai  be  the  absorbing 
power  for  the  wave-length  X  and  A  the  total  absorbing  power  for 
all  wave-lengths.  The  values  of  A  and  A^  are  practically  inde- 
pendent of  temperature.  The  emissivity  of  a  surface  is  the  total 
radiant  energy,  in  ergs,  which  the  surface  sends  out  per  square 
centimeter  per  second,  this  radiation  being  caused  by  the  heat  of 
the  surface.  The  hotter  a  body  the  more  it  radiates,  that  is, 
emissivity  increases  with  temperature.  We  shall  denote  the 
total  emissivity  for  all  wave-lengths  by  E,  and  the  emissivity  for 
the  wave-length  ^  or  partial  emissiviiyp  by  B^. 
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The  reflecting  power  of  a  surface  is  the  ratio  of  the  radiant 
energy  reflected  from  the  surface  to  the  energy  incident  upon  it. 
The  reflecting  power  of  a  surface  is  different  for  different  substances 
and  for  different  wave-lengths  of  radiation.  Thus  a  polished 
silver  surface  will  reflect  about  82  per  cent,  of  all  blue  light 
falling  upon  it,  about  92  per  cent,  of  incident  yellow  light,  and 
about  98  per  cent,  of  energy  in  the  form  of  long  inf ra>red  waves, 
while  a  polished  iron  surface  reflects  about  57  per  cent,  of  yellow 
light  and  from  78  to  97  per  cent,  of  the  energy  of  infra-red  waves. 

That  there  is  a  close  connection  between  the  absorbing  power 
and  emissivity  of  a  surface  can  be  shown,  for  example,  by  heating 
a  bit  of  white  china  with  blue  markings,  which  look  dark  against 
the  light  china  at  ordinary  temperatures  because  they  absorb 
more  light,  but  look  bright  against  the  china  at  high  temperatures, 
showing  that  they  emit  more  light.  Similarly  black  ink  marks 
on  platinum  look  bright  when  heated.  In  general  good  absorbers 
are  good  radiators.  That  this  must  be  so  follows  from  a  con- 
sideration of  a  body  B  suspended  inside  an  exhausted  opaque 
vessel  C.  Experience  shows  that  B  and  C  wiU  come  to  the 
same  temperature  by  interchange  of  radiation,  and  when  equi- 
librium is  reached  B  must  absorb  per  second  as  much  as  it 
radiates.  Hence  if  B  is  a  good  absorber  it  must  be  a  good 
radiator,  and  vice  versa. 

885.  KirchbofPs  Law. — ^The  exact  relation  between  absorbing  power  and 
emisriyity.  deduced  theoretically  by  Kirchhoff  and  called  after  him  Kirchr 
koff's  Law,  is  that  ihe  ratio  of  the  emisHvUy  to  the  absorbing  power  is  the  sanu 
far  all  swfaeeM  ai  any  one  temperatwe,  or 

and  nmilarly,  as  regards  any  particular  wave-length, 

where  £  and  E^  are  oonstanta  independent  of  the  substances. 

886.  A  Pieifect  Absorber  and  Perfect  Radiator. — ^If  we  could  have  a 
surface  which  absorbed  aU  the  radioHon  aUing  upon  it,  called  a  perfect 
absorber  or  black  body,  then  for  this  surface 

A ^iia-*!,  and  consequently  E^E  and  i?a-*EjL 

In  other  words,  the  constants  E  and  E^  are  the  total  and  partial  emissivi- 
ties  of  a  black  body.  Since  A  and  Ai  can  never  be  greater  than  1,  it 
follows  that  a  Hcxk  body  has  the  gretltest  possMe  total  and  partial  enriuivity, 

IS 
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at  any  temperature,  and  it  it/  therefore,  also  oalled  a  p«if9ei  radiator.  A 
hollow  opaque  body  having  a  nmcM  oi>ening  in  the  walls  is  a  very  close 
practical  approximation  to  a  black  body,  because  radiation  entering  through 
the  opening  is  partially  reflected  and  re-reflected  inside  and  thus  eventually 
almost  all  absorbed.  Also  a  sharp  conical  hollow  or  wedge  shaped  cleft 
with  straight  opaque  polished  sides,  no  matter  of  what  they  are  made, 
absorbs  all  radiation  entering  it.  Conversely,  if  the  walls  of  the  endosuie, 
or  cone,  or  cleft  are  uniformly  heated,  the  radiation  which  leaves  the  opening 
will  be  that  of  a  perfect  radiator  at  the  temperature  of  the  walls,  sinoe^  as 
we  concluded  in  |335,  it  must  be  independent  of  the  nature  of  the  enclosure. 
These  are  all  practicable  ways  of  reaUiing  a  Tperftet  chwrbor  and  porfed 
radiator. 

337.  Total  Radiation  and  Temperature* — ^The  radiation  of  all 
bodies  increases  with  the  temperature,  but  the  laws  governing 
this  increase  are  not  as  yet  known  except  for  a  perfect  radiator,  for 
which  Boltzmann  deduced  in  1883  the  law  previously  suggested 
by  Stefan,  that 

j?=«r*,  (1) 

T  being  the  absolute  temperature  of  the  surface  and  s  a  constant 
which  later  work  has  shown  to  be  approximately  5.6X10~* 
erg?  per  square  centimeter  per  second.  According  to  this  law  the 
radiation  from  one  square  centimeter  of  black  body  surface  at 
400^  absolute  (127^0.)  wotdd  heat  one  gram  of  water  1.5^0.  per 
minute.  If  one  black  body  surface  at  temperature  T  is  radiating 
to  another  surrounding  it  at  temperature  T|,  then  the  net  or 
differential  radiating  power  will  be,  from  the  law  of  exchanges. 

While  this  law  can  be  deduced  only  for  a  black  body,  it  is  found 
to  hold  approximately  for  other  surfaces.  Rewriting  it  in  the 
form 

it  is  evident  that,  if  T,  does  not  differ  much  from  T,  we  have 
approximately 

E=^sT\T-  rj  ^KHr-  r,)  (for  T  constant)  (2) 

A  similar  relation,  known  as  Newton* s  law  of  cooling ^  is  f oimd 
to  hold  for  the  loss  of  heat  by  combing  radiaJtion  and  eonveetionf 
and  was  enunciated  by  Newton  as  follows: 

The  heal  lost  by  radiation  and  convection  by  one  body  to  another 
surrounding  it  is  proportional  to  the  temperature  difference  between 
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th€  two.    This  is  a  convenient  relation  to  use  and  is  quite  accurate 
for  small  temperature  differences. 

338.  Distribution  of  Energy  in  the  Spectrum. — ^As  the  tempera- 
ture of  any  radiating  surface  is  raised,  the  energy  emitted  in 
every  wave-length  increases  also,  but  not  in  equal  proportion. 
It  is  a  matter  of  common  experience  that  the  light  emitted  from  a 
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Fi«.  212. — Ourvw^ihowing  distributkm  of  enogy  in  the  spMtrum  of  a  peifMt  radiator  at 

varioui  temperaturai. 

hot  radiating  surface  changes  in  color  as  the  temperature  of  the 
surface  is  raised,  changing  from  red  to  yellowish,  then  to  white 
and  finally  having  a  blue-white  color  at  extremely  high 
temperatures. 

.  If,  for  a  given  surface,  we  plot  the  values  of  E^  as  ordinates,  and 
the  corresponding  values  of  ^  as  abscises,  for  any  one  temperature, 
we  obtain  what  is  called  tiie  energy  curve  for  this  temperature. 
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For  example,  the  energy  curves  of  Fig.  212  show  clearly  the  dis- 
tribution of  energy  in  the  spectrum  of  a  perfect  radiator  at  several 
temperatures.  Such  curves  have  a  general  sinularity  for  all 
surfaces,  the  emission  being  weak  for  short  wave-lengths,  rising 
to  a  maximum,  and  diminishing  again  for  long  wave-lengths. 
As  the  temperature  of  the  radiating  surface  is  increased,  all  the 
ordinates  of  the  curve  increase,  and  the  maximum  shifts  toward 
the  short  wave-lengths.  This  shift  of  the  energy  curve,  resulting 
in  an  increasing  proportion  of  blue  in  the  emitted  light,  accounts 
for  the  change  in  color  of  an  incandescent  body,  which  was  just 
referred  to.  For  a  perfect  radiator  at  lOO^C.  the  maximum  of 
the  energy  curve  lies  at  a  wave-length  of  about  0.008  mm.,  while 
for  carbon  at  the  temperature  of  the  arc  it  has  shifted  to 
the  edge  of  the  visible  spectrum,  and  for  the  sun  it  is  in  the 
yellow. 

The  emission  (Ej)  for  any  wave-length  for  a  black  body  is 
given  with  very  great  accuracy  by  the  expression 

log  E,''K,+^  (3) 

Where  K^  and  K^  are  constants  and  T  is  the  absolute  tempera- 
ture. For  some  other  radiating  surfaces  Ei  has  been  fotmd  to 
follow  quite  closely  the  same  law,  though  with  different  constants. 
339.  Radiation  Pyrometry. — By  this  is  meant  the  measure- 
ment of  high  temperatures  by  observing  the  variation  with 
temperature  of  either  total  emissivity  or  partial  emissivity.  In 
the  former  case  radiation  of  all  wave-lengths  from  the  surface 
whose  temperature  is  to  be  mcrasured  is  allowed  to  fall  on  a 
thermopile  of  some  sort  and  the  resulting  deflection  of  a  volt- 
meter or  galvanometer  is  noted.  By  observations  on  a  surface 
at  known  temperatures  the  instrument  can  be  calibrated  so  as 
to  indicate  temperatures  directly.  Instruments  of  this  sort  are 
the  F6ry  or  Thwing  total  radiation  pyrometers.  If  the  instru- 
ment is  calibraUd  by  using  a  perfect  radiator,  and  used  on  another 
surface,  it  will  indicate,  not  the  true  temperature  of  this  surface, 
but  the  temperature  of  a  perfect  radiator,  which  woidd  radiate 
with  the  same  total  intensity  as  this  surface.  This  is  called  a 
black  body  temperature  of  the  surface,  and  will  usually  be  lower  (it 
cannot  be  higher)  than  the  true  temperature. 
/  Optical  pyrometry  makes  use  of  the  partial  emissivity.    The 
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method  consists  in  comparing  the  radiation  of  a  given  wave- 
length (usually  red)  from  the  surface  whose  temperature  is 
desired  and  from  a  comparison  source,  usually  a  small  incan- 
descent lamp.  In  using  the  instrument  the  electric  current  is 
measured  which  is  required  to  heat  the  comparison  lamp  so 
that  it  disappears  when  viewed  against  the  hot  body.  The 
instrument  is  calibrated  by  observations  on  a  black  body  at 
known  temperatures,  and  the  radiation  laws  given  by  the  equa- 
tion on  p.  276  may  be  used  to  extend  the  scale  beyond  the  region 
of  possible  comparison.  In  this  way  measurements  have  been 
made  up  to  3600^0.  If  used  on  a  surface  other  than  a  perfect 
radiator,  it  will  give  a  "  black  body  temperature/'  less  than  the 


Pio.  218. — Optioal  pyrometer  for  high  temperature  mewniremente. 
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true  temperature.  Examples  of  this  type  of  instrument  are  the 
Holbom,  Morse,  and  Wanner  optical  pyrometers,  the  first  named 
being  shown  in  Fig.  213.  Radiation  pyrometry  at  present  is 
the  only  satisfactory  method  available  above  about  1750^0. 

THE  CONSERVATION  OF  ENERGY 

S40.  The  Transformation  of  Mechanical  Energy  into  Heat. — 
Since  heat  is  energy  and  can  be  produced  by  the  transformation 
of  mechanical  energy,  it  is  of  great  importance  to  determine  just 
how  much  mechanical  energy  is  equal  to  unit  quantity  of  heat. 
In  the  e.g.8.  system,  the  mechanical  equivalent  of  heat  is  the 
number  of  ergs  equivalent  to  (t.a.,  which  will  produce)  one  calorie. 
The  symbol  for  it  is  /. 

The  first  careful  determination  of  this  important  quantity 
was  by  Joule  of  Manchester  in  1843,  before  the  caloric  theory 
was  finally  overthrown.  Rowland  in  1878  carried  out  one  of 
the  most  reliable  determinations  of  /  which  have  been  made,  the 
method  being  an  improvement  of  one  used  by  Joule  many  years 
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before.  A  calorimeter  (Fig.  214)  contains  water  and  one 
fixed  and  one  movaft>Ie  set  of  paddles,  the  latter  driven  by  a 
shaft  through  the  bottom  of  the  calorimeter,  and  the  former  so 
arranged  that  the  water  can  not  rotate  as  a  mass,  but  will  be 
violently  churned.  The  paddles  are  driven  at  a  steady  speed 
by  a  steam  engine,  and  the  calorimeter  prevented  from  rotating 
by  the  couple  applied  through  two  cords  which  pass  tangentially 
from  a  carefully  turned  rim  of  radius  22,  and  after  passing  over 
frictionless  pulleys  carry  two  weights  of  M  grams  each.  The 
resisting  couple  experienced  by  the  paddles  in  their  motion  through 
the  water  must  be  equal  in  magnitude  to  the  couple  which  the 
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Fio.  214. — ^Apparatus  for  meMoring  the  meohaaleal  equivalflnt  of  heat. 

water  exerts  tending  to  rotate  the  calorimeter.  The  resisting 
couple  increases  as  the  speed  of  rotation  is  increased.  If  for  a 
given  speed  the  weights  M  are  so  adjusted  that  the  calorimeter 
does  not  rotate,  and  if  we  let  L  represent  the  moment  of  the 
resisting  couple,  then 

L^2RMg. 
From  this  the  work  done  by  the  paddles  can  be  calculated. 

Work  in  one  revolution  ^2itL^4nRMgf 

Work  in  N  revolutions  ^AszNRMg. 

If,  after  the  N  revolutions,  the  temperature  of  the  calorimeter  has 
risen  (<]— ^i)^,  and  if  m  and  tn'  are  the  mass  of  water  contained  in. 
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and^the  water  equivalent  of  the  calorimeter  respectively,  then 
(m+m')  (<a— 1|)  =the  heat  added  to  and  retained  by  the  water. 
To  this  must  be  added  the  heat  lost  by  convection  and  cadiation, 
which  we  shall  denote  by  H.  There  is  no  correction  to  be  ap- 
plied to  the  expression  for  the  work,  for  only  the  work  done  against 
the  frictional  forces  in  the  calorimeter  is  measured.  Hence 
(ijcNRMg)  ergs  are  equivalent  to  (m+m^  (<j— *i)  +^  calories 

Allowance  must  also  be  made  for  variation  in  the  specific  heat  of 
water. 

Other  methods  have  been  used  in  which  the  friction  occurred 
between  metal  surfaces,  the  heat  being  absorbed  from  them  by 
the  water  of  the  calorimeter  or  by  a  stream  of  water  flowing  past 
them  (see  $289).  The  latter  arrangement  is.  identical  with  one 
of  the  standard  forms  of  absorption  dynamometers  used  in  en- 
gineering practice  for  obtaining  the  power  developed  by  an  en- 
gine or  motor.  Since  the  mechanical  value  of  electrical  work  can 
be  very  accurately  determined  (§458) ,  it  is  possible  to  determine 
/  indirectly  by  converting  electrical  energy  into  heat,  as  has 
been  done  by  Gallendar  and  others.  This  method  is  simpler  than 
the  direct  one.    The  average  of  the  four  best  determinations  is 

/=4.187X10»;^ 

Oali, 

which  is  practically  Rowland's  value  and  is  probably  correct  to 
Vr  per  cent.  The  numerical  value  of  /  depends,  of  course,  on  the 
units,  the  following  being  also  used 

/s427  kilogram-meters  per  large  calorie. 
/=778  foot-pounds  per  B.  T.  U. 

341.  The  Law  of  Conservation  of  Energy. — We  have  already 
become  familiar  in  Mechanics  with  the  transformation  of  kinetic 
energy  (}tnv')  into  potential  energy  when  work  is  done  against 
mechanical  forces,  and  we  have  given  reasons  for  believing 
that  heat  is  a  special  form  of  kinetic  and  potential  energy. 
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Later  we  shall  have  to  deal  with  electric  and  magnetic  forces  a^d 
work  done  against  them,  giving  us  the  idea  of  electric  and  mag- 
netic kinetic  and  potential  energy,  while  chemistry  deals  with 
chemical  potential  energy,  though  this  may  ultimately  be  found 
to  be  electrical  in  nature. 

After  the  growth  of  the  idea  that  heat  is  energy,  and  Joule's 
early  (1843)  determination  of  /,  Helmholts,  in  1847,  formulated 
the  idea  that  not  only  heat  and  mechanical  energy,  but  all 
forms  of  energy  are  equivalent,  and  that  a  given  amount  of  one 
form  cannot  be  made  to  disappear  without  an  equal  amount  ap- 
pearing in  some  of  the  other  forms.  For  example,  when  the 
potential  energy  of  a  woimd  clock  spring  disappears,  heat,  caused 
by  work  done  against  frictional  forces,  appears  in  the  dock, 
while  energy  of  sotmd  waves  and  kinetic  energy  of  motion  of 
parts  of  the  clock  are  also  produced.  Again,  the  heat  energy  of 
steam  may  be  transformed  into  mechanical  energy  by  a  steam 
engine  and  given  to  a  dynamo,  which  does  work  against  electric 
and  magnetic  forces,  producing  some  heat  but  largely  electric 
potential  energy,  which  in  turn  is  changed,  by  the  flow  of  an 
electric  current,  partly  into  heat  in  the  wire,  but  largely  into 
mechanical  work  by  a  motor,  or  into  light  and  heat  by  an  electric 
lamp.  This  idea  of  equividence  may  be  expressed  in  many 
ways,  such  as. 

Energy  ia  indestrtuiible. 

The  total  amount  of  energy  in  the  universe  is  constant. 

The  energy  required  to  change  a  system  of  bodies  from  one  state 
(including  of  course  its  electric  and  magnetic  condition)  to  artother 
state  is  independent  of  the  particular  intermediate  states  through 
which  it  passes. 

These  are  all  statements  of  the  Law  of  Conservation  of  Energy, 
of  which  the  last  is  perhaps  the  best,  because  we  cannot  deal  with 
the  universe,  nor  can  we  measure  the  total  amount  of  energy 
present  in  any  body.  The  fundamental  idea  is  that  all  processes, 
such  as  the  change  of  the  energy  of  steam  into  mechanical  energy 
and  light  above  mentioned,  consist  in  drawing  a  stream  of  energy 
from  some  source  and  then  dividing  and  diverting  that  stream 
into  various  channels  such  as  heat,  mechanical  work,  light,  etc. 
Ciommon  experience  shows  us  that  it  is  always  very  easy  to  con- 
vert any  other  form  of  energy  into  heat.    Whenever  a  bell  is 
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rung  by  a  battery,  or  a  pump  operated  by  a  wind  mill,  some  of 
the  energy  of  the  battery  or  the  wind  is  changed  into  heat. 

Like  all  the  greatest  fundamental  physical  laws,  the  law  of 
conservation  of  energy  is  not  capable  of  direct  proof,  but  is  a 
hypothetis  eansUterU  with  aU  knavmfacU,  which  is  to  be  accepted 
until  some  phenomena  are  discovered  with  which  it  is  inconsis- 
tent. It  is  of  the  widest  possible  application  and  is  the  chief  basis 
of  all  physical,  astronomical  and  chemical  reasoning,  as  well  as  of 
engineering  practice.  It  leads  us  to  doubt  at  once  aU  ''perpetual 
motion"  devices  which  purport  to  obtain  mechanical  work  from 
nothing. 

THERMODYNAMICS 


342.  First  Law  of  Thermodynamics. — Thermodynamics  is  the 
analysis  and  discussion  of  the  problems  of  converting  heat  into 
other  forms  of  energy,  and  other  forms  of  energy  into  heat,  and 
consists  in  the  deduction  of  consequences  from  two  very  general 
principles,  the  first  one  being  the  law  of  conservation  of  energy 
(5341). 

Considering  a  body  or  a  system  or  group  of  bodies  as  distinct 
from  its  surroundings,  we  have  already  ($262)  defined  the  term 
"internal  energy,''  for  which  we  shall  use  the  symbol  U,  as 
the  entire  energy  which  the  system  contains.  As  was  pointed 
out  earlier,  we  have  no  knowledge  of  the  value  of  17  in  any  case, 
but  we  can  study  the  changes  in  I/.  If  the  reactions  between  the 
system  and  outside  bodies  are  such  as  to  permit  the  passage  of 
heat  to  or  from  the  system,  and  the  doing  of  work  on  or  by  the 
system,  then  it  follows  from  the  law  of  conservation  of  energy, 
that  for  any  change  in  the  system 

the  increase  in\      xi^vxjjj./  the  work  done 
.  ^       ,  >  =  the  heat  added  +  <       ^, 

mtemal  energy  J  \  on  the  system. 

This  is  in  fact  merely  a  generalization  (applied  to  a  system  of 
bodies  instead  of  to  a  body)  of  the  statement  of  §292  that  the 
heat  added  to  a  body  ~  the  increase  in  internal  energy  +  exter- 
nal work  done  by  the  body.  The  essential  idea  is  that  the  energy 
added  must  all  be  accounted  for — ^no  part  of  it  is  lost. 

843.  Isothermal  Processes. — ^Any  process  or  change  of  condi- 
tion in  a  system  which  takes  place  without  change  in  temperature 
is  an  isothermal  process.    We  must  distinguish  between  an 
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isothermal  process  and  an  isothermal  curve  for  a  substance. 
Suppose  the  substance  is  in  the  gaseous  state,  then  we  have  seen 
(§281)  that  at  a  given  absolute  temperature  T  the  possible 

pressures  and  volumes  are  given 
very  approximately  by  FY = BT, 
the  isothermal  curves  being  rec- 
tangular hyperbolffi.  A  gas 
having  the  pressure  and  volume 
determined  by  this  equation,  at 
the  given  temperature,  would, 
if  confined  in  a  cylinder  with 
movable  piston,  be  in  egutlib- 
num,  that  is,  tiie  piston  would 


Fio.    216.— laothArmal    equflibrfom       not   mOVe.        All  the  COUdltionS 
eunrtt,  and  ooitm  of  rerenible  iaotharmal        ,    .  •       i      «.         < «  x*   . 

prof,^.  determmed    by    the    equation 

P7=Br  or  the  corresponding 
isothermal  equation  for  a  substance  not  a  gas,  are  ^qfiXlihrium 
conditions,  the  pressure  being  the  equilibrium  pressure  cor- 
responding to  the  given  volume  and  temperature.  It  is  evident 
that  to  make  a  substance  change  its  condition  (T  constant) 
the  confining  pressure  must  be  changed  from  the  equilibrum 
pressure,  increased  if  it  is  desired  to  compress  the  gas, 
diminished  if  the  gas  is  to  be  allowed  to  expand.  If  the 
change  in  pressure  is  very  slight  the  change  in  condition  is  slow; 
if  the  pressure  is  kept  continuously  slightly  different  from  the 
equilibrium  pressure  given  by  P7»22Tb  constant,  the  gas  wiU 
pass  through  a  series  of  conditions,  in  this  case  isothermally 
The  volumes  of  the  gas,  and  the  corresponding  pressures  exerted 
by  the  piston  upon  it,  plotted  on  the  PV  diagram  (Fig.  216)  give 
the  dotted  curve  just  above  and  below  the  isothermal  curve  for 
the  same  temperature  and  by  making  the  process  slow  enough 
the  dotted  curve  representing  it  may  be  made  to  approach  as 
near  as  we  wish  to  the  equilibrium  curve.  We  have  seen  that 
the  work  done  upon  the  gas  during  isothermal  compression  is 
equal  to  the  area  under  the  isothermal  curve  between  the  extreme 
ordinates,  and  from  the  law  of  conservation  of  energy  it  follows 
that,  neglecting  the  change  in  internal  energy  with  volume,  which 
we  have  seen  (§292)  is  small,  the  equivalent  of  the  work  done 
upon  the  gas  must  be  taken  away  as  heat  in  order  to  keep  the 
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temperature  constant.  In  a  similar  way/  during  isothermal 
expansion  heat  must  be  added. 

844.  Adiabatic  Processes. — Any  process  carried  out  in  such  a 
way  that  no  heat  is  allowed  to  enter  or  leave  the  system  during 
the  change,  is  called  an  adiabatic  process.  The  same  distinction 
as  befove  exists  between  a  process  and  a  curve,  an  adiabatic 
curve  determining  a  series  of  equilibrium  conditions. 

Through  every  point  on  the  PV  diagram  one  adiabatic  and  one 
isothermal  curve  will  pass,  the  adiabatic  being  everywhere 
steeper  than  the  isothermal,  oecause,  since  no  heat  is  added, 
the  temperature  of  the  gas  will  fall  as  it  expands  and  does  work. 
Cronversely,  a  substance  has  its  temperature  raised  by  adiabatic 
compression,  the  heat  equivalent  of  the  work  done  remaining  in 
the  substance,  the  work  done  being  always  represented  by  the 
area  under  the  adiabatic  curve  between  the  extreme  ordinates* 
The  difference  between  isothermal  and  adiabatic  compression 
may  easily  be  illustrated  by  the  use  of  a  good  bicycle  pump,  a 
slow  compression  being  almost  isothermal,  the  heat  passing  off 
as  it  is  generated,  through  the  metal  walls  of  the  cylinder,  while 
quick  compression  warms  the  gas  and  cylinder  considerably, 
as  will  be  evident  to  the  tbuch.  Since  it  is  impossible  ever 
entirely  to  eliminate  loss  of  heat  by  conduction,  convection,  or 
radiation,  quick  changes  of  volume  will  in  general  be  more  nearly 
adiabatic  than  slow.  The  compressions  of  sound  waves  are 
adiabatic  for  this  reason. 

The  equation  of  an  adiabatic  curve  of  a  perfect  gas,  in  the  PV 
diagram,  is 

P7«=a  constant 

jc  being  the  ratio  of  the  two  specific  heats,  -^-    The  same  equa- 

tion,  having  the  same  meaning,  also  holds  very  approximately  for 
reai  gases  which  closely  follow  Boyle's  law;  and  even  for  CO^ 
which  departs  very  considerably  from  Boyle's  law,  the  adiabatic 
curve  is  given  by  the  same  form  of  equation,  though  k  is  not  in 

this  case  the  ratio  —• 

846.  The  Equation  of  an  Adiabatic.— Consider  1  gram  of  a  gas,  which 
obeys  Boyle's  law  at  least  approzimately,  oonfined  In  a  cylinder  with  a 
movable  piston. 
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Let  V^ibit  initial  Tolume  of  gas. 

P^ooireaponding  presiure  of  the  gaa. 

2*— temperature  of  the  gas. 
On  the  PV  d  agrami  Fig.  216,  this  condition  will  be  represented  by  the 
point  (a).  Let  2*  be  the  isothermal  curve  (temperature  T)  through  this 
point.  Let  the  piston  be  moved  so  as  to  compress  the  gas  an  amount  a6  » A  V. 
If  no  heat  is  allowed  to  enter  or  leave  the  gas  during  this  compression,  then, 
by  definition,  the  pressure  and  volume  after  compression  determine  a  point 
(d)  on  the  adiabatic  through  (a).  If,  on  the  other  hand,  the  temperature 
is  maintained  oonstant  during  compression,  then  the  final  oondition  is  the 
point  (c).  In  the  first  case  the  wor]^  done  on  the  gas  is  measured  by  the 
area  (adtf),  and  it  is  evident  that  the  less  A  7,  the  more  nearly  will  this 
area  be  equal  to  the  area  (ab^.    Hence  for  smaU  values  of  A  7,  we  can 
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Pio.  216. — ^A  imall  aitiabstie  ohaoct  analyied  into  the  MiniYilent  "Tohune  oonstant"  and 

'preamire  oonatant"  flhangea. 
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substitute  for  the  direct  compression  (a,  d)  the  steps  (a,  h)  and  (5,  d),  and 
it  follows  from  the  definition  of  an  adiabatic  that 

the  heat  given  out  in  step  (a,  h)  —the  heat  added  in  step  (Jb,  d) 
or 

«pA'r-«F(Ar+A'r)  (i) 

But  the  change  in  pressure  of  a  gas  confined  at  constant  volume  is  approxi- 
mately proportional  to  the  change  in  temperature;  hence,  from  (1) 


«P     Ar+  AT     AP 


AT 


A'P 


— iC 


(2) 


where  k  denotes  the  ratio  — 

«F 

But,  since  (c)  is  on  the  isothermal  through  (a),  and  AF  is  negative 

(P+A'P)(F+AF)-PF, 
(see  1223)  or 

FA'P+PAF-0 


(3) 
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and,  substituting  from  (2)  for  A'P, 

VAP 


+PAy-o 


or,  for  infinitesimal  changes,  we  have 


dP      dV     ^ 


(4) 


and,  integrating, 

PF^*- constant. 

846.  Adiabatic  Elasticity  of  a  Oas. — The  modulus  of  volume  elasticity  of 
a  gas  has  been  defined  in  f  169  as 

^       dV^ 
F^m  equation  (4)  of  |845  we  see  at  once  that  for  an  adiabatic  change 
of  volume 


^^^  -  (Sf)./-^* 


B 


Q 


Fig.  217. — Carve  raproawiting  a  oydio 
operatioik* 


847.  Cyclic  Operations. — 
A  cyclic  operation  or  cycle,  is  a 
process  or  a  series  of  processes  so 
arranged  that  the  system  under- 
going these  changes  is  finally 
brought  back  to  its  initial  condi- 
tion. On  the  PV  diagram  any 
closed  curve  would  evidently 
represent  a  cycle.  Any  such 
cycle  may  be  divided  into  an 
expansion  and  a  contraction 
(Fig.  217),  and  the  area  under  the  curve  ABC  represents  the 
work  done  hy  the  substances  in  the  expansion  ABC^  while  the 
area  under  the  curve  CD  A  represents  the  work  done  on  the 
substance,  during  the  compression  CDA.  The  net  work,  in 
this  case  done  hy  the  substance,  is  evidently  the  area  enclosed 
by  the  curve  ABCD.  li  the  cycle  were  described  in  the  opposite 
sense,  ADCB^  the  same  amount  of  net  work  would  be  done  on 
the  substance.    These  conclusions  are  entirely  general. 

848.  Reversible  Processes  and  Cycles. — Any  process  is  defined 
as  reversible  if  it  can  be  made  to  take  place  in  the  opposite  sense 
by  an  infinitesimal  change  in  the  conditions,  or,  what  is  the  same 
thing,  if  the  curve  representing  the  process  (§343)  lies  infinitesi- 
mally  near  an  equilibrium  curve.  For  example,  to  make  an 
isothermal  process  reversible,  the  pressure  during  expansion 
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must  alwajrs  be  infiniteBimally  near  but  less  than,  and  during 
compression,  infinitesimally  near  but  greater  than,  the  equilib- 
rium pressure  given  by  PV  — 12  7,  and  the  flow  of  heat  must  take 
place  under  an  infinitesimal  temperature  gradient,  that  is  to  a 
body  whose  temperature  is  dT  lower  than  that  of  the  gas,  or  from 
a  body  whose  temperature  is  d?  greater  than  that  of  the  gas. 
Under  these  conditions  infinitesimal  changes  in  P  and  T  will 
cause  the  process  to  be  described  in  the  opposite  direction.  A 
cycle  will  be  reversible  if  it  is  entirely  made  up  of  reversible 
processes. 

349.  The  Camot  Cycle. — Gamot's  Cycle,  Fig.  218,  is  made 
up  of  two  isothermal  and  two  adiabatic  processes  so  chosen 

that  the  initial  and  final  states 
are  the  same.  Given  a  material, 
called  the  ''working  substance," 
conveniently  (though  not  neces- 
sarily) a  gas,  inclosed  in  a  cylinder 
with  non-conducting  walls  and 
piston  and  a  good  conducting  bot- 
^3  Ks^"*^  T2  tom  (Fig.  219),  together  with  a 

body  (1)  of  very  large  heat  capao- 

F...m-o«not«,d.  ^*y'  »*  .temperature  T„  »  non- 

conductmg  stand  (jS),  and  a  sec- 
ond body  (2)  of  large  heat  capacity  at  temperature  7*„  the  Car- 
not  cycle  may  be  carried  out  as  follows: 

1.  Given  the  working  substance  initially  in  the  condition 
^t>  ^ti  ^ti  (^»  Fig*  218)  place  the  cylinder  on  (1)  and  allow  the 
gas  to  expand  slowly  to  the  condition  P„  7„  T|,  absorbing  heat 
by  conduction  from  (1)  during  the  process.  If  done  slowly  the 
process  will  be  isothermal  and  reversiltle. 

2.  Place  the  cylinder  on  the  insulated  stand  iS,  and  allow  the 
working  substance  to  expand  adiabatically  (and  reversibly)  to 
the  condition  P„  F„  T,. 

3.  Place  the  cylinder  on  the  refrigerator  (2)  and  compress 
isothermally  to  the  condition  P^,  7^,  T,,  heat  being  given  oflf 
during  the  process  to  body  2.  This  will  also  be  reversible  if  the 
compression  is  slow. 

4.  Place  the  cylinder  again  on  the  insulating  stand  and 
compress  adiabatically  to  the  initial  condition. 
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Aocordlng  to  §347  the  net  work  (W)  done  by  the  gas  when  the 
cycle  is  described  in  this  sense  is  represented  by  the  area  A  BCD. 
Let  Hi  s  heat  taken  in  at  temperature  7|  in  mechanical  units. 
ff,»heat  given  out  at  temperature  T,  in  mechanical  units. 
Then  according  to  the  first  law 
W  =  Hi^H^ 
If  the  cycle  were  carried  out  in  the  reverse  order,  then — 
H\  8  heat  given  out  at  temperature  T| 
H\  s  heat  taken  in  at  temperature  T, 
W^  83  work  done  on  the  gas  during  one  cycle 
and  again 

W'^H\^H\ 
%nd  TF  =  TF' 


1 


^ 


^^^^s^^NN^^J5»!«; « 


I 

1 


I 

i      Working 


8ubst€moe 


T, 

Heater  of 

Large  Capacity 

for  Heat 


ISSS2ZSSS2S2I: 


8 

Hon 

Conducting 

Stand 


h 

Refrigerator  of 

Large  Capacity 

for  Heat 


Fi«.  319. — Gamot  "cngfaie":  a  devioe  for  ofiiic  the  Ounot  eyola. 

In  order  that  the  cycle  may  be  reversed  it  is  necessary,  as  we 
have  seen,  that  the  heat  flow  should  take  place  with  infinitesimal 
temperature  gradient,  and  the  pressures  always  be  infinitely  near 
equilibrium  pressures.  The  first  condition  can  be  satisfied  as 
near  as  we  wish  by  making  the  isothermal  transformations  slow 
enough  and  the  second  condition  by  properly  altering  the  force 
on  the  piston.  The  process  which  we  have  described,  which 
enables  us  by  means  of  a  reversible  Camot  cycle  to  get  mechanical 
work  from  heat,  is  called  an  ideal  heat  engine.  We  are  not  con- 
cerned at  present  with  the  mechanical  construction  of  such  an 
engine;  the  essential  characteristic  is  the  reversible  Camot  cycle, 
and  one  ideal  engine  differs  from  another  only  in  the  material 
used  as  working  substance,  and  in  the  temperatures  and  pressures 
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at  which  it  works.  An  engine  working  between  the  tempera- 
tures Ti  and  T^  in  which  the  flow  of  heat  to  and  from  the  working 
substance  took  place  under  finite  temperature  gradients,  or  in 
which  the  forces  on  the  piston  were  not  properly  adjusted  during 
expansion  and  compression,  or  both,  would  be  irreversible. 

360.  Efficiency  of  an  Engine. — ^The  efficiency  of  an  enguie  is 
the  ratio  of  the  mechanical  work  obtained  to  the  heat  taken  in 
by  the  working  substance,  during  one  cycle.  For  the  Camot 
cycle  this  is 

W  ^H,-H, 

The  efficiency  gives  the  fraction  of  the  heat  taken  in  which  is 
transformed  into  mechanical  work. 

861.  The  Second  Law  of  Thermodynamics. — ^The  second  general 
principle  of  thermodynamics  was  first  formulated  independently 
by  Clausius  (1850)  and  Kelvin  (1851)  in  equivalent  but  different 
forms,  as  follows: 

It  is  impossible  for  a  self-acting  machine  to  convey  heat  from 
one  body  to  another  at  a  higher  temperature  (Clausius). 

It  IB  impossible  by  means  of  any  continuous  inanimate  agency 
to  derive  mechanical  work  from  any  portion  of  matter  by  cooling 
it  below  the  lowest  temperature  of  its  surroundings  (Kelvin). 

These  are  equivalent  axioms  or  assumptions,  which  it  is  impos- 
sible to  prove  directly,  but  which  are  to  be  accepted  as  a  basis  of 
reasoning  until  some  deduction  from  them  is  found  to  contradict 
fact.  No  such  contradiction  has  ever  been  found.  The  second 
law  recognises  and  expresses  a  certain  natural  tendency  of  events, 
for  example  the  tendency  of  heat  to  flow  down  a  temperature 
gradient — of  a  compressed  gas  to  expand.  Stated  in  another 
way  it  expresses  the  easily  accepted  generalisation  that  natural 
processes — ^that  is,  processes  which  take  place  without  assistance 
or  control,  are  in  general  irreversible,  as  we  have  used  the  term. 

862.  Camof  8  Theorem. — ^We  can  now  prove  an  extremely 
important  theorem,  which  was  first  stated  in  1824  by  Camot  as 
follows: 

The  efficiency  of  all  reversible  engines  taking  in  and  giving  out 
heat  at  the  same  two  temperatures,  is  the  same,  and  no  irreversible 
engine  working  between  the  same  two  temperatures  can  have  a 
greater  efficiency  than  this. 
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Camot's  proof  of  this  theorem  waa  incorrect,  being  based  on 
the  caloric  theory  of  heat.  As  given  by  Qausius  and  Kelvin  it 
is  a  necessary  consequence  of  the  second  law.  First  consider  any 
two  reversible  ideal  engines,  E  and  E'  working  between  the 
temperatures  T^  and  T^,  and  let  E'  run  backiDard.  Let  H^  and 
H^  he,  as  before,  the  heat  taken  in  and  given  out  by  the  forward- 
running  engine,  and  H\  and  H\  the  heat  given  out  and  taken 
in  by  the  engine  running  backward.  Also  let  the  engines  be  so 
connected  mechanically,  and  of  such  a  size  or  speed  that  the 
work  done  by  the  forward-nmning  engine  just  suffices  to  operate 
the  backward-running  engine.  FinaJly,  let  us  assume  for  the 
moment  that  the  efficiency  of  the  forward-running  engine  is 
greater  than  the  efficiency  of  the  backward-running  one.   Then 

H,^H,    H\^H\  (1) 

from  the  inequality  of  efficiencies,  and 

Tr=£r,-J?,«fr'j-J?',«TF'  (2) 

from  the  equality  of  the  work  done  by  and  on  the  engines, 
respectively.    Hence  from  (1)  and  (2) 

1       1 

rr-> 


or  fft<^'t 

and  from  (2)  H^<H', 

Hence,  the  net  result  is  that  an  amount  of  heat  equal  to 

is  transferred  from  the  body  at  the  lower  temperature  T^  to  the 
body  at  the  higher  temperature  T|,  without  the  necessity  of 
doing  any  work.  This  violates  the  Clausius  statement  of  the 
second  law — Whence  we  conclude  that  e  cannot  be  greater  than  ef. 
If  we  run  engine  E'  forward  and  E  backward,  we  can  prove  by 
exactly  similar  reasoning  that  ef  cannot  be  greater  than  e,  hence 
it  follows  that  e^ef,  which  proves  the  first  part  of  the  theorem. 
If  engine  £  is  an  irreversible  engine,  then  we  can  prove  exactly 
as  above  that  evr  cannot  be  greater  than  ef,  but  since  E  cannot 
be  reversed,  we  cannot  prove  that  e^  cannot  be  greater  than  et>. 

10 
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Hence  all  we  can  say  is  that  eiy.  is  equal  to  or  less  e 


r«« 


which  proves  the  second  part  of  the  theorem. 

363.  Thermodynamic  Scale  of  Temperature. — Since  the  ef- 
ficiency of  a  reversible  engine  is  independent  of  the  working 
substance  and  the  pressures  used,  it  follows  that  the  efficiency 
can  depend  only  on  the  two  temperatures  between  which  the 

H  — fl^ 
engme  works.   If  — ^* — -  depends  only  on  the  temperatures  T^ 

g 

and  T.,  then  ^  also  depends  only  on  the  temperatures.     This 

fact  led  Lord  Kelvin  to  suggest  a  new 
scale  of  temperature,  which,  since  it 
depends  on  Camot's  theorem  and  is  in- 
dependent of  the  properties  of  any  paiv 
ticular  substance,  is  called  the  absolute 
thermodynamie  scale  of  temperature.  Ac- 
cording to  this  scale,  any  two  tempera" 
turee  are  to  each  other  as  the  heat  taken  in 
and  given  out  by  a  revereible  engine  de- 
scribing a  Camot  cycle  between  these  two 
temperatures.  That  is,  if  we  call  0^  and 
0^  the  thermodynamic  measure  of  two 

We  still  have  to  determine  the  size  of 
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Fia.  220.— Thermodynamio 
temp«ratara  soale;  differanoe 
in  temp«ratim  pioportioiuJ 
to  work  done  («raa). 


temperatures,  -s^^fr- 

the  degree,  which  is  done,  as  in  the  case  of  the  hydrogen  scale 
by  assuming  100^  between  the  freezing-  and  the  boQing-point  of 
water,  Fig.  220.  This  amoimts  to  dividing  the  area  (Fig.  220) 
between  the  0^  and  100^  isothermals  and  any  two  adiabatic 
curves  as  shown,  into  one  hundred  equal  parts. 


We  have  then 
and  by  definition 


hence 


and 


^100-^0= 100 

do       Ho 
100+^0    Hioo 


^0 


^0  = 


ff. 


Him— Hi 


100 
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that  iSy  the  thermodynamic  temperature  of  0^  centigrade  ia 
obtained  by  dividing  the  heat  given  out  by  the  reversible  engine 
at  O^C.  by  j^  of  the  work  done  in  the  cycle  from  100°C.  to  0*^0. 
Similarly  for  any  other  temperature  0  we  have 

D^n  _5 B 

^~  •  H.^H^^^H^  (from  above) 

8100 

which  can  be  mterpreted  in  the  same  manner.  AhBolvie  thermo^ 
dynamic  zero  is  the  temperature  at  which  no  heat  is  given  out  by 
a  reversible  engine  working  with  this,  as  its  lower  limit.  From 
the  definition  we  see  at  once  that  differences  of  thermodynamic 
temperatures  are  proportional  to  the  work  done  by  an  ideal 
engine  working  between  these  limits,  and  hence  to  area  on  the 
PV  diagram  (Fig.  220).  We  may  also  obtain  an  expression  for 
e£Sciency   in    terms   of   thermodynamic    temperature,  namely 

and  since  experiment  shows  that  B  and  T  are  practically  the 
same,  we  have,  approximately 

If  there  were  a  reversible  ideal  engine  actually  available  the 
method  of  determining  thermodynamic  temperatures  would  be 
first  to  work  the  engine  between  boiling  water  and  meltiag  ice 
and  determine  the  amoimt  of  work  it  could  do,  then  to  work  it 
between  zero  and  a  source  of  available  temperature,  such  as  a 
large  tank  of  water,  and  adjust  the  temperature  of  the  tank  until 
the  work  done  was  ^^  of  the  amount  done  from  100^  to  O^G. 
The  tank  would  then  be  at  +  l^G.  on  the  thermodynamic  scale. 
A  similar  process  would  determine  other  temperatures. 

854.  Comparison  of  Thermodynamic  and  Hydrogen  Scale. — ^The  thertno- 
dynafiUe  aeaU  is  entirely  distinct  from  the  hydrogen  scale,  and  if  it  is  to  be 
adopted  as  the  standard  we  must  have  eith^  a  practicable  way  of  measur- 
ing in  terms  of  it,  or  a  way  of  oomparing  other  scales  with  it. 

It  can  be  proved  theoretically  that  the  temperature  indicated  by  a  gas 
thermometer  operating  with  a  perfect  gas  would  agree  exactly  with  the 
thermodynamic  temperature  as  defined  above,  using  the  perfect  gas  as  the 
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working  subBtanoe.  Unfortunately  there  is  no  perfect  gas  available  for 
use  in  a  thermometer;  but  aa  we  have  already  pointed  out,  the  properties 
of  real  gaeee  approach  those  of  a  perfect  gas  as  their  densities  approach 
sero.  Accordingly,  if  a  given  gas,  for  example  hydrogen,  is  used  in  a 
thermometer  at  several  densities,  and  the  corresponding  temperature  scales 
are  compared,  the  scale  obtained  by  extrapolating  from  these  to  a  condition 
of  aero  density,  will  agree  with  the  thermodynamic  scale.  Moreover,  real 
gases  differ  from  perfect  gases  in  several  important  ways,  namely: 

P«f~*  \  gaae.  obey  the  law  PV-BtI       "^^  , 
P^       J  B  ^  ^  approxmiatdy 

the  internal  work  of  free  expansion  is  <       .  M^'  i  ^^  i     r  S'^^^ 

and  the  specific  f     constant    1  ^      f  perfect  1  ^^^^ 

heat  at  constant  pressure  s  \  not  constant  /  \  real  j  8*™* 
Hence,  by  measuring  the  pressure  and  volume  of  a  real  gas  at  various  con- 
stant temperatures,  by  performing  the  porous  plug  experiment  (f  296)  with 
it,  and  by  measuring  Its  specific  heat  under  various  conditions.  It  is  possible 
to  determine  its  ''degree  of  imperfection,"  so  to  speak,  and  thence  the 
relation  between  its  constant  volume  temperature  scale  and  the  thermo- 
dynamic scale.  There  Is  still  lacking  much  information  concerning  the 
properties  of  real  gases,  especially  concerning  the  internal  work  of  free 
expansion,  due  to  molecular  forces.  Nevertheless  the  reduction  to  the 
thermodynamic  scale  is  known  with  considerable  accuracy  for  both  hydrogen 
and  nitrogen,  as  given  in  Table  17. 

TABLE  17 

CfOBBBOnONS  rOB  CfONSTANT  VOLUMB   THSRMOMBTaB    SCALBS 

Po-1000  MM.  Ha. 


Temperature 
(Centigrade). 

Nitrogen. 

Hydrogen. 

-  240 

+0.18 

-  200 

+0.62 

+0.06 

-  150 

+0.26 

+0.033 

-  100 

+0.10 

+0.010 

-     50 

+0.03 

+0.005 

+     10 

-0.002 

-0.000 

+     40 

-0.006 

-0.001 

+     70 

-0.004 

-0.001 

+  200 

+0.04 

+0.004 

+  450 

+0.19 

+0.02 

+  1000 

+0.70 

+0.07 

+  1200 

+  1.00 

It  is  evident  that  for  moderate  temperatures  and  approximate  work  the 

thermodynamic  and  hydrogen 

scales  may  be  considered  identical. 

855.  Entropy. — Retummg  now  to  the  Camot  cycle  we  see  that  as  a  result 

of  the  definition  of  temperature,  we  have 

Ht 

-^"    or   ^*«^» 

Hi 

$1           $1      $1 
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Fig.  221. — ^Arbitnzy  lero  of 
entropy.  P;  Entropy  of  P'  de- 
termined by  ediabatio-iaother- 
mal  ohanoB  from  P. 


That  Ib  to  Bay,  the  ratio  of  the  heat  taken  in  (or  given  out)  to  the  tempera- 
ture at  which  it  is  taken  in  (or  given  out)  ia  the  same  for  all  iaothennal 
changes  between  any  two  adiabatios.    This  fact  suggested  to  Glausius  that 

the  quantity  -j  is  the  change  in  a  certain  property  of  the  working  sub- 
stance, a  property  which  remains  constant  during  any  (reversible)  adiabatic 
process  but  changes  when  the  substance  passes  from  one  adiabatic  to 
another.    This  property  Glausius  named  "en- 
tropy/' and  it  is  exceedingly  important. 

In  order  to  obtain  a  definite  numerical  meas- 
ure for  the  entropy  of  a  body  in  every  physical 
condition,  we  must  select  some  condition,  repre- 
sented by  a  point  on  the  PV  diagram,  as  an 
arbitrary  sero  of  entropy,  just  as  we  select  the 
sea  level  as  the  sero  from  which  to  measure 
heights  and  depths.  Suppose  P  (Fig.  221)  is 
the  adopted  sero,  then  the  entropy  of  any  other 
state  P*  is  obtained  by  measuring  the  heat  taken 
in  (or  given  out)  in  passing  from  P  to  f  by  a 
rm>er9ihU  path.  Hie  amplest  path  is  by  the 
adiabatic  PN  and  the  isothermal  9.  If  ff  is 
theheat  taken  in  in  passing  from  iV  to  F',  then  the  entropy  of  P' with  respect 

to  P,  which  we  shall  represent  by  8rp*  would  be  equal  to  ^*    "UP*  were 

reached  by  another  reversible  path  involving  portions  of  several  adiabatlcs 
and  isothermals,  and  quantities  of  heat  Hi,  i7„  fT,  •  •  *  were  taken  in  (or 
given  out)  at  the  temperatures  9^  9^,  ^t*  *  *  *  then 

P' 

5p  "T^+7^+7^"  ^"T  •    If  »tty  o^  ^^  quantities  of  heat  i5r„  H,  •  •  • 

P 

were  given  out  by  the  body  they  should  be  taken  with  the  minus  sign  in 

the  summation.    It  is  evident  that,  defined  in 
this  way,  every  state  has  a  definite  entropy. 

860.  Entropy  and  Reversible  Cycles  in  Oen- 
eraL — We  have  seen  that  in  peering  around  a 
Gamot  C3rcle  the  entropy  of  the  working  sub- 
stance was  not  changed.  This  result  may  be 
extended  to  include  any  reversible  cycle,  repve- 
sented  by  the  closed  curve  in  Fig.  222.  By 
drawing  a  series  of  adiabatics  across  this  and 
connecting  these  around  the  edge  by  a  series 
of  isothermal  steps  as  shown,  we  see  that  the 
given  cycle  may  be  broken  up  into  a  series  of 
Camot  cycles  the  sum  of  whose  areas  will  ap- 
proach the  area  of  the  given  cycle  as  a  limit,  as  their  number  is  increased. 
Furthermore,  the  heat  taken  in  along  the  isothermal  steps  AA\  BB\  CC\ 


Fia.  222.*— Analjr^  tA  any 
eyde  into  elemflntaiy  Gamot 
eydea. 
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DD't  eto.,  is  equal  in  the  limit  to  the  heat  taken  in  moving  along  the  ourve 
A— -JD,  for  the  di£Ferenoe  would  be  represented  by  the  sum  of  the  triangular 
areas,  which  is  lero  in  the  limit.  Henoe,  since  for  each  elementary  Gamot 
cycle  we  have — 

we  have  for  the  whole  cycle   ^^  -~  —  ^^  T^ "  ^ 

or,  if  we  give  the  negative  sign  to  heat  ff,  leaving  the  system,  this  becomea, 

dH 


s 


. -» 


when  the  number  of  elementary  cycles  has  beoome  infinite.    This  shows  us 

that  all  reversible  paths  between  two  conditions^involve  the  same  change 

dH 
in  entropy,  or  that  -—  is  a  pwfed  differential. 

9 

367.  Increase  in  Entropy. — ^If  an  amount  of  heat  H  flows  from  one  body 

at  a  temperature  9,  to  another  at  a  lower  temperature  9^  the  entropy  of 

the  hot  body-is  decreased  by  an  amount  —  and  that  of  the  cooler  body  is 

9% 

increased  by  r-'  Evidently  in  all  cases  of  conduction,  dS'^Hi— )> 

is  poeiiive,  or  the  entropy  of  the  two  bodies  is  increased. 

It  can  also  be  proved  that  other  ''natural"  processes  such  as  free  or 
unbalanced  expansion,  diffiision,  the  falling  of  bodies  in  obedience  to 
gravitation,  and  the  production  of  heat  from  mechanical  ener^  by  friction, 
all  involve  an  increase  in  entropy.  These  processes  are  also  all  irreversible, 
and  they  all  tend  to  a  more  uniform  condition  as  regards  temperature, 
pressure  and  the  velodtiee  of  bodies  and  of  molecules.  Hence  it  is  a 
reasonable  extenmon  of  our  ideas  to  say  that  aU  natural  processes  are  irre- 
versible and  lead  to  an  increase  in  entropy,  and  to  associate  the  increase  of 
entropy  with  increase  in  the  uniformity  of  physical  eonditiona.  All  natural 
changes  seem  to  be  tending  to  a  condition  of  tnaximutn  untformity.  This 
additional  hypothesis,  that  natural  processes  always  lead  to  an  increase  in 
entropy,  is  the  basis  for  the  discussion  of  problems  of  chemical  and  physical 
equilibrium,  such  as  the  equilibrium  of  a  liquid  with  its  vapor,  of  a  solid 
with  its  liquid,  or  of  different  chemical  compoimds  with  each  other. 

We  have  seen  that  for  any  irreversible  cycle  during  ^diich  heat  is  taken 
in  and  given  out  at  temperatures  ^i  and  9„ 

H'l      ^        9i 
from  which 

l«^  K  I-  j-^ 
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So  that  in  this  general  ease  all  we  ean  prove  from  the  aeoond  law  is  that 
there  nu^  be  an  inerease  in  entropy;  and  by  an  extension  of  this  reasoning 
it  may  be  proved  that  no  irreversible  process  can  lead  to  a  dMcnaiu  in  entropy. 

368.  Redpro€atixig  Steam  Engines. — ^The  ordinary  reciprocat- 
ing steam  engine,  one  tjrpe  of  which  is  shown  in  Fig.  223,  is  the 
most  common  machine  used  to  convert  heat  energy  into  mechan- 
ical work.    In  these  engines  water  is  the  working  Bvb%Uinc€ 
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Fio.  22d.~-SMi]>roeatin<  >tdun  cngfaie  and  ofinHimier  in  which  steun  la  oand<«aod  on 

water-Mded  pipes. 


(Compare  Art.  349),  the  boiler  is  the  source  of  heat  at  the  higher 
temperature,  and  the  cooling  water  of  the  condenser  is  the  cooler 
body  into  which  heat  is  discharged.  Instead  of  moving  the 
cylinder  from  one  to  the  other  as  was  before  suggested,  it  is 
obviously  easier  to  conduct  the  working  substance  from  point  to 
point.  On  account  of  mechanical  difficulties  no  attempt  is 
made  to  realize  completely  the  Camot  cycle  (Art.  349),  but  the 
actual  cycle  through  which  the  working  substance  passes  is 
of  the  form  shown  in  Fig.  324.    The  operations  are  as  follows: 
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(1)  Water  is  vaporized  in  the  boiler  at  the  temperature 
Ti,  absorbing  an  amount  of  heat  L,  per  unit  mass  (heat  of 
vaporization)  • 

(2)  Steam  passes  at  constant  pressure  P^  from  the  boiler 
through  the  valve  a  (Fig.  223),  into  the  cylinder  as  the  piston 

^  begins  its  motion  to  the  right.  Thus  the  isothermal  expansion 
at  pressure  P^  due  to  vaporization  is  represented  by  the  line 
(A,B,),  and  this  expansion  does  an  amount  of  work  represented 
by  A,Bfi,P. 

(3)  The  valve  a  closes,  and  the  saturated  steam  expands 
from  B  to  D.    This  expansion  should  be  as  nearly  as  possible 

adiabatic.      The   work   done   is 

represented  by  the  area  BDHO. 

At  C  the  valve  a  opens  to  the 

exhaust  e,  the  steam  begins  to 

escape  to  the  condenser,  and  the 

pressure  f aUs  quickly  from  C  to  D. 

(4)  The  piston  reverses  its  mo- 

Y.  tion  at  D,  and  the  motion  to  the 

^  ^  left  is  opposed  by  the  constant 

Fio.  224.— Ideal  (Ranldne)  Qrde  for  a  n       •  j      •       ai.*    x* 

ledprooattnc  ateam  encina.  prCSSUrO  P„  SmCC  dUHUg  thlS  time 

there  is  isothermal  condensation 
of  the  steam  in  the  condenser,  at  temperature  T,.  The  temper- 
ature Tj  is  fixed  by  the  cooling  water  which  is  available  for  the 
condenser.  With  a  non-condensing  engine  T^  is  necessarily 
about  373^  absolute  (lOO^C).  An  amount  of  heat  L/per  unit 
mass  is  given  up  to  the  cooling  water  during  the  process  of 
condensation,  and  work  to  the  amount  DEFH  is  done  on 
the  steam. 

(5)  The  condensed  steam  is  heated  at  constant  volume  (EyA) 
and  admitted  to  the  boiler  at  A,  thus  completing  the  cycle. 
This  requires  an  additional  amount  of  heat  H. 

It  is  possible  to  arrange  a  mechanism  so  that  the  engine  as 
it  runs  will  automatically  draw  a  curve  whose  ordinates  are  pro- 
portional to  the  pressure  of  steam  in  the  cylinder,  and  whose 
absciss®  are  proportional  to  the  corresponding  volume  occupied 
by  the  steam  in  the  cylinder.  This  curve  is  very  similar  to  the 
one  of  Fig.  224,  and  is  called  an  indicator  diagram. 
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EFFICIENCY  OF  BNOINES 


369.  The  work,  W,  done  per  pound  of  steam  is  evidently  repre- 
sented by  the  area  ABDE,  while  the  total  heat  taken  in  is 

W 
L.+H.  The  ratio  .y.    .  rjx  r>  where  J  is  the  mechanical  equiva- 

lent  of  heat,  is  called  the  thermal  efficiency  of  the  engine.  The  ther- 
mal efficiency  measures  the  perfection  of  the  thermal  processes 
which  the  engine  uses.  There  is,  of  course,  energy  lost  (converted 
into  heat)  by  friction  among  the  moving  parts,  so  that  the  actual 
work,  W\  which  the  engine  could  do  in  running  some  machine, 

is  always  less  than  W.    The  ratio  t^  is  called  the  meehanical 

efficiency  of  the  engine,  and  its  value  is  a  measure  of  the  mechan- 
ical perfection  of  the  engine.    The  product  of  the  two  efficiencies, 

namely,  the  ratio  /^  -ug) j'  evidently  measures  the  efficiency 

of  the  engine  in  the  conversion  of  heat  into  ueable  mechanical 

work,  and  this  will  be  less  than  its  thermal  efficiency. 

W 

It  is  interesting  to  compare  the  thermal  efficiency  77 — .  _.  - 

with  the  efficiency  of  an  ideal  Gamot  engine  working  between  the 
same  temperatures  T^  and  7,. 

Since,  according  to  §354  the  constant  volume  hydrogen  scale 
and  absolute  thermodynamic  scale  of  temperature  are  practically 
identical,  the  expression  for  the  efficiency  of  an  ideal  engine 

T  — T 
becomes  e  -■  — ^ — -f  and  this  is  the  maximum  efficiency  which 

any  real  engine  could  possibly  be  expected  to  approach  if  it 
works  with  a  boiler  temperature  T^  and  a  condenser  temperature 
T,.    For  example,  with  a  boiler  at  177^G.  and  a  condenser  at 

100 
77^0.,  e  —  2r7)^22  per  cent.,  that  is  to  say,  the  ideal  engine  could 

convert  less  than  cne-quarter  of  the  heat  used  into  mechanical 

work.    Table  18  gives  the  actual  thermal  efficiency  and  the 

corresponding  ideal  efficiency  for  the  best  engines  of  several 

types. 

Besides  engine  efficiencies,  the  efficiency  of  boilers,  namely, 

.  .       heat  given  to  water     ,.         .        ^.     v  .     . 

the  ratio  -; ; — ; — r-: :: — -  (m  a  given  time)  is  of  course 

heat  obtained  from  fuel 
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of  equal  importance  in  the  problem  of  obtaining  mechanical  work 
from  fuel.  The  average  efficiency  of  boilers  is  60  per  cent.,  the 
maximum  80  per  cent.,  so  that,  combining  the  best  boiler  with 
the  best  engine,  the  maximum  efficiency  actually  attained  is 
about  21  per  cent. 

From  §298  the  heat  of  combustion  of  soft  coal  is  2.9x10^^ 
ergs  per  gram,  or  12,500  B.  T.  U.  per  pound,  while  (§57)  one 
horse-power  for  one  hour  equals  2.68X10^*  ergs,  or  1.98x10* 
foot  lbs.  Since  1  B.  T.  U.  equals  778  foot  lbs.,  it  follows  that 
the  combustion  of  1  lb.  of  coal  liberates  energy  sufficient  to 
provide  4.8  H.  P.  for  one  hour,  whereas  the  best  boiler-engine 
combination  so  far  built  obtains  0.82  H.  P.  hour  per  lb.  of  coal. 


TABLE  18 
Efficibngt  or  Stbam  ENomas 


Temperature 

Efficiency 

Efficiency 

of  OBmot 

• 

U 

^ 

cyde 

Per  cent. 

Percent. 

Willan's  engine  (non-eondenmng) 

164*» 

101. 6' 

10.4 

14.6 

Levitt    pumping    engine    (com- 

181.6' 

37. r 

19 

81.7 

pound).  ' 

Levitt   pumping   engine    (triple 

iei.e<* 

46.  r 

20.8 

81.8 

ezpaniion). 

Nordberg  engine  (quadruple  ex- 

206.36^ 

43.1*» 

25.6 

34.0 

panaion). 

860.  The  Defects  of  Real  Engines.— In  the  disouBdon  of  |359  we  have 
neglected  several  points  of  importance.  For  example,  the  expansion  BC 
can  never  be  strictly  adiabatic  because  the  cylinder  and  piston  must  be  of 
conducting  material.  This  leads  to  the  condensation  of  steam  in  the 
cylinder.  If  it  is  attempted  to  raise  the  temperature  7,  so  as  to  increase 
the  effidenoy,  the  cylinder  condensation  is  increased.  By  using  several 
aylinders  (compound,  triple  and  quadruple),  allowing  part  of  the  expansion 
to  occur  in  each,  the  temperature  changes  in  each  cylinder,  and  henoe  the 
condensation  losses  are  reduced  and  it  is  possible  to  use  higher  initial  tem- 
peratures. Further  reduction  of  condensation  loss,  and  increase  of  the 
initial  temperature  without  increase  in  the  initial  pressure,  is  accomplished  by 
iuperhealing  the  steam,  by  passing  it,  at  constant  pressure,  through  coils  of 
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pipa  in  tho  hot  flu«  guw,  u  ihown  In  F^g.  230.  It  ii  th«n  no  longer  utu- 
Mted  whsn  It  entan  the  eyllnder,  And  the  o^ole  would  be  reproaented  by 
different  line*  on  the  PV  diagram. 

Saturated  Steam    Superheated  Staam 


Via.  tas.— BoOw  and  ■apertiMtM'. 

361.  Steam  Turbines. — The  turbine  is  another  type  of  machine 
of  more  recent  development,  for  obtaining  mechanical  work  from 
the  heat  energy  of  steam,  the  CBsential  featurea  being  a  rotating 
shaft  with  properly  arranged  blades  and  fixed  nozzels  or  blades 
for  directing  the  flow  of  the  steam,  which  is  initially  at  a  high 
pressure.  Turbines  may  be  divided  into  two  general  classes. 
In  the  first  class,  called  the  "velocity"  type,  steam  is  allowed  to 
expand  at  once  to  the  final  pressure,  in  a  properly  shaped  nozzle, 
so  that  the  jets  acquire  a  high  velocity.  These  jets  impinge  on 
the  movable  blades  and  cause  them  to  rotate,  much  as  the  jets  of 
water  impinge  on  the  blades  in  certain  types  of  water  wheels 
(Fig.  104,  S204).  By  using  several  sets  of  movable  blades,  with 
fixed  passages  between  for  reversing  the  direction  of  the  steam 
jet,  the  drop  in  velocity  is  rendered  more  gradual,  and  the  speed 
of  the  turbine  shaft  need  not  be  so  great.  In  the  second  class  of 
turbines,  called  the  "pressure"  type,  shown  in  Fig.  226,  the 
ateam  expands  gradually  through  a  great  many  sets  of  movable 
and  fixed  blades,  exerting  a  pressure  on  each  set  which  causes  the 
movable  blades  to  rotate.  Steam  turbines  have  certain  mechan- 
ic^ advantages  over  reciprocating  engines,  namely,  uniform  and 
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high  angular  velocity,  freedom  from  vibration  (hence  their 
desirability  for  use  in  steamships),  and  economy  of  space. 
Turbines  ore  slightly  more  efficient  than  reciprocating  wgines 
for  low  working  pressures,  but  slightly  less  efficient  at  high 


Exhaust  To  Condenaar 

Path  of  Steam  Betwemn  Stagtt 


M 


fia.  220. — Staun  turUna,  priwor*  ^rpe;  laiunl  unncemttit  and  deUil  ibowliic  flow  ot 


pressures.  Hence  it  has  been  found  advantageous  to  combine 
the  two,  delivering  high  pressure  steam  to  a  reciprocating  engine 
and  allowing  the  partially  expanded  steam  to  pass  from  it  to  a 
low  pressure  turbine. 

3ftl.  Intemal   Combustion   Kiglnes. — In  these  eng^ee  the 
function  of  the  boUer  and  expanding  cjdinder  are  combined,  the 
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eombuation  taking  place  in  the  cylinder  iteelf .  The  way  in  which 
this  is  carried  out  in  the  ''four  cycle''  type  of  engine  can  best  be 
understood  by  describing  the  various  stages  shown  in  Fig.  227. 
In  (1)  the  inlet  valve  is  open  during  the  entire  stroke  to  the  right, 
admitting  a  cylinder  full  of  a  proper  explosive  mixture  of  a  com 
bustible  (coal  gas,  gasoline  or  alcohol  vapor),  and  air.    In  (2) 


/     Suction  Stroke 


U      Compreaaion  Stroke 


m      Expansion  Stroke 


IV      Exhaust  Stroke 

Fzo.  227. — ^Four^yole  internal  oombustion  engiiie,  ■howing  the  four  atacef  of  one  oyole 


the  valve  is  closed  and  the  return  stroke  is  taking  place;  this 
compresses  the  mixture  into  the  clearance  space  at  the  end  of 
the  cylinder,  which  is  called  the  explosion  chamber.  At  the  end 
of  the  compression  stroke  the  mixture  is  exploded,  usually  by  an 
electric  spark.  The  high  pressure  resulting  from  the  combustion 
acts  upon  the  piston  during  the  stroke  (3)  to  the  right,  while  at 
the  end  of  this  stroke  the  exhaust  valve  e  opens  and  during  (4) 
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the  products  of  combustion  are  expelled  preparatory  to  beginning 
over  again  as  in  (1).  Engines  using  the  series  of  operations 
just  described  are  called  "four-cycle''  engines,  because  four 
strokes  are  necessary  to  complete  the  series.  There  are  other 
tjrpes  of  engines — ^notably  the  "two-cycle,"  requiring  only  two 
strokes  to  complete  the  series  of  operations,  and  the  Diesel,  in 
which  air  alone  is  compressed  and  the  fuel  is  injected  into  it, 
the  result  being  quiet  combustion,  instead  of  an  explosion  as 
in  the  four-cycle  type.  The  thermal  effieiency  of  the  best  four- 
cycle engines  is  about  30  per  cent.,  of  the  Diesel  type  about  40 
per  cent.  Aside  from  high  efficiency,  internal  combustion  engines 
have  the  further  advantages  of  compactness,  ease  of  handling, 
and  quickness  of  starting.  The  formation  of  the  proper  mixture 
of  fuel  and  air  is  the  most  troublesome  operation  in  the  running 
of  an  internal  combustion  engine,  thb  being  usually  accom- 
plished in  separate  attachments  called  carburetors.  The  largest 
engines  of  the  internal  combustion  type  so  far  built  are  of 
4000  H.  P. 
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Problems  in  Heat 

.  1.  Find  the  value  of  tlie  following  temperatures  on  the 

^^  *  Centigrade  scale:  The  temperature  of  the  human  body 
(98^.);  normal  temperature  of  a  living  room;  a  eold  day  in  winter 
(2(yT.  below  aero) .  Ana.  36.6*»C. ;  20*»C. ;  -28.9**C. 

2.  Find  the  value  of  the  following  Centigrade  temperatures  on  the  Fahren- 
heit scale:  Absolute  aero;  melting-point  of  gold;  temperature  of  sun. 

Ana.  -  469.4*»F. ;  1947^F. ;  10832»F . 
8.  At  what  temperature  do  the  Fahrenheit  and  Centigrade  thermometers 
read  the  same?    The  Fahrenheit  twice  the  Centigrade? 

Am.  -40«;160^C. 

^  4«  A  clock  which  has  a  pendluum  made  of  brass,  keeps 

^^^  correct  time  at  20^C.;  if  the  temperature  falls  to  O^C, 

how  many  seconds  will  it  gain  or  lose  per  day?        Ana.  16.3  sees.  gain. 

5.  Steel  street  car  rails,  having  their  ends  welded  together,  are  laid  in 
concrete  so  that  it  is  impossible  for  them  to  move.  Find  the  stress  in 
the  rails  at  —  lO^C,  assimiing  that  they  are  laid  when  the  temperature 
is20°C.  Ana.  About  7.5X10' dynes/cm*. 

6.  Compute  the  change  in  volume  of  a  block  of  iron  3  in.  X  4  in.  X  10  in. 
if  the  temperature  changes  from  44^.  to  116^.  Ana.  .17  cu.  in. 

7*  A  uniform  cylinder  is  filled  with  hydrogen  under  atmospheric  pressure. 
The  i»8ton  stands  at  a  height  of  400  cms.  at  20^C.  If  the  preasure  is 
kept  constant,  find  the  height  of  the  piston  at  the  following  tempera- 
tures: 100^.;  300*C.:  -80*»C.;  -180*»C. 

Ana.  510  cms. ;  783  cms. ;  263.4  cms. ;  127  cms. 

8.  If  in  the  preceding  problem  the  same  gas  is  compressed  until  the  piston 
stands  at  a  height  of  200  cms.  and  the  volume  is  then  kept  constant, 
compute  the  pressure  for  the  temperatures  given  in  problem  7. 

Ana.  193.5 ;  297.0 ;  100. ;  48.2  cm.  Hg. 

9.  Beginning  at  10  atmospheres  pressure  and  2  liters  volume,  10  gr.  of 
air  has  its  pressure  so  changed  that  the  p,  v  curve  is  a  45°  straight 
line.    Discuss  the  temperature  changes  which  occur.     (Fig.  187.) 

10.  Qiven  10  liters  of  nitrogen  at  30°C.  and  120  atmospheres  pressure, 
what  would  be  its  volume  at  lOO^C.  and  200  atmospheres  pressure? 

Ana.  7.4  liters. 

11.  What  would  be  the  relative  increase  in  sise  of  an  air  bubble  in  passing 
from  the  bottom  of  a  lake  20  m.  deep  where  the  temperature  is  4®C.  to 
the  top  where  the  temperature  is  20°C.?  Ana.  F,  — FiX3.1. 

CAlorim  tnr       ^^*  ^^  gnmB  of  silver  at  100®C.  are  dropped  in  160 
^*  grams  of  water  contained  in  an  iron    calorimeter 

weighing  40  grams.    Temi>erature  of  water  initially  15°C.    Compute 
the  rise  in  temperature  of  water.  Ana,  2.8°C. 

18.  50  grams  of  a  substance  at  lOO^C.  are  dropped  into  100  grams  of  water 
at  4*C.  If  the  water  is  contained  in  a  oopi>er  calorimeter,  mass  60 
grams,  and  the  temperature  of  the  water  changes  to  lO'^C,  compute 
the  specific  heat  of  the  substance.  Ana.  .1403  o.  g.  s.  units. 
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14.  A  water  heater  will  heat  50  liters  of  water  per  minute  from  16®C.  to 
80^0.;  if  the  effidenoy  is  25  per  cent.,  how  many  oaloriea  must  be 
generated  in  the  heater  to  do  this?  An$.  13  X 10*  oals. 

15.  How  many  liters  of  gas  will  be  required  per  minute  in  the  preceding 
problem?    Density  of  gas  at  O^C.  and  760  mm,  pressure —.0050. 

Ans.  444  liters. 

M    hAn'cfll     ^^'  ^^  <^Uuig  a  hole  in  a  blook  of  iron,  power  is  supplied 

-^  .     ^  at  the  rate  of  .8  H.  P.  for  3  minutes.    How  muoh 

n^  T^  ^^^  ^  produced?    If  f  of  this  heat  goes  to  warm 

the  iron  whose  mass  is  700  grams,  find  its  change  in 

temperature.  Ans.  2555  cals;  30®C. 

17*  How  muoh  would  the  temperature  of  water  be  raised  by  impact  after 

falling  200  ft.  under  gravity,  supposing  that  all  the  energy  due  to  its 

motion  was  converted  into  heat.  Ans,  .14^0. 

18.  Determine  the  heat  produced  in  stopping  a  fly-wheel  of  112  lbs.  mass 

and  2  ft.  in  radius,  rotating  at  the  rate  of  one  turn  per  second,  assuming 

the  whole  mass  concentrated  in  the  rim.  Ans.  .364  B.  T.  U. 

19    If  electrical  energy  is  12  cents  per  1000  watt  hours  and  gas  $1.15  per 

1000  cu.  ft.,  what  will  be  the  relative  cost  of  gas  heating  and  electric^ 

heating?    See  problem  15  for  the  density  of  the  gas. 

Ans.  Cost  of  elect.  — 100  times  cost  of  gas. 

^T^  warmed  by  the  condensation  alone  of  1  kg.  of  steam 

in  the  radiator?    What  would  it  be  if  the  room  were 
air-tight?  Ana.  19.4^0.;  27.2*»C. 

21.  With  what  velocity  must  a  lead  bullet  at  50°G.  strike  against  an 
obstacle  in  order  that  the  heat  produced  by  the  arrest  of  its  motion, 
if  all  produced  within  the  bullet,  might  be  just  sufiident  to  melt  it? 

Ans,  335  m/sec. 

22.  How  much  steam  at  150^0.  must  be  added  to  1  kg.  of  ice  at  —  10°C. 
to  give  nothing  but  water  at  O^C?  Ans.  128.5  grams. 

23.  What  is  the  relative  humidity  of  air  at  30*^0.  if  the  dew  point  is  found 
to  be  IO^C.7  Ans.  28.7  per  cent. 

24.  How  much  heat  would  be  required  to  convert  1  gm.  of  water«ubstance 
from  liquid  at  O^G.  to  vapor  at  150^0.  under  1  atmosphere  pressure? 

Ans.  663  cals. 

25.  Compute  the  "external"  part  of  the  heat  of  vaporisation  of  water  at 
lOO^'C.  Ans.  40.2  cals. 

26.  Garry  a  mass  of  substance  across  the  triple*point  diagram  as  shown  on 
page  253,  explaining  just  what  happens  at  the  different  points.  Do 
this  for  both  constant  pressure  and  constant  temperature  following  the 
dotted  linen 

27.  If  it  is  desired  to  heat  GO,  at  constant  volume  in  a  closed  tube  and  have 
the  substance  pass  through  the  critical  point,  what  portion  of  liquid 
and  vapor  must  there  be  at  20^G.  initially? 

ilna.  About  4}  parts  vapor  to  1  of  liquid. 

20 
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28.  Some  ether  is  poured  into  »  bottle  oontaining  air  at  fttmoepherio  preature 
And  the  bottle  quickly  corked;  upon  shaking  the  bottle  and  removing 
the  cork  a  "pop"  is  heard.    Explain. 

g    .  89.  The  walls  of  a  certain  refrigerator  have  an  area  of 

.  QQnd  eti  15,000  cm.*,  and  are  made  of  cork  8  cm.  thick     Find 

out  how  much  ice  may  be  expected  to  melt  in  one  day 
if  the  outside  temperature  is  86^.  Ans,  21  kg. 

80.  The  top  of  a  steam  chest  containing  steam  at  atmospheric  pressure 
consists  of  a  slab  of  stone  61  cm.  long,  50  cm.  broad  and  10  cm.  thick. 
The  top  being  covered  with  ice,  it  was  found  that  48  kilos  were  melted 
in  89  minutes.    What  is  the  conductivity  of  the  stone? 

AriB   .0054  cgJi.  units. 

81.  One  end  of  a  copper  bar  4  sq.  em.  in  cross-section  and  80  em.  long,  is 
kept  in  steam  under  one  atmosphon  pressure  and  the  other  end  in  con- 
tact with  melting  ice.  How  many  grams  of  ice  will  be  melted  in  10  min.7 
Neglect  loss  due  to  radiation.  Ant.  84.8  grams. 

82.  How  much  anthracite  coal  must  be  burned  to  make  up  for  the  loss  of 
heat  due  to  conduction  for  one  day  through  a  glass  window  8  mm.  thick 
and  having  an  area  of  8  square  meters,  supposing  the  air  in  the  room  to  be 
at  temperature  2S^C.,  and  the  outside  air  at  -20°C     What  important 

point  has  been  neglected?  Ana.  257  lbs. 

Radiation.       ^*  ^  ^^'^  radiator  2  square  meters  in  area,  is  in  a  room 
juoiaiton.  ^j^^^  ^^^  ^^  ^^  temperature  of  18*C. ;  if  the  radiator 

is  at  lOO^C.  at  what  rate  does  the  room  gain  heat?    The  oonstant  t  of 
Stefan's  law,  Q— 17^  is  5.6 XlO*-**  watts  per  square  centimeter. 

iins.  826  cals./sec 

84.  If  the  temperature  of  a  furnace  is  measured  by  allowing  the  heat 
radiated  through  a  hole  1  square  centimeter  in  area  in  the  walls  to  warm 
100  grams  of  water  placed  in  front  of  the  hole,  what  is  the  temperature 
if  the  water  rises  in  temperature  by  18^C.  in  1  minute?  Assume  that 
all  the  heat  radiated  from  the  hole  is  absorbed  by  the  water  and  also 
neglect  the  heat  radiated  back  into  the  furnace  by  the  water. 

Afu.  1660^. 

86.  A  blackened  copper  ball  5  cm.in  diameter  is  heated  to  500  ^.  and  hung 
by  a  non-conducting  thread  in  an  exhausted  vessel.  If  the  absorbing 
power  of  the  ball  and  of  the  walls  of  the  vessel  is  .98  and  the  walls 
are  at  O^C,  what  wHl  be  the  initial  mte  of  cooling  of  the  ball? 

iins.  4.9"G.  per  sec. 
Thermo-  86.  Howmanydegrees  will  dry  air  at  15^G.  rise  in  tem- 

dynamics.  perature  if  compressed   adiabatically  to   ^  of  its 

volume?  An9.  260^0. 

37.  How  much  work  would  be  done  by  air  in  expanding  adiabatically  from 
the  point  P-760mm.  Hg.,  F-800  c.c.  to  the  point  P-400  mm.  Hg.? 
Solve  graphically.  Ans.  337  X 10*  ergpi. 

88.  Plot  a  curve  showing  the  corrections  for  a  hydrogen  thermometer. 
From  your  curve  find  the  thermodynamic  temperature  for  the  boiling 
point  of  oxygen  and  also  the  melting  point  of  lead. 

Aim.  -182.95*0.;  827.018*0. 
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39.  What  is' the  total  pressure  on  the  end  of  a  boiler  8  ft.  in  diameter  if  the 
temperatoie  of  the  water  inside  is  180^0.7  Am.  151,000  lbs. 

40.  A  certain  looomotiye  bums  100  lbs.  of  soft  coal  per  hour.  How  muoh 
work  would  the  engine  do  if  all  this  heat  were  converted  into  mechanical 
work?  In  reality  the  engine  furnishes  20  H.  P.  What  is  the  efficiency 
of  boiler  and  engine  combined?        Ana.  1007X10*  ft  lbs.;  8.6  per  cent. 

41.  If  an  engine  working  at  the  rate  of  622.4  H.  P.  keeps  a  train  at  constant 
speed  for  10  minutes,  how  muoh  heat  is  produced  in  the  rails  and 
bearings,  assuming  that  aU  the  work  done  is  converted  into  heat? 

Am.  6.66X10' cals. 

42.  What  must  be  the  boiler  efficiency  in  order  that  a  Nordberg  quadruple 
expansion  engine  should  furnish  1  H.  P.  by  burning  1  lb.  of  soft  coal 
per  hour?  Ana,  88  per  cent,  for  average  soft  coal. 

43.  Plot  the  Gamot  cycle  with  entropy  as  abscisae  and  thermodynamic 
temperature  as  ordinate.  What  does  an  ar$a  on  this  diagram  repre- 
sent?   Derive  the  expression  for  the  efficiency  of  the  cycle. 
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MAGNETISM 

863.  Lodestones,  Magnets. — Pieces  of  iron-ore  are  sometimes 
found  which  show  a  strong  and  special  attraction  for  particles 
of  iron.  When  sUch  a  piece  of  iron-ore  is  dipped  into  iron  filings, 
the  filings  cling  to  it,  standing  out  in  tufts,  particularly  at  the 
edges  and  at  certain  points  on  the  piece  of  iron-ore.  A  piece  of 
iron-ore  which  shows  this  strong  and  special  attraction  for  iron 
is  called  a  lodesiane  or  natural  magnd. 

By  methods  which  we  will  study  later,  a  piece  of  tempered 
steel,  such  as  a  knitting  needle  or  a  file,  can  be  magnetized,  that 
is,  can  be  made  to  acquire  the  same  property  as  the  lodestone 
for  attracting  iron.  A*piece  of  magnetized  steel  is  often  called 
an  artificial  magnet  to  distinguish  it  from 
the  lodestone  or  natural  magnet.  It 
will  appear  later  that  there  are  no  es- 
sential differences  in  the  properties  of 
"artificial"  and  "natural"  magnets, 
and  we  shall  accordingly  use  the  term 
magnet  for  both  kinds.  Since  steel 
magnets  can  be  had  in  regular  and  con- 
venient forms,  they  are  better  adapted 
for  showing  the  properties  of  magnets 
and  will  be  used  altogether  in  our  study.  The  two  most  common 
shapes  given  to  such  magnets  are  the  U-shaped  or  horsenshoe 
magnet,  and  the  bar  magnet  (Fig.  228) . 

Magnetism  is  a  term  used  for  the  science  of  magnets. 

364.  Magnetic  Poles. — ^When  a  magnet  is  dipped  into  iron 
filings,  it  is  seen  that  there  are  certain  points  or  regions  on  the 
magnet  of  maximum  attraction,  and  other  regions  where  the 
attraction  is  zero.    A  point  of  maximum  attraction  is  called  a 
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magnetic  pole,  and  a  region  of  no  attraction  is  called  a  neutral 
region.  It  is  found  that  a  magnet  always  has  at  least  two  poles. 
In  a  knitting  needle  as  commonly  or  "normally''  magnetized, 
there  are  two  poles,  one  near  each  end  of  the  needle,  while  the 
middle  of  the  needle  is  a  neutral  region.    This  distribution  is 

shown  by  the  way  the  iron  filings 

cling  to  the  needle  (Fig.  229).    The 

^  ^^'  parts  of  a  magnet  showing  magnetic 

attraction  are  said  to  have  free  polarity,  the  total  polarity  of 

the  middle  region  being  zero  (§§369,  376).    The  straight  line 

joining  the  two  magnetic  poles  is  called  the  axis  of  the  magnet. 

366.  Two  Kiada  of  Poles. — If  a  normally  magnetized  knitting 
needle  is  suspended  so  that  it  rotates  freely  in  a  horizontal  plane 
about  its  middle  point,  the  needle  is  seen  to  come  to  rest  in  an 
approximately  north-andnsouth  line,  with  the  same  pole  always 
pointing  to  the  north,  and  with  the  other  pole  always  toward 
the  south.  The  magnetic  pole  which  points  northward  is  called 
the  north  (or  north-seeking)  pole,  and  the  other  pole  the  eouth 
(or  southHseeking)  pole.  ITie  north  pole  is  commonly  designated 
as  the  N  or  positive  (+)  pole,  and  the*south  pole  as  the  S  or 
negative  pole. 

An  all  important  property  of  magnets  is  shown  by  bringing 
the  N  pole  of  a  magnet  near  the  N  pole  of  a  second  magnet  which 
is  suspended.  It  is  found  that  there  is  a  repulsion  between  these 
ends  of  the  two  magnets.  If  on  the  other  hand,-  the  N  pole  is 
brought  near  the  8  pole  of  the  suspended  magnet,  there  is  found 
to  be  an  attraction  between  the  two  magnets. 

Hence  we  have  the  law:  Lti^e-named  magnetic  pdea  repd  each 
other,  and  unlike-named  magnetic  poles  attract  each  other. 

The  above  law  gives  us  a  means  of  testing  whether  a  bar  of 
iron  or  steel  is  a  magnet  or  simply  a  magnetic  svbstance,  that 
is,  a  substance  attracted  by  a  magnet.  If  a  steel  bar  shows  at 
any  point  a  repulsion  for  the  N  pole  of  a  suspended  magnet,  the 
bar  is  a  magnet  and  the  repulsion  indicates  the  location  of  the 
N  pole  of  the  bar.  If  the  steel  or  iron  bar  is  not  magnetized, 
every  point  of  the  bar  shows  attraction  for  either  pole  of  the 
magnet. 

866.  Experiment  of  Breaking  a  Magnet. — When  a  strongly 
magnetized  needle  is  dipped  into  iron  filings  it  is  found  that  the 
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filings  cling  in  tufts  at  the  poles  near  the  ends,  but  that  there 
are  no  filings  near  the  middle,  or  the  neutral  region.    If  now  we 
break  the  needle  at  the  middle,  we  get  two  complete  magnets. 
Upon  testing  each  half,  we  find  that  a  S  pole  appears  on  the 
side  of  the  break  towards  the  original  N  pole,  and  a  ft  pole  on 
the  side  towards  the  original  S  pole  (Fig.  230).    Each  half  can 
be  in  turn  broken,  and  four  mag- 
nets obtained  and  so  on  indefi-        i^  8\ 
nitely.    We  are  thus  lead  to  con- 
sider that  a  piece  of  iron  or  steel       EZZHZHJ  \f             13 
is  made  up  of  elementary  mag-    |^      ^|  |/y      s\  \n      8\  \n      al 
nets  with  equal  and  opposite 
poles  and  that  the  magnetiza- 
tion of  a  bar  of  iron  or  steel  consists  in  arranging  these  elementary 
magnets  of  the  bar.    In  an  unmagnetized  steel  or  iron  bar,  there 
is  no  general  trend  of  these  elementary  magnets  in  any  one  direc- 
tion, and  so  they  neutralize  each  other's  external  action  (Fig. 
231);  if,  however,  we  can  by  any  means  turn  the  majority  of 
the  elementary  magnets  of  a  bar  in  the  same  general  direction, 
then  the  bar  becomes  a  magnet  (Fig.  232) .    The  above  explana- 
tion of  the  action  of  a  magnet  has  been  termed  the  molecular 
theory  of  magneHem,  but  it  is  not  a  necessary  part  of  the  theory 
that  the  elementary  magnets  are  molecules  in  the  chemical 
sense  (see  §496  on  Electron  Theory  of  Magnetism). 

Fko.  281.  Fia.  289. 

An  experiment  to  illustrate  the  above  theory  of  magnetism 
is  the  magnetization  of  steel  filings  contained  in  a  glass  tube. 
By  stroking  the  tube  on  a  strong  magnet  the  filingSi  which  in 
general  are  magnets,  may  be  lined  up  in  the  direction  of  the  tube, 
so  that  there  results  a  N  pole  at  one  end  and  a  S  pole  at  the  other 
end.  This  is  shown  by  bringing  the  tube  up  to  a  delicately  sus^ 
pended  magnetic  needle.  If  now  the  filings  are  shaken  up,  so 
that  the  small  magnets  are  no  longer  lined  up  in  any  particular 
direction,  it  is  f  oimd  that  either  end  of  the  tube  of  filings  attracts 
either  pole  of  the  suspended  needle,  that  is,  the  tube  of  filings 
has  lost  its  magnetization. 
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Ewing'B  mode)  of  a  magnet  consists  of  a  number  of  small 
magnetic  needles,  mounted  on  pivots  upon  a  glass  plate,  (Fig. 
233).  The  magnetic  needles  take  no  special  direction  unless 
acted  on  by  one^or  more  large  steel  magnets  or  by  the  directive 
magnetic  action  of  a  coil 
n  carrying  an  electric  cur* 
rent  (see  §427).  Ev- 
ing's  model  can  be  made 
of  a  size  to  be  put  in  the 
vertical  beam  of  a  pro- 
jection lantern,  and  thus  the  motions  and  directions  of  the  small 
magnets  can  be  clearly  shown  to  a  large  class.  This  model  is 
also  used  to  explain  properties  of  a  magnet  which  depend  upon 
the  mutual  action  of  the  elementary  magnets  (see  Hysteresis, 
§497). 

367.  Magnetic  Unes  of  Force,  Magnetic  Field. — We  have  seen 
that  a  magnet  acts  upon  a  neighboring  magnet,  the  unlike 


poles  attracting  and  the  like  poles  repelling  each  other.  This 
action  was  assumed  by  earlier  writers  as  "direct  action  at  a 
distance,"  that  is,  as  taking  place  across  space  and  not  by  means 
of  any  intermediate  actions.  Faraday  and  Maxwell  showed 
that  the  action  of  one  magnet  upon  another  is  to  be  explained 
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as  due  to  lines  of  etress  which]  exist  in  the  space  between  the 
magnetic  poles.  These  lines  of  stress  c&n  be  traced  by  methods 
described   below,   and   are  called  "lines  of  magnetic  force." 


Magnetic  force  as  transmitted  along  these  lines  may  be  thought 
of  as  similar  to  a  "pull"  along  a  cord.    We  shall  see  later  that 
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a  mftgDetic  line  of  force  ia  probably  the  line  of  the  centers  of 
whirls  in  the  interyeuing  space.' 

The  lines  of  force  between  magnetic  polea  can  be  traeed  by 
means  of  iron  filings.  Thus,  Fig.  234a  shows  the  tracings  made 
by  filings  of  the  magnetic  lines  between  a  N  and  a  S  pole.  It  u 
formed  by  sprinkling  iron  filings  on  a  ^ass  plate,  with  the  two 
poles  beneaUi  the  ^ass,  and  at  the  same  time  gently  tapping 


the  g^ass  bo  that  the  filings  are  free  to  move.  The  filings  arrange 
themselves  in  lines  which  show  the  magnetic  lines  of  strees. 
Each  particle  in  the  filings  becomes,  for  the  time  being,  a  magnet, 
the  JV  pole  of  which  tends  to  move  in  one  direction  along  a  line 
of  force,  while  the  S  pole  tends  to  move  in  the  opposite  direction. 
Fig.  2846  shows  the  lines  of  force  as  traced  by  lines  about  a  bar 
magnet.  In  Fig.  234«  we  have  the  lines  between  two  N  poles; 
in  Fig.  234(1  the  lines  around  a  soft  iron  bar  in  the  field  between  a 
N  and  a  S  pole;  in  Fig.  234e  the  field  around  a  soft  iron  ring 
placed  between  a  fi  and  a  3  pole.  In  the  last  figure,  it  is  seen 
that  the  filings  form  no  lines  inside  of  the  ring,  that  is,  that 
region  is  shielded  from  the  magnetic  force  (see  £492). 

<  Tuaday  and  UaimlL  uid  mort  itudtoli  of  phrrios,  hmT*  azpUnwl  Um  U«iiimlwli» 
o.  •iMtcfml  and  lumtnaiu  oSMta.  bj  aBumina  tba  aiktanea  ot  a  mBdium  aalM 
idaa  of  tha  "Mbar."  baa  baao  on*  ol  Um  meat  balpful  and  cna- 
a,  but  It  bat  nanr  bMB  wJltaout  dlScuHlM.     To  *^Ua  aS  tha 
im.  alaotfiolty  ai  ~ 

a  diSknlt  tn  rat 
•Tw,  tha  baat  worUna  brpalbada  whl^  m  hmi«  fc 
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368.  Uagnetic  Field. — A  region  in  which  lines  of  magnetic 
force  exist  is  called  a  magn^ie  fidd.  All  the  region  about  a  mag- 
net is  thus  a  magnetic  field.  It  will  be  shown  later  that  the  region 
about  an  electric  current  is  also  a  magnetic  field.  The  earth  is 
surrounded  by  a  magnetic  field,  known  as  the  earth's  mag- 
netic field.  A  sensitive  test  of  a  magnetic  field  is  the  exertion 
of  force  on  a  delicately  suspended  magnetic  needle.  Such  a 
magnetic  needle  is  acted  on  by  fields  which  are  too  weak  to  turn 
iron  filings.  Thus  the  earth's  field  does  not  rotate  iron  filinge, 
but  it  acts  on  a  suspended  magnetic  needle. 

When  the  magnetic  lines  in  a  field  are  parallel  to  each  other, 
the  field  is  a  uniform  field.    The  earth's  magnetic  field,  in  places 


free  from  maasee  of  magnetic  substances  and  distant  from  electric 
currents,  is  practically  uniform  over  considerable  areas.  A 
suspended  magnetic  needle  points  in  practically  the  same  direc- 
tion throughout  such  a  field. 

In  mapping  a  field  by  a  magnetic  needle,  we  note  that  the 
suspended  needle  places  itself  tangentially  to  the  magnetic  line 
through  its  center.  The  positive  direction  of  the  magnetic  line 
is  that  in  which  the  N  pole  of  the  needle  tends  to  move.  It  is 
'  thus  seen  that  a  magnetic  line  in  air  starts  from  the  N  pole  of  a 
magnet  and  ends  in  a  iS  pole.     But  we  have  seen  that  a  N  and  a 
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S  pole  attract  each  other;  that  is,  the  magnetic  lines  tend  to 
shorten  or  contract.  Indeed,  in  Faraday's  thought,  the  attrac- 
tion between  the  two  unlike  poles  is  due  to  the  tension  of  the 
lines  which  join  the  poles,  these  magnetic  lines  acting  like 
stretched  rubber  cords.  It  is  noted  from  the  tracings  of  the 
lines  that  magnetic  lines  are  in  general  curves.  Faraday,  in  fact, 
often  referred  to  them  as  ''magnetic  curves.''  If,  however,  the 
only  property  of  a  magnetic  line  were  that  of  contraction,  the 
line  would  be  straight.  But  it  is  to  be  noted  that  lines  diverge 
from  each  other;  that  is,  the  general  form  of  the  lines  seems  to  be 
due  to  two  forces,  (a)  a  tension  along  the  line,  and  (6)  a  repulsion 
between  the  lines,  the  last  acting  like  a  pressure  at  right  angles 
to  the  lines.  James  Clerk  Maxwell  has  shown  mathematically 
that  the  properties  of  a  magnetic  field  and  the  resulting  forces 
acting  on  magnets  can  be  accoxmted  for  completely  by  the  longi- 
tudinal stress  and  the  lateral  or  perpendicular  pressure  in  the 
medium. 

369.  Methods  of  Magnetization. — We  can  magnetize  a  rod  of 
soft  Norway  iron  by  simply  holding  it  in  a  vertical  plane  through 
the  north-and-south  line  and  inclined  downward  about  70® 
from  the  horizontal;  after  a  very  little  tapping  or  perhaps  none, 
it  is  foxmd  that  the  end  pointing  northward  has  become  a  N  pole. 
That  is,  the  elementary  magnets  of  the  rod  have  been  lined  up 
under  the  action  of  the  earth's  magnetic  field.  Upon  placing 
the  rod  at  right  angles  to  the  earth's  magnetic  field  and  again 
tapping  it  li^tly,  it  is  found  to  have  lost  its  magnetization  as 
readily  as  it  gained  it.  The  rod  is  now  easily  magnetized  in  the 
opposite  direction  by  reversing  it  from  its  first  position,  and 
gently  tapping  it.  If  we  try  the  same  experiment  with  a  piece 
of  hard  iron  or  of  tool  steel,  it  is  found  that  the  hard  iron  or  steel 
can  be  magnetized  in  the  earth's  field  only  by  sharp  and  pro- 
longed tapping.  It  is  also  found  that  when  the  hard  iron  and  steel 
rods  are  once  magnetized,  they  retain  their  magnetization,  even 
when  their  position  in  the  field  is  changed.  This  property  of 
retaining  magnetization  is  called  magnetic  retentivity.  (The  term 
coercive  force,  once  used  for  magnetic  retentivity,  is  now  used  in  a 
different  sense.  See  §497  on  Hysteresis,  etc.).  The  elementary 
magnets  of  soft  iron  are  thus  easily  lined  up,  but  are  as  easily 
thrown  out  of  line  again.    The  dementary  magnets  of  steel 
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resist  a  change  of  direction,  and  hence  the  steel  is  less  easily 
magnetized,  but  when  once  it  is  magnetized,  it  retains  its  mag- 
netization.   Tool  steel  is  accordingly  adapted  for  permanent  mag- 
nets; soft  iron,  only  for  tem- 
porary magnets.    It  is  foxmd 
that  the  retentivity  of  steel  is 
greatly  increased  by  temper- 
ing it,  so  that  strong  perma-  ^^  ^^ 
nent  magnets  are  always  made 
of  steel  tempered  hard. 

From  the  above  we  see  that 
the  process  of  magnetization  fio.  386. 

consists  in  bringing  the  iron 

or  steel  into  a  magnetic  field.  Figs.  236  and  236  illustrate  what 
takes  place  according  to  the  molecular  theory.  In  the  first 
figure,  the  small  steel  magnets  point  in  all  directions,  and  the 
lines  of  force  are  practically  all  inside  the  group  of  magnets. 
In  the  second  figure,  the  small  magnets  are  pointed'  in  one  gen- 
eral direction,  and  the  external  field  is  approximately  that  of 
a  bar  magnet. 

To  magnetize  an  iron  or  steel  bar  so  that  it  is  a  strong  magnet, 
it  is  necessary  to  line  up  a  large  part  of  the  elementary  magnets 
of  the  bar,  and  this  calls  for  a  strong  magnetic  field.  Hence, 
such  a  weak  magnetic  field  as  that  of  the  earth  gives  only  com- 
paratively small  magnetizing  effects.  Strong  magnetic  fields 
are  obtained  by  using  strong  steel  magnets,  or  strong  electro- 
magnets (§483)  or  solenoids  with  a  large  number  of  ampere- 
turns  (§430).  We  shall  study  later  (§484)  the  quantitative 
relations  between  the  strength  of  the  magnetic  field  and  resultant 
intensity  of  magnetization  for  various  kinds  of  iron  and  steel 
(§486). 

S7D.  Magnetic  Substances  and  Induced  Magnetism. — ^If  a  piece 
of  soft  iron  or  steel  such  as  a  nail  is  brought  near  the  N  pole  of 
a  strong  magnet,  not  only  is  it  attracted,  but  it  acquires  the 
property  of  attracting  other  nails;  thus  a  whole  series  or  chain 
of  nails  may  be  held  up  by  the  poles  ''induced''  from  nail  to 
nail,  each  nail  becoming  for  the  time  a  magnet  (Fig.  237).  That 
is,  the  attraction  is  really  an  attraction  between  the  N  pole  of 
the  magnet  and  the  S  pole  that  is  induced  in  the  nail.    Magnetic 
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Bubstances  thus  are  substancee  which  become  magnetic  by  in- 
duction and  hence  are  attracted  by  a  magnet.  Iron,  and  to  a 
less  degree,  nickel  and  cobalt  and  an  alloy  of  copper,  manganese 

^  and  aluminum,  called  the  "  Heus- 
'  ler  alloy,"  are  the  substances 
showing  magnetic  properties  most 
strongly,  and  are  called  ferromag- 
netic,  but  many  other  substances 
show  a  slight  magnetic  attraction 
in  very  strong  fields.  Such  sub- 
stances are  called  paramagnetic.  Still  other  substances  as  bis- 
muth, are  repelled  by  a  strong  magnet.  Such  substances  are 
called  diamagnetic.  The  quantitative  relations  of  the  magnetic 
properties  of  substances  will  be  discussed  under  Magnetic  Induc- 
tion (§485). 

871.  Intermediata  Poles. — ^As  "normally"  magnetised  a  needle  has  only 
two  magnetie  poles,  but  it  is  possible  to  magnetise  a  steel  needle  so  as  to 
have  more  than   two  points   of 

marimum     magnetie    attraotion 

(Fig.  2386) .    In  Fig.  238a  is  shown 

one  method  of  securing  suoh  an  ir-  ^^ 

regular   magnetisation.    The  bar    ^  "^  <^* 

is  placed  so  that  each  end  rests  ^  ^ 

on  the  N  pole  of  a  bar  magne  ^^  ^^^^ 

and  It  is  stroked  at  the  middle  ^^^ ^ ^-^ 

with  the  8  pole  of  a  third  magnet.  %•  a/W»        — ^ 

The  bar  wiU  then  be  found  to  be  S  ^     ^  8 

magnetised  with  a  S  pole  at  each  Fio.  238ft. 

end  and  a  N  pole  in  the  middle    It 

is  evident  that  we  have  in  this  case  the  equivalent  of  two  magnets  with 

the  two  N  poles  at  the  middle.    The  intermediate  pole  is  sometimes  called 

a  *'eofi««9iisn/"  pole. 

872.  Coulomb's  Law  of  Magnetic  Force. — ^In  the  case  of  a 
slender  knitting  needle,  which  has  been  magnetized  in  a  strong 
uniform  magnetic  field,  the  elementary  magnets  are  generally 
80  perfectly  in  line  that  a  magnetic  pole  of  the  magnetised 
needle  can  be  assumed  for  distances  greater  than  a  few  centimeters 
to  be  a  point  very  near  the  end  of  the  needle.  (See  Fig.  220.) 
Coulomb,  a  French  physicist  and  mathematician,  in  1789  used 
slender  magnetic  needles  to  study  the  force  beween  two  magnetic 
poles  when  placed  at  different  distances.     He  found  that  the 
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force  between  the  poles  varied  inversely  as  the  square  of  the 
distance  between  the  poles.  Coulomb's  method  of  experiment- 
ing with  ''the  tondon  balance"  can  be  represented  diagram- 
matically  as  follows:  A  long  and  thin  needle  NS  (Fig.  289)  is 
suspended  horizontally  by  a  thin  silver  wire.  This  suspension 
wire  is  free  from  torsion  when  the  needle  is 
in  the  magnetic  meridian.  A  second  slender 
needle  N^S^  held  vertically  is  brought  so  that 
the  horizontal  distance  between  the  two  north 
poles  is  d  (as  measured  before  any  deflection  of 
NS  is  allowed).  If  NS  is  free  to  move,  it  is  de- 
flected by  the  repulsion  between  the  two  N  poles. 
To  bring  NS  to  its  original  position  a  twist  must 
be  given  to  the  suspension  wire,  by  turning  the 
torsion  head  until  the  force  of  torsion  is  equal 
to  the  force  of  repulsion  between  the  two  mag- 
netic poles.  The  force  between  the  two  poles 
is  measured  by  the  number  of  degrees  of  torsion 
in  the  wire  (§119).  By  thus  measuring  the 
forces  F',  F'\  F"\  etc.,  for  the  distances  dj,  d„  dj, 
etc.,  between  the  two  poles,  Coulomb  was  able 
to  show  that  r.F"\  ¥'"  ::  l/<Pi :  l/d>, :  l/d>„ 
that  is,  that  F  is  proportional  to  l/d*. 

We  can  now  define  the  c.  g.  s.  uniX  magnetic  poU,  or  pole  of  unit 
strength;  a  unit  magnetic  pole  is  one  which  when  placed  at  one 
centimeter  distance  in  a  vacuum  from  an  equal  and  like  pole  repde 
ii  with  a  force  of  one  dyne.  Hence,  if  the  centimeter  be  used  as 
the  unit  of  distance,  the  dyne  as  the  unit  of  force,  and  we  measure 
m  and  m'  in  terms  of  tiie  above  c.g.s.  unit  of  pole  strength, 
Coulomb's  law  for  a  vacuum  becomes 


8' 
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F  = 


mm' 


If  instead  of  a  vacuum  there  is  a  material  intervening  medium,  a 
factor  for  that  medium  l/;«  (§490)  must  be  used,  and  we  have 

/i~d^ 

The  factor  l//i  is  for  all  practical  purposes  equal  to  unity  for  air. 
The  proof  of  Coulomb's  law  does  not  rest  upon  Coulomb's 
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experiment,  which  is  necessarily  approximate,  but  upon  the  fact 
that  the  action  of  magnets  on  each  other  in  various  positions  can 
be  predicted  by  the  use  of  Coulomb's  law  (see  §377). 

378.  Intensity  or  Strength  of  a  Magnetic  Field. — ^The  force  F 
which  acts  on  a  magnetic  pole  placed  in  a  magnetic  field  depends 
upon  (a)  the  strength  m  of  the  pole  and  (6)  on  what  may  be 
called  the  strength  H  of  the  field.  This  suggests  the  following 
definition  of  the  strength  or  intensity  of  a  magnetic  field:  The 
strength  or  intensity  of  a  magnetic  field  at  a  paint  is  equal  to  -the 
number  of  dynes  of  force  which  act  on  a  unit  magnetic  pole  at 
the  point.  Hence  F=mXH.  From  this  formula  we  can  calculate 
the  force  acting  on  a  magnetic  pole  if  we  know  the  pole  strength 
and  the  field  intensityi  it  being  assumed  that  the  strength  of 
the  magnetic  field  is  not  appreciably  changed  by  the  pres- 
ence of  the  testing  pole.  Thus  in  the  earth's  field  of  intensity 
0.6  a  pole  of  strength  4,  is  acted  on  with  a  force  of  0.6  X 4 » 2.4 
dynes. 

The  unit  field  intensity  is  by  some  writers  called  the  gauss. 
Thus  the  earth's  magnetic  field  at  Washington  would  be  de- 
scribed as  a  field  of  0.6  gausses. 

374.  Quantitative  Use  of  Lines  of  Force. — Magnetic  lines  of 
force,  as  they  have  been  defined  above  (§367) ,  fix  only  the  direc- 
tion of  the  field.    The  fact  that  in  the  figures  made  by  iron  filings, 

the  lines  appear  most  numerous  where  the 
field  is  strongest,  suggests  that  the  intensity 
of  the  field  may  be  represented  by  the  num- 
ber of  the  lines  of  force.  To  this  end,  we 
agree  to  restrict  the  number  of  lines  drawn 
to  represent  a  magnetic  field  so  that  in  a  field 
of  unit  intensity  there  is  one  line  of  force 
240  ^^  square  centimeter  of  normal  section,  and 

in  a  field  of  intensity  H  there  are  H  lines 
per  square  centimeter;  or  the  intensity  of  the  field,  as  defined 
above,  is  numerically  equal  to  the  number  of  lines  per  square  cen- 
timeter cutting  a  plane  at  right  .angles  to  the  field.  That  a  line 
is  continuous  in  the  field  will  appear  from  a  consideration  of 
the  lines  entering  and  leaving  poles,  and  also  from  the  very 
nature  of  a  line  of  force. 
If  the  field  is  uniform,  the  total  number  of  lines  across  the 
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-m// 


field  of  section  S  would  thus  be  N^SH.  It  the  field  is  not  of 
uniform  intensity, 

N^(S,H,+S^H^  +  ,  etc.)  ^ISH 

By  the  following  consideration  we  see  that  ^nm  lines  of  farce 
emerge  from  a  pole  +m  in  a  vcumum.  Describe  about  the  pole 
m  as  center  a  spherical  surface  with  radius  r  (Fig.  240).  The 
intensity  of  the  field  on  the  sphere  is  by  Coulomb's  law 

rr    mXl 
ii  = — - — • 
r* 

This  field  H  is  evidently  at  right  angles  to  the  surface  of  the  sphere. 
Hence  there  are  m/r^  lines  across  each  square  centimeter  of  area 
of  the  sphere.  The  total  number  of  lines  coming  from  the  pole 
is  therefore 

N^8H^4xr*Xmlr*-4xm 

Since  this  is  true  for  any  and  every  value  of  r,  these  lines  are 
continuous.    In  a  similar  way  we  find  that 
4arm  lines  enter  the  pole  —  m. 

376.  Forces  on  a  Magnet  in  a  Magnetic 
Field. — A  magnetic  needle  in  a  uniform  mag- 
netic field,  such  as  the  earth's  field,  is  acted 
on  by  two  equal  and  opposite  forces,  the  force 
+mH  on  the  N  pole,  and  the  force  —  mJf  on 
the  8  pole.  Fig.  241.  We  thus  have  two  equal 
and  opposite  forces  acting  at  opposite  ends 
of  the  magnet,  that  is,  we  have  a  couple  (§98). 
The  action  on  the  magnetic  needle  is  simply 
to  rotate  it  into  the  line  of  the  field,  without 
translation.  This  can  be  easily  verified  by 
floating  a  magnetic  needle  on  a  cork  in  a  large 
basin  of  water.  The  needle  is  not  drawn  to 
the  north  nor  to  the  south  but  simply  ro- 
tates and  finally  comes  to  rest  in  the  magnetic  meridian.  We 
can  also  regard  the  experimental  fact  that  there  is  no  tractive 
force  on  a  magnet  in  the  uniform  field  of  the  earth,  as  a  proof  of 
the  assumption  made  above,  that  the  two  poles  +m  and  —  m,  are 
equal  in  strength. 

If  the  field  is  not  uniform,  but  is  stronger  at  one  pole  than  at 
the  other,  there  will  be  a  tractive  force  on  the  magnet.    It  is 

SI 


Fio.  241. 


322  ELECTRICITY  AND  MAGNETISM 

then  not  only  rotated,  but  also  acted  on  by  a  resultant  force 
in  one  direction  or  the  other. 

376.  Torque  in  a  Uniform  Field. — The  torque  or  moment  of 
the  couple  acting  on  a  magnetic  needle  in  a  uniform  field  is  easily 
expressed.  Consider  the  magnet  N8  of  length  I,  making  the 
angle  0  with  the  direction  of  the  field  XX'  (Fig.  241).  If  +m 
and  —  m  are  the  strengths  of  the  poles,  and  H  the  intensity  of 
the  field,  the  field  exerts  two  parallel  forces  +mJ7  and  —  mH,  and 
the  moment  of  the  couple  is  L  =  mH  X  (arm  of  the  couple) .  The 
arm  of  the  couple  ^2Np^20N  sin  0=^1  sin  0. 
Hence  L = Hml  sin  0, 

Put  ml^M,  then  L  =  HM  sin  0. 

The  term  ml  is  called  the  magnetic  moment  of  the  magnet.  The 
magnetic  moment  of  a  magnet  is  equal  to  the  product  of  the  pole 
strength  of  the  magnet  by  the  distance  between  the  poles.  When 
the  magnet  is  held  at  right  angles  to  the  field,  that  is,  when 
5=90*,  the  torque  is  L^HM. 

If  the  field  strength  H  is  unity,  then  the  torque  L  is 
equal  to  the  magnetic  moment  M,  and  it  follows  that :     The 

magnetic  moment  of  a  magnet 

^^3  si  w    numerically   equal   to  the 

^^3sa  torque  acting  on  it  when  it  is 

^^  held   at  right  angles  to  unit 

field. 

It  is  to  be  noted  that- the  magnetic  moment  of  a  magnet  is  a 
quantity  that  admits  of  exact  determination,  while  the  strength 
of  the  pole  m,  and  the  distance  I  between  the  two  poles,  cannot 
be  exactly  determined  in  a  physical  magnet. 

It  is  easy  to  see  that  the  magnetic  moment  of  a  bundle  of 
magnets  is  equal  to  the  algebraic  sum  of  the  magnetic  moments 
of  the  individual  magnets.  But  a  physical  magnet  is  to  be 
looked  upon  as  a  bundle  of  magnetic  filaments.  By  a  magnetic 
filament  we  mean  a  single  line  of  elementary  magnets,  arranged 
as  in  Fig.  242,  with  only  two  poles  "free,"  that  is,  poles  not 
neutralized  by  the  presence  of  equal  opposite  poles.  These  two 
''free"  poles  N  and  S,  form  the  poles  of  the  filament.  Hence  the 
magnetic  moment  of  the  whole  magnet  is  the  algebraic  sum  of 
the  magnetic  moments  of  these  filaments  of  the  elementary 
magnets. 
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877.  Calculation  of  the  Intensity  of  the  Magnetic  Field  in 
Special  Cases. — It  is  possible  by  the  use  of  Coulomb's  law  to 
calculate  the  strength  of  the  magnetic  field  at  certain  points 
about  a  magnet  of  known  magnetic  moment.  The  cases  of  most 
importance  are  for  the  two  positions  known  as  "position  A*' 
and  ''position  B  of  Gauss." 

For  Position  "  A.*' — Consider  the  strength  of  the  magnetic  fidd, 
due  to  a  bar  magnet  at  a  ''distant''  point  on  the  line  of  its  axis. 
The  strength  of  the  pole  is  m,  the  distance  between  the  poles 
or  length  of  the  magnet  is  2L;  the  problem  is  to  find  the  strength 
of  the  field  at  a  point  P  in  the  line  of  the  axis,  and  distant  r  from 
the  mid-point  of  the  axis  of  the  magnet  (Fig.  243).  By  Cou- 
lomb's law,  the  force  on  a  unit  positive  pole  at  P  is 


r* 2L >n 

H         ; 


+m  0          -^ 

Fio.  243. 


F 


{r-LY     {r+Ly 
4:rLm 

If  P  is  "distant,-'  so  that  L'  can  be  neglected  as  compared  with 
r*,  we  get 

4tLm    2M 

r«    "  r«"  ' 

or  the  strength  of  field  at  P  is 

2M  (A) 

r* 

The  direction  of  this  field  is  evidently  that  of  the  axial  line  OP. 

For  Position  "B." — Consider  the  strength  of  field  due  to  a 
magnet  at  a  "distant"  point  on  the  line  bisecting  the  axis  at 
right  angles  (Fig.  244). 

In  this  case  the  forces  acting  on  unit  pole  at  P,  are  a  repulsion 
due  to  +m,  represented  by  PA,  and  an  attraction  due  to  —  m, 
represented  by  PB.    The  resultant  is  represented  by  the  diag- 
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onal  PR.    Since  the  triangles  PAR  and  NPS  are  similar,  we 

have, 

PR    NS         2L 

PA''NP'^r*+ljy^^ 

But  PA  represents  the  force  exerted  by  +  m  on  the  unit  posi- 
tive pole  at  P,  or  from  the  law  of  Coulomb 

m 


PA  = 


{r'+L^)' 


-m 


+  in 


Fzo.  244. 


substituting  this  value  for  PA,  and  transposing  we  get  the 
resultant  force 

W    -DP-         ^^^ 

If  P  is  ''distant/'  so  that  L'  can  be  neglected  as  compared  with 
r*,  we  get 

(B) 


„      2Lm    M 
r        T 


The  direction  of  this  field  is  evidently  perpendicular  to  the  bi- 
secting line  OP,  or  parallel  to  the  magnet. 

From  the  above  it  is  seen  that  the  intensity  of  the  field  for 
position  "  A  "  is  twice  that  for  position  "  B''  for  the  same  magnet 
and  the  same  dilstance.  As  the  calculations  have  been  made  on 
the  assumption  of  Coulomb's  law,  we  have  here  a  means  of  testing 
this  law  by  comparing  experimentally  the  intensities  of  the  fields 
in  the  two  cases.  This  has  been  done  by  Gauss  and  the  results 
of  experiments  agree  with  the  law. 

378.  Methods  of  Comparing  the  Intensities  of  Two  Fields. — 
Since  the  force  acting  on  a  magnetic  pole  is  proportional  to  the 
intensity  of  the  field,  (that  is,  F^mH)  the  ratio  of  the  intensities 


MAGNETISM  325 

of  two  fields  is  equal  to  the  ratios  of  the  forces  which  act  on  the 
same  magnetic  pole  in  the  two  fields;  thus  H^  :  H^  ::  F^  :  F,, 
where  H^  and  J7,  are  the  intensities  of  the  two  fields,  and  F^  and 
F,  are  the  two  forces  on  the  pole  m  in  these  fields.  The 
forces  F|  and  F,  can  be  measured  by  the  following  methods: 

(a)  By  balancing  the  torque  on  a  suspended  magnet  by  the  tor- 

sion of  a  suspension  wire. 

(b)  By  the  vibrations  of  an  oscillating  magnet. 

(c)  By  the  deflections  produced  by  a  second  magnet. 

879.  Comparison  of  Magnetic  Fields  by  the  Torsion  Balance* — ^Fint 
suspend  the  magnet  by  a  wire  (or  quarts  fiber)  suspension,  and  arrange 
so  that  there  is  no  torsion  in  the  suspension  wire  when  the  needle  is  in 
the  direction  of  the  field.  Next  twist  the  wire  by  means  of  the  'torsion 
head"  until  the  needle  is  deflected  through  a  given  angle  ^  The  number 
of  d^rees  of  torsion,  x,  in  the  wire,  is  calculated  from  the  reading  of  the 
tormon  head  and  the  deflection  of  the  magnet  Then  Xi^kMH^  sin  ^| 
(f376)  where  A;  is  a  constant  for  a  given  suspending  wire  (f  168).  If  we 
repeat  this  experiment  with  the  same  magnet  and  the  same  suspension 
arrangements  in  a  second  magnetic  field  we  find  a  torsion  x^  for  deflected  ^,. 
Thus  X,  ^kMH^  sin  ^^    From  this  it  follows  directly  that 

H^  :  H^^Xi/mn  4»i  *  x^/sin  ^, 

If  the  deflection  ^j  be  made  equal  to  ^,.  the  proportion  becomes 

HJH.^xJx, 

380.  Comparison  of  Fields  by  the  Oscillations  of  a  Magnet. — 

When  a  suspended  magnet  is  deflected  through  an  angle  0  from 
the  direction  of  the  field,  it  is  acted  on  by  a  restoring  couple 
MH  sin  0  (§376).  For  small  angles,  the  sine  and  the  angle  are 
assumed  equal,  and  hence  the  restoring  couple  is  proportional 
to  0f  and  MH  0  a  —7a,  where  /  is  the  moment  of  inertia,  and  a 
the  angujar  acceleration  (see  §89).  Hence  the  motion  agrees 
with  the  definition  of  angular  harmonic  motion  (§118),  and  the 
period  T  is  given  by  the  formula 

T-'2n\/IIHM 
Transposing  we  get, 

M    T*"  M^ 

where  n  is  the  frequency  of  the  vibration.  By  allowing  the  same 
needle  to  vibrate  in  two  fields  of  strength  H^  and  H^,  and  noting 
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the  periods  T^  and  T,  or  frequencies  n^  and  n„  we  get  the  pro- 
portion, 

In  the  above,  it  is  assumed  that  the  moment  of  the  magnet  is 
constant,  and,  therefore,  the  method  cannot  be  used  in  strong 

fields,  that  is,  in  fields  which  change  the 
moment  of  the  magnet  by  induction. 
Fig.  245  shows  simple  apparatus  for 
making  observations  of  the  oscillations 
of  a  magnet.  The  magnet  is  a  cylinder, 
the  moment  Qf  inertia  of  which  can  be 
calculated  by  formula  (§93). 

381.  The  Tangent  Law. — When  a  mag- 
net is  under  the  action  of  two  fields  H 
and  12,  which  are  at  right  angles  to  each 
other,  it  takes  a  resultant  position  mak- 
ing an  angle  6  with  H,  and  an  angle 
(W-O)  with  R,  (Fig.  246) .  The  moment  of  the  couple  tending 
to  rotate  it  into  the  direction  of  H  is  L^^MH  sin  0,  and  that 
mto  the  direction  of  R  is  L^^MR  sin  (9(r-tf)=AfiB  cos  0. 
Since  the  magnet  comes  to  rest  at  the  deflection  0,  the  two 
opposite  torques  L^  and  L,  must  be  numerically  equal,  that  is, 
Li=L,  or 

MH  sin  B  =  MR  cos  6 
From  this  we  get 

R     sin  9 


Fio.  346. 


H    cosB 


tan  e 


Hence:  //  a  magnetic  needle  in  a  field  of  intensity  H  is  deflected 
through  an  angle  0  by  afiM  R  at  right  angles  to  H,  then  the  tangent 
of  the  angle  of  deflection  0  is  equal  to  the  ratio  of  the  strengths  of 
the  two  fields  R  and  H, 

The  tangent  law  is  used  in  the  tangent  galvanometer  (§436), 
and  most  other  magnetic  deflection  instruments.  It  is  an  applica- 
tion of  the  general  law  that  the  ratio  of  two  rectangular  forces 
is  equal  to  the  tangent  of  the  angle  which  the  resultant  makes 
with  the  first  component. 

882.  Comparison  of  Magnetic  Fields  by  the  Deflection  Experi- 
ment.— ^In  this  method  a  small  magnetic  needle  is  deflected  from 
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the  direction  of  the  field  by  a  second  magnet,  which  is  placed 
so  as  to  produce  a  field  at  right  angles  to  the  field  to  be 
measured.  A  simple  form  of  apparatus  for  this  experiment  is 
shown  in  Fig.  247  a  and  b.    It  consists  of  a  magnetic  compass  0 


TYttv tt  tYttryy r 

H 

Fio.  946. 


mounted  in  the  middle  of  a  graduated  bar  AB,  The  compass 
box  is  arranged  with  graduated  circle  so  that  the  deflection  of  the 
needle  can  be  read.  The  bar  A  fi  is  set  at  right  angles  to  the 
magnetic  field  H^,  and  the  zero  position  of  the  needle  is  read  on 
the  graduated  circle.    A  magnet  NS,  is  now  placed  at  a  point 


Fig.  247a. 


B  on  the  bar,  and  it  then  produces  a  magnetic  field  of  strength  R 
at  right  angles  to  the  field  H^.  The  needle  takes  a  resultant 
position,  making  an  angle  0i  with  the  field  H^^  such  that 
R/H^^iha  0^  (see  §381).  We  can  now  transfer  the  apparatus 
into  a  second  magnetic  field  J?,,  and  get  a  second  angle  of  de- 


328  ELECTRICITY  AND  MAGNETISM 

flection  9,.    Then  R/H^^  tan  0^.     Dividing  the  second  equation 

by  the  first,  we  get, 

Hj^tan  e^ 

ffj^tan^i 

The  ratio  of  the  tangents  of  the  two  angles  of  deflection  thus  gives 
the  ratio  of  the  intensities  of  the  two  magnetic  fields. 

0 


Fio.  3475. 

383.  Determination  of  H  and  M  in  Absolute  Measurements. — 
The  methods  described  above  (§§380,  382)  are  comparison 
methods,  that  is,  the  relative  strengths  of  magnetic  fields  are 
determined,  but  not  their  absolute  values.  The  absolute  meas- 
urements of  a  magnetic  field  such  as  that  of  the  earth  can  be 
made  by  a  combination  of  the  oscillation  and  the  deflection 
experiments  as  follows : 

First,  a  magnet  of  moment  M  is  allowed  to  vibrate  freely  in  a 
field  of  strength  H,  and  we  thus  get  the  relation  (§380), 

By  this,  the  value  of  the  product  HM  is  obtained. 

Second,  using  the  same  magnet  of  moment  M  as  the  deflect- 
ing magnet  in  the  deflection  experiment,  (§381),  we  get 

12/H=tanff 

But  in  §377,  we  have  seen  that  the  field  due  to  a  magnet  in  the 
"A"  position  is  R  =  2M/r*.    Substituting  this  value,  we  get 

M    r*tsji0  ^    ^ 

where  r  is  the  distance  in  centimeters  from  the  center  of  the 
magnet  Af  to  the  center  of  the  deflected  magnet  (Fig.  247) ,  0  is  the 
angle  that  the  deflected  magnet  makes  with  the  field  H,  and  M 
is  the  magnetic  moment  of  the  deflecting  magnet.  Combining 
equation  (I)  and  (II),  we  can  eliminate  M,  and  get  H  in  terms 
of  observed  quantities  and  numbers,  that  is,  in  absolute  measure. 
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(This  "strength  of  field"  is  the  horizontal  component  of  the  earth's 
field,  see  §387.) 

In  a  similar  way  we  can  get  M,  the  magnetic  moment  of  the 
magnet,  in  absolute  measure  by  eliminating  H  between  the  equa- 
tions (I)  and  (II). 

384.  Magnetometers  to  Determine  the  Horizontal  Component 
of  the  Earth's  Magnetic  Field. — By  the  use  of  simple  apparatus 
such  as  shown  in  Figs.  245  and  247,  the  value  of  ff,  the  horizontal 
component  of  the  earth's  magnetic  field,  can  be  determined  to 
an  accuracy  of  a  few  per  cent.  For  the  most  accurate  work, 
such  as  is  required  in  the  magnetic  surveys  of  the  governments 
of  the  United  States  and  Great  Britain,  the  "Kew''  unifilar 
magnetometer  is  used.  This  is  shown  in  Fig.  248.  arranged 
for  deflection  experiments.  The  general  method  is  that  of 
the  simpler  apparatus,  but  special  details  and  corrections  are 
involved  for  which  the  larger  laboratory  manuals  must  be 
consulted. 

886.  The  Earth  a  Magnet. — ^The  fact  that  a  suspended  mag- 
netic needle  tends  to  place  itself  in  a  north-and-south  line,  led 
to  the  theory  that  "the  globe  of  the  earth  is  a  great  lodestone," 
and  that  the  positive  ma^^etic  pole  of  the  earth  is  near  its 
south  geographical  pole,  and  its  negative  magnetic  pole  is 
near  its  geographical  north  pole.  Sir  William  Gilbert,  rightly 
called  "the  father"  of  magnetism  as  a  science,  first  published 
this  theory  in  1600  in  his  famous  book  the  **  De  Magneto."  But 
later  study  has  shown  that  the  magnetization  of  the  earth  is 
very  complex  and  the  two  so-called  "magnetic  poles"  of  the 
earth,  in  the  northern  and  southern  hemispheres  respectively, 
must  not  be  regarded  as  closely  analogous  to  the  pole  of  an 
ordinary  magnet,  but  are  merely  places  where  the  magnetic 
force  is  perpendicular  to  the  earth's  surface. 

The  study  of  the  earth's  magnetic  field  is  one  of  the  most  im- 
portant and  interesting  fields  of  science,  because  it  involves  the 
problem  of  how  and  why  the  earth  is  a  magnet,  and  also  because 
of  the  use  of  the  magnetic  compass  in  navigation  and  surveying 
and  in  the  absolute  electrical  measurements.  A  complete  descrip- 
tion of  the  earth's  magnetic  field  calls  for  determinations  of  (a) 
the  direction,  and  (b)  the  intensity  of  the  field  for  every  part  of 
the  earth. 
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886.  Direction  of  the  Earth's  Magnetic  Field.     Declination,  Dip. 

— ^It  is  found  *that  a  magnetic  needle  which  is  suspended  so  aa 
to  rotate  in  a  horizontal  plane,  doed  not  in  general  point  exactly 
to  the  geographical  north.  The  angle  which  such  a  needle  makes 
with  the  geographical  meridian  is  called  the  dedinatian.  This 
angle  varies  with  both  place  and  time.  Thus,  in  1905,  the  dec- 
lination of  the  magnetic  needle  at  London  was  16^  32.9'  W  of 
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north;  at  New  York  it  was  9**  0.8'  W,  and  at  San  Francisco  16* 
65'  E.  There  are  also  variations  with  time,  but  these  are  generally 
slow  or  transient  and  will  be  considered  in  (389.  A  vertical 
plane  through  the  axis  of  a  compass  needle  intersects  the  earth 
in  a  line  called  the  magnetic  meridian.  Evidently  the  declina- 
tion at  any  place  can  be  defined  as  the  angle  between  the 
geographical  and  magnetic  meridians. 

About  1544,  Hartmann  observed  that  a 
needle  which  was  balanced  horizontally  when 
non-magnetized,  was  no  longer  balanced  when 
magnetized,  but  dipped  with  its  north  pole 
downward.  The  magnetic  dip  or  indinaiion 
thus  observed  can  be  measured  by  an  instru- 
ment called  a  dip  circle.  This  consists  (Fig. 
249)  of  a  vertical  graduated  circle  which  can 
be  set  in  the  magnetic  meridian.  At  the 
center  of  the  circle  is  a  magnetic  needle 
which  is  balanced  on  a  horisontal  axis  through 
its  center  of  gravity,  so  as  to  rotate  freely 
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« 
in  the  plane  of  the  magnetic  meridian.  The  angle  which  a  mag- 
netic needle  balanced  at  its  center  of  gravity  makes  with  the 
horizontal  is  called  the  dip  or  indinatian.  In  the  northern  hemi- 
sphere, the  north  pole  of  the  needle  dips  downward,  or  the  dip 
is  positive,  while  in  the  southern  hemisphere,  the  south  pole  of 
the  needle  dips  downward,  or  the  dip  is  negative.  The  line  of 
no  dip,  which  encircles  the  earth  near  the  equa- 
tor, is  called  the  magnetic  equaior.  When  the 
declination  and  the  dip  are  known,  the  direction 
of  the  magnetic  field  is  evidently  determined. 

887.  Intensity  of  the  Earth's  Magnetic  Field. 
— ^The  method  of  (383,  for  the  determination  of 
the  intensity  of  a  magnetic  field  by  using  the 
same  magnet  in  deflection  and  osciUation  experi- 
ments, applies  to  the  earth's  field.  Evidently  the 
intensity  thus  determined  is  that  in  the  horizon-        ^•^  *^ 

tal  direction,  or  the  horizontal  component  H  of  the  earth's  field. 
If  we  know  the  dip  0,  and  the  horizontal  component  H,  we 
get  directly  the  total  intensity,  T,  that  is  (Fig.  250) , 

r=£f/cos^ 

The  vertical  component  V  is  also  given  by  the  relation 

y/ff=tan^ 

888.  Magnetic  Maps. — ^The  results  of  the  magnetic  surveys, 
in  which  the  declination,  the  dip  and  the  intensity  of  the  earth's 
magnetic  field  at  various  places  have  been  determined,  are  beet 
shown  by  means  of  lines  drawn  on  a  map.  A  line  drawn  through 
points  having  the  same  declination  is  called  an  ieogonie  lino 
Fig.  251  shows  the  isogenic  and  the  agonic  lines  for  the  world. 
The  amount  of  the  declination  is  indicated  by  the  figures  on 
the  line.  Thus  the  line  passing  near  New  York  is  that  of  10^  W. 
declination.  It  is  seen  that  the  Une,  passing  near  Cincinnati, 
Ohio,  has  a  declination  of  0^.    This  is  an  agonic  line. 

A  line  connecting  points  having  the  same  dip  or  inclination 
is  called  an  ieoclinie  line.  The  isoclinics  follow  the  general 
direction  of  the  parallels  of  latitude,  and  some  of  them  are  indi- 
cated by  dotted  lines  in  Fig.  251. 

Over  a  magnetic  pole,  the  dip  is  90^.  A  magnetic  pole  is  not 
at  the  corresponding  geographical  pole.    The  one  in  the  northern 


332 


ELECTRICITY  AND  MAGNETISM 


1 


a 

a 

c 
'S 

§ 

a 


UAQNETray  333 

hemisphere  is  at  i^eaeiit  in  the  neighborhood  of  97^  W.  long., 
and  76°  N.  lat.;  but  the  magnetic  polee  of  the  earth  are  not  to  be 
thought  of  &B  definite  points. 

A  line  connecting  points  of  the  same  intensity  is  called  an 
iaodynamic  line. 

SSS.  Time  Variations  of  the  Declination. — Observations  of  the 
magnetic  declination  have  been  taken  in  western  Europe  with 
more  or  less  regularity  since  1580.  Theee  observationa  show  that 
in  1580  there  was  an  easterly  declination  in  London  of  11^  15' 
which  decreased  until  it  was  zero  in  1657,  and  then  became 


westerly,  reaching  a  maximum  westerly  declination  of  about 
24°  38'  in  1818;  since  that  time  it  has  been  decreaung.  In  recent 
years  the  declination  has  been  decreasing  at  about  5'  per  year. 
This  variation  is  called  the  secviar  variation  of  the  declination. 
Observations  also  show  similar  secular  variations  of  inclination 
and  intensity.  In  addition  to  the  above  there  are  variations  of 
the  earth's  magnetic  elements,  which  have  annuo/  and  daily 
periods.  A  very  interesting  fact  in  terrestrial  magnetism  is  that 
times  of  disturbances  on  the  surface  of  the  sun  are  times  of 
maximum  changes  in  the  earth's  magnetism.  Thus  Fig.  252 
given  by  Bigelow  in  the  U.  S.  MorOhly  Weather  Review,  shows 
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that  the  eleven-year  period  of  the  sun  spots  corresponds  to 
periods  of  maximum  magnetic  variations.  The  phenomena  of 
the  aurora  barealis  are  also  closely  connected  with  magnetic  dis- 
turbances. 

Why  the  earth  is  a  magnetized  body  has  been  a  much  debated 
question.  Among  the  causes  discussed  have  been,  distributions 
of  magnetized  masses  in  the  earth,  and  the  presence  of  electric 
currents  in  the  earth  and  in  the  atmosphere.  No  complete  and 
satisfactory  theory  has,  however,  been  reached.  For  more  ex- 
tended discussions  of  terrestrial  magnetism,  the  student  is  referred 
to  the  article  in  the  eleventh  edition  of  the  Encyclopaedia  Britan- 
nica  and  to  various  articles  in  the  journal,  Terrestrial  Magnetism, 

ELECTROSTATICS 

390.  Fundamental  Experiments. — If  a  rod  of  hard  rubber  is 
rubbed  with  fur,  it  is  found  that  light  particles  are  attracted 
to  the  rod.  Thus  shreds  of  paper  and  pieces  of  pith  cling  to  the 
rubber,  and  after  a  short  contact  are  strongly  repelled.  A  very 
convenient  instrument  for  detecting  this  attraction  and  repulsion 
is  a  small  gilded  pith  ball  hung  by  a  silk  fiber.  A  body  which 
has  acquired  this  property  of  attracting  and  then  repelling  light 
particles  is  said  to  be  electrified.  The  cause  of  this  attraction  is 
ascribed  to  an  agent  called  ''electricity,"  and  the  electrified 
body  is  said  to  have  "a  charge  of  electricity,"  or  simply  to  be 
"  charged."  A  suspended  pith  ball  or  other  device  for  detecting 
electrification  is  called  an  electroscope. 

This  electrified  state  may  be  acquired  similarly  by  other 
substances.  Among  the  substances  which  show  it  very  strongly 
are  amber,  rubber,  resin,  sulphur,  sealing  wax  and  shellac  when 
rubbed  with  fur,  and  glass  and  crystals  when  rubbed  with  silk. 
It  will  be  seen  later  that  electrification  results  when  any  two 
different  substances  are  rubbed  together,  but  that,  in  most  cases, 
it  can  be  detected  only  by  special  appliances. 

391.  Two  Kinds  of  Electrification. — If  a  rubber  rod  which  has 
been  electrified  by  friction  with  fur  be  suspended  by  a  thread 
so  that  it  is  free  to  rotate  in  a  horizontal  plane  about  its  middle 
point,  it  is  found  that  this  rod  is  repelled  by  a  similarly  electrified 
rubber  rod.     If  next  a  glass  rod  be  electrified  by  friction  with  silk, 
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and  brought  near  the  suspended  electrified  rubber  rod,  there  is  an 
attraction.  In  the  same  way,  the  electrified  glass  rod  can  be 
suspended,  and  it  is  found  that  it  is  repelled  by  another  electrified 
glass  rod.  That  is,  the  electrification  of  glass  from  friction  with 
silk  acts  in  an  opposite  way  to  the  electrification  of  rubber  from 
friction  with  fur;  or,  in  other  words,  there  are  tivo  kindB  of 
electricity.  The  electricity  on  the  glass  is  called  positive  electric- 
ity; while  that  on  the  rubber  is  called  negative  electricity.  The 
above  experiments  show  that  bodies  charged  with  like  kinds  of 
dectricity  repd  each  other,  and  bodies  charged  vnth  unlike  kinds  of 
electricity  attract  each  other. 

We  have  seen  that  a  rubber  rod  becomes  electrified  negatively 
by  friction  with  fur.  If  we  now  test  the  fur,  we  find  that  it  also 
is  electrified,  but  that  it  attracts  the  electrified  rubber,  and  repels 
the  electrified  glass  rod.  That  is,  the  fur  becomes  electrified 
positively  at  the  same  time  that  the  rubber  becomes  electrified 
negatively.  In  the  same  way,  experiment  shows  that  in  the 
friction  of  glass  and  silk,  the  silk  becomes  electrified  negatively, 
while  the  glass  is  being  electrified  positively.  In  general,  when 
electrification  is  produced  by  the  friction  of  two.  di£Ferent  sub- 
stances, both  substances  are  electrified,  the  one  with  one  kind  of 
electrification  and  the  other  with  the  opposite  kind  of  electrifica- 
tion. In  the  following  list,  a  number  of  common  substances  are 
arranged  in  a  so-called  "  electric  series, "  the  order  being  chosen 
so  that  if  a  substance  be  rubbed  with  a  second  substance  which 
is  further  down  the  series,  the  first  substance  becomes  positively, 
and  the  second  substance  negatively  electrified.  Thus  when 
glass  is  rubbed  with  silk,  the  glass  is  positive  and  the  silk  negative, 
while  glass  rubbed  with  fur  becomes  negatively  electrified.  The 
electrification  of  a  substance,  however,  depends  so  largely  upon 
the  surface  conditions,  impurities,  temperature,  etc.,  that  the  order 
in  the  series  is  only  approximate. 


fur 

glass 

metals 

resin 

wool 

silk 

hard  rubber 

sulphur 

quarts 

wood 

sealing  wax 

gun  cotton 

892*  Transfer  of  Electricity,  Conductors  and  Insulators. — If  all 
points  of  an  electrified  rod  be  touched  to  a  metal  ball  which  is 
held  in  the  hand,  it  is  found  that  the  rubber  has  lost  all  of  its 
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electrification;  and  further,  if  the  experiment  is  repeated,  ex- 
cept that  the  ball  b  mounted  on  a  glass  or  rubber  stand,  it  is  found 
that  the  ball  has  acquired  the  electrification  of  the  rubber,  and 
that  it  attracts  and  then  repels  light  particles,  such  as  the  sus- 
pended pith  ball.  By  touching  the  mounted  ball  to  a  second 
mounted  ball,  a  portion  of  the  electrification  is  again  transferred. 
Electrification  can  thus  be  transferred  from  body  to  body  by 
conduction.  The  repulsion  of  the  pith  ball  after  it  has  touched  a 
charged  body,  b  due  to  its  becoming  charged  by  conduction  with 
the  same  kind  of  electricity  as  the  charged  body. 

But  the  metal  and  the  rubber  differ  in  one  very  important 
respect.  If  the  metal  ball  is  touched  at  any  one  point  by  a  wire 
or  by  the  hand,  and  is  thus  connected  to  the  earth  through  the 
wire  or  the  human  body,  the  whole  ball  loses  its  charge.  But 
an  electrified  rubber  or  glass  rod  is  not  completely  discharged 
unless  every  point  of  the  rod  is  touched  with  the  wire  or  with  the 
hand.  That  is,  electricity  moves  freely  from  point  to  point  of 
the  metal,  but  does  not  move  readily  along  rubber  or  glass.  This 
difference  is  further  shown  by  joining  the  electrified  mounted 
ball  with  a  second  mounted  ball,  first,  by  a  glass  or  rubber  rod, 
and  second,  by  a  metal  rod  supported  by  a  rubber  handle. 
The  electrification  is  transmitted  or  conducted  along  the  metallic 
connections   but  not  along  the  glass  or  the  rubber  connection. 

Metals  are  thus  seen  to  be  good  conductors  of  electrification  or 
electricity,  while  glass  and  rubber  are  poor  conductors  or  intula' 
tors.  It  is  now  apparent  that  the  purpose  of  mounting  a  metal 
body  on  a  glass  or  rubber  support  is  to  insulate  it  from  the  earth 
and  other  bodies. 

Experiments  show  that  no  substance  is  a  perfect  insulator,  and 
likewise  that  no  substance  is  a  perfect  conductor  of  electricity. 
The  best  insulators  are  amber,  rubber,  sulphur,  shellac,  glass, 
porcelain,  quartz,  air,  silk,  etc.;  the  best  conductors  are  the 
metals,  acids,  moist  earth,  etc.  Dry  wood,  paper,  cotton  and 
linen  thread,  etc.,  are  semi-conductors. 

Gilbert  called  such  substanoes  as  azober,  rubber,  glass,  sealing  wax, 
quarts,  etc.,  electrics,  after  the  Greek  word  for  amber  (iSKuerpop).  It  was 
known  to  the  ancient  Greeks  that  amber,  when  rubbed,  acquired  the  strik- 
ing property  of  attracting  pith,  straw,  and  other  light  bodies,  but  up  to 
1600  this  was  an  isolated  fact  regarded  as  peculiar  to  amber  and  /et- 
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Gflbert  showed  that  many  other  substances  acted  like  amber  when  rubbed, 
and  hence  he  called  such  substances,  electrics,  or  amber-like  bodies.  Gilbert 
failed  to  find  the  same  property  in  metals,  when  he  rubbed  them,  and  hence 
he  called  them  nonrcledrics.  It  was  not  until  many  years  later  (1736)  that 
Stephen  Gray,  another  Englishman,  showed  that  some  substances  were 
good  conductors  of  electricity  and  other  substances  bad  conductors  or  in- 
sulators. It  was  then  possible  to  show  that  a  metal  body  is  readily  electri- 
fied by  friction,  provided  the  metal  is  supported  on  an  insulating  stand. 
After  this  discovery  the  terms  "electrics"  and  "non-electrics"  lost  their 
meaning,  and  in  the  present  literature  they  have  only  a  historical  interest. 

393.  Electrification  by  Electrostatic  Induction. — If  an  insulated 
conductor,  A,  be  electrifiied,  say  positively,  and  brought  near  B, 
a  second  insulated  conductor, 
B  becomes  electrified.    This  is       ^  *  ^       /*^  f^^ 

shown  by  the  repulsion  of  the     j    m]^    "(^ o M* 

small    pith   ball  electroscopes     A„^    a     '^ U ^* 

which  are  attached  to  each  end 
of  B.  By  bringing  a  suspended 
gilded  pith  ball  in  contact  with 
A  and  thus  charging  the  ball  pio.  253. 

with   positive   electricity,    we 

can  test  the  charges  on  B.  It  is  found  that  the  near  end 
of  B  attracts,  and  the  far  end  repels  the  pith  ball;  that  is,  the 
electrification  on  J3  is  of  two  kinds,  the  far  end  having  the 
same  kind  as  that  on  A,  and  the  near  end  having  the  opposite 
kind  to  that  on  J3.  If  il  is  now  moved  to  a  distance  from 
5,  B  is  no  longer  charged,  but  becomes  charged  again  when 
A  is  brought  back.  If  B  is  now  joined  to  the  earth  by  a 
wire  or  by  the  hand,  the  charge  at  the  far  end  of  B  disap- 
pears, but  the  charge  on  the  near  end  remains.  The  charge  on 
the  near  end  is  called  a  "bound  charge,''  while  that  on  the  far  end 
is  called  a  ''free  charge.''  The  "free  charge"  is  one  that  escapes 
when  joined  by  a  conductor  to  the  earth,  while  the  "bound 
charge"  does  not  so  escape,  because  it  is  attracted  by  a  charge 
of  the  opposite  kind.  If  the  connection  of  B  with  the  earth  is 
broken,  and  A  removed,  it  is  found  that  the  charge  on  B  dis- 
tributes itself  over  the  conductor  and  is  "free."  The  conductor 
B  is  then  electrified  oppositely  to  A,  while  the  charge  on  A  is  not 
diminished.  The  above  process  is  called  charging  a  body  by 
dectroaUUic  induction  or  influence. 

28 
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394.  Theories  of  Electricity. — It  has  been  stated  that  electri- 
fication is  assumed  to  be  due  to  an  agent  called  "electricity.'' 
Various  theories  have  been  held  as  to  the  nature  of  electricity. 

One  of  the  first  theories  was  that  due  to  Benjamin  Franklin 
and,  although  stated  a  hundred  and  sixty  years  ago,  it  is  still, 
in  the  essentials,  one  of  the  most  consistent  theories  of  electricity. 
Franklin  assumed  that  there  is  an  "electrical  matter/'  probably 
consisting  of  very  fine  particles,  so  light  as  to  be  practically 
imponderable  or  without  weight,  and  that  this  electrical  matter 
flows  most  freely,  that  is,  it  is  a  "fluid."  This  electrical  fluid 
is  distributed  throughout  all  bodies,  and  each  body  has  naturally 
a  certain  normal  amount  of  it.  If  more  than  this  normal  amount 
is  added  to  a  body,  the  body  is  positively  electrified;  if  the  body 
by  any  means  has  less  than  its  normal  amount  of  the  fluid,  the 
body  is  negatively  electrified.  Further,  "electrical  matter 
differs  from  common  matter  in  that  the  parts  of  electrical  matter 
naturally  repel  each  other,"  but  they  attract  ordinary  matter. 
Thus  the  process  of  electrifying  rubber  by  friction  is  one  in  which 
the  fur  gets  more  than  its  normal  amount  of  the  electrical  fluid, 
and  the  rubber  less  than  its  normal  amount,  while,  in  rubbing 
glass  with  silk,  the  glass  gains  electrical  fiuid  at  the  expense  of 
the  silk.  To  electrify  a  body  positively  is  thus  simply  to  trans- 
fer from  a  second  body  a  portion  of  its  electrical  fluid,  and 
the  second  body  will  then  have  a  deficit  or  will  be  negatively 
electrified. 

Another  fluid  theory  of  electricity,  that  has  been  widely  held, 
is  Symner^s  two-fluid  theory  of  electricity.  Symner  assumed 
that  there  are  two  electrical  fluids,  a  positive  fluid  and  a  negative 
fluid.  In  its  neutral  or  unelectrified  condition,  a  body  has  equal 
quantities  of  these  two  fluids;  when  a  body  is  electrified  posi- 
tively, it  has  more  positive  than  negative  fluid;  and  when  electri- 
fied negatively,  it  has  more  negative  than  positive  fluid.  It  is 
further  assumed  that  the  two  fluids  attract  each  other.  It  is 
evident  that  the  above  fluid  theories  are  equivalent  to  each  other, 
if  we  simply  suppose  Symner's  negative  fluid  is  the  "deficit  of 
the  positive  fluid."  The  Franklin  theory  has  the  advantage  of 
assuming  only  a  single  fluid,  and  is  more  nearly  in  accord  with 
the  present  electron  theory  of  electricity. 

The  electron  theory  of  electricity  is  Franklin's  one-fluid  theory 


ELECTROSTATICS  389 

extended  and  made  much  more  precise  so  as  to  account  for 
numerous  phenomena  recently  discovered.  According  to  this 
theory  electrification  is  due  to  negatively  charged  particles, 
called  electrons  or  corpuscles,  which  are  all  precisely  similar  but 
very  much  smaller  than  the  smallest  atoms.  In  its  natural  un- 
electrified  condition  a  body  has  a  certain  number  of  electrons; 
when  it  has  more  than  this  normal  number,  the  body  is  nega- 
tively electrified,  and,  when  it  has  less  than  the  normal  number, 
it  is  positively  electrified.  Different  lines  of  research  have  shown 
that  the  mass  of  an  electron  must  be  about  1/1800  of  the  mass  of 
a  hydrogen  atom.  It  seems  probable  that  in  a  non-conductor 
most  of  the  electrons  are  associated  with  or  bound  to  atoms  and 
possibly  vibrate  or  rotate  about  the  centers  of  atoms,  as  planets 
rotate  about  the  sun;  but  in  conductors  most  of  the  electrons  are 
dissociated  from  atoms  and  are  capable  of  moving  about  freely, 
thus  accounting  for  the  flow  of  electricity  in  conductors.  While 
the  body  of  evidence  for  the  electron  theory  in  some  form  is  very 
great,  the  mechanism  of  the  attraction  between  electrons  and 
atoms  which  have  less  than  the  normal  number  of  electrons 
remains  as  yet  unexplained,  and,  to  allow  for  this  difficulty^  it 
is  still  customary  to  speak  of  an  atom  as  having  a  charge  or 
"nucleus"  of  positive  electricity  which  it  cannot  lose. 

The  fluid  theory  of  electricity  has  in  some  form  been  used  so 
long  as  a  working  hypothesis,  that  the  terms  of  electrical  science 
are  based  on  the  concept  of  a  fluid.  But  in  using  such  words 
as  "flow,"  "current,"  etc.,  we  do  not  commit  ourselves  to  any 
particular  theory.  ^^^*^ 

396.  Gold-leaf  Electroscope. — ^The  most  sensitive 
and  generally  useful  means  of  detecting  electrifica- 
tion is  the  gold-leaf  electroscope.  In  its  usual 
form,  it  consists  of  two  pieces  of  gold  leaf  hung 
beside  each  other  from  the  lower  end  of  an  in- 
sulated metal  rod.  The  upper  end  of  the  rod  termi- 
nates in  a  ball  or  a  plate.  The  gold  leaves  are 
enclosed  in  a  case  made  wholly  or  partly  of  glass,  for 
protection  from  air  currents  and  so  that  the  move-  Fko.  25r 
ment  of  the  leaves  can  be  observed.  When  the  case 
is  largely  of  glass,  strips  of  tin  foil  are  often  pasted  on  the  glass 
and  connected  through  the  base  to  earth  for  "soreening"^($396). 
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If  the  plate  of  the  electroscope  is  electrified  by  contact  with 
a  charged  body,  the  leaves,  being  charged  with  like  kinds  of 
electricityi  diverge,  and  stay  apart  until  the  electroscope  is  dis- 
charged by  connection  with  the  earth. 

The  more  usual  method  of  charging  the  electroscope  is  by 
electrostatic  induction.  When  a  body  which  is  charged  posi- 
tively is  brought  near  the  plate,  che  latter  becomes  charged  with 
a  "bound"  negative  charge  and  the  leaves  with  a  "free"  posi- 
tive charge.  The  free  charge  escapes  when  connection  is  made 
to  earth,  and  the  leaves  collapse.  The  earth  connection  is  now 
broken  and  the  electrified  body  is  then  removed,  thus  freeing 
the  "bound"  negative  charge.  This  spreads  over  the  electro- 
scope and  the  leaves  diverge.  The  electroscope  is  thus  charged 
negatively,  that  is,  oppositely  to  the  inducing  charge.  If  now  a 
positive  charge  is  again  brought  up,  the  leaves  collapse  but,  if  a 
negative  charge  is  brought  up,  the  leaves  diverge  still  further. 
Hence,  if  we.  know  the  kind  of  charge  on  an  electroscope,  we  can 
determine  the  kind  of  charge  on  a  body.  If  the  leaves  ^r«t  con- 
verge as  the  body  is  brought  up,  then  the  body  is  charged  oppo- 
site to  the  electroscope;  if  the  leaves  diverge  as  the  body  is 
brought  up,  then  the  body  is  charged  with  the  same  kind  of 
electricity  as  the  electroscope. 

In  a  modified  form  of  the  gold-leaf  electroscope  (Fig.  255),  m  single  strip  of 
gold  leaf  hangs  along  a  brass  plate.    The  exact  divergence  of  the  gold  leaf 

from  the  plate  is  easier  to  determine  than  the 
amount  of  divergence  of  two  leaves,  and  so  this 
form  is  better,  adapted  for  making  measurements. 
The  figure  also  shows  devices  to  secure  the  highest 
insulation.  The  brass  plate  P  with  its  gold-leaf 
strip  L  is  supported  separately  by  a  sulphur  bead 
S,  and  connection  for  charging  is  made  by  a  special 
charging  wire.  The  latter  is  a  wire  bent  with  two 
right  angles,  and  fixed  so  that,  by  turning  it,  con- 
nection between  the  gold  leaf  and  the  upper  disk 
can  be  made  or  broken. 


Fio.  355. 


896.  Electricity  Confined  to  Surface  of  Con- 
ductors.— ^A  very  important  law  in  the  distri- 
bution of  electrification  on  conductors  is  that  it  is  all  on  the  sur- 
face of  the  conductor.  One  method  of  showing  this  is  by  means 
of  a  hollow  conductor  in  which  there  is  a  small  opening.    The 
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conductor  is  insulated  and  charged.  If  a  small  metal  plate  with 
an  insulating  handle,  called  a  "proof  plane,"  be 
how  brought  in  contact  with  the  varioua  parts  of 
the  surface  of  the  conductor,  and  then  tested  by 
bringing  it  to  the  gold-leaf  electroscope,  it  is  found 
to  be  charged.  But  if  it  be  touched  on  the  inside 
and  brought  to  the  electroscope  there  is  no  charge.  - 
That  ia,  there  is  no  charge  on  the  inside  of  a  con- 
ductor, unless  the  charge  is  insulated  from  the 
conductor. 

Another  experiment  showing  this,  is  to  charge  an 
insulated  metal  body,  and,  after  carefully  introduc- 
ing it  through  the  opening  of  the  hollow  conductor, 
to  touch  it  to  the  inside  of  the  hollow  conductor;  on 
removing  and  testing  Uie  body,  it  is  found  to  be 
completely  discharged,  its  charge  being  now  found 
on  the  outside  of  the  conductor. 

Aaother  ezperimcot  Ib  shown  In  ¥lg.  257.    A,  a  met«l  sphere  on  Mt 
Inaulating  stand.  Is  ehu^ed.    Two  insulated  hemispherical  metal  oupa, 
B  and  C,  are  arranged  so  as  to  aompletely 
sndosa  and  touch  A.     When  B  and  C  are  r^ 
mond,  it  is  found  that  A  is  fiee  from  any 
ehaige  and  all  the  oha^e  is  on  fi  and  C. 

Btill  another  experiment  showing  the  tame 
law,  is  to  put  a  seiudtive  eleotroaoope  Inside 
a  finely  woven  wire  cage,  oonaeoting  it  with 
the  cage.  The  insulated  cage  can  now  be 
stronglj  electrified  and  still  the  electroscope 
wiU  show  no  charge  on  the  innde.  Faraday 
eonstruoted  a  large  metallic  covered  box  whidi 
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he  insulated,  and  into  it  he  carried  his  most  sensitive  electroscopes.  He 
found  that  these  showed  no  eSeots,  even  wheu  ipark  discharges  took  place 
from  the  outside.  Experiments  with  the  thinnwt  of  films  show  that  the 
electrification  l^always  on  the  surfaoe. 
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The  above  experiments  also  show  that  a  body  can  be  shielded 
from  outside  electrical  disturbances  by  surrounding  it  with  a 
metal  case.  This  is  done  frequently  with  measuring  instru- 
ments, especially  with  electroscopes   and  electrometers.    The 

explanation  of  the  above  facts  in  terms 
of  lines  of  force  will  be  given  later  ($399) . 
S97.  Distribution  of  Electrification  on 
Conductors.  Effect  of  PairUa. — We  can 
investigate  the  distribution  of  electrifi- 
cation on  the  different  parts  of  a  con- 
ductor by  means  of  a  ''proof  plane"  and 
a  gold-leaf  electroscope.  For  this  pur- 
pose take  an  egg-shaped  conductor  and 
charge  it.  Touch  the  proof  plane  to 
various  parts  of  the  conductor  and  then 
test  the  proof  plane  by  the  electroscope 
(Fig.  259).  It  is  found  that  the  deflec- 
tion of  the  electroscope  is  greatest  when  the  "proof  plane"  has 
been  in  contact  with  the  pointed  end  of  the  conductor,  and 
least  when  it  has  been  in  contact  with  the  flat  parts  of  the  con- 
ductor; or,  in  general,  that  the  electrification  is  greatest  at  parts  of 
greatest  curvature. 

The  curvature  of  a  sharp  point  approaches 
infinity,  and  it  follows  from  the  above,  that 
the  electrification  on  such  a  point  should 
become  very  great.  That  this  is  so  is  shown 
by  the  fact  that  an  insulated  conductor  sup- 
plied with  needle  points  discharges  itself  almost 
immediately.  Also,  if  a  needle  point  be  held 
toward  a  charged  conductor,  the  conductor  loses 
its  charge  almost  immediately.  The  induced 
electrification  on  the  point  is  so  great  that  it  somehow  breaks 
^  '^  across  and  discharges  the  conductor.    An 

interesting  device  for  showing  the  discharge 
from  points  is  "  the  electric  wheel "  (Fig.  260) . 
It  consists  of  a  series  of  pointed  wires  in- 
serted horizontally  into  a  metal  ball,  which  is  balanced  on 
a   steel  point,  the  pointed  wires  being  arranged  as  shown,  in 
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a  "whirL"     The  discharge  from  the  poiota  causes  a  reaction 

which  drivea  the  wheel  around  rapidly. 

A  metal  rod  carrying  a  row  of  metallic 

points  (Fig.  261),  and  called  a  "comb," 

ia  uaed  in  static  electrical  machines  to 

collect  the  charges  from  the  revolving 

glass  plates  across  a  short  air  space 

(see  S409)- 

398.  fields  and  Lines  of  Electric 
Force. — The  experiments  which   we 
have  described  above  can  all  be  ex- 
plained, if  we  assume  that  one  electric 
eharge  acts  on  another  "at  a  dis- 
tance," that  is,  directly  across  space 
without  the  action  of  an  intervening 
medium.     Thus,  to  explain  electro- 
static induction,  we  might  say  that  [ 
the  positive  charge  on  a  body  A  repels 
the  positive  charge  in  the  gold-leaf 
electroscope  to  the  leaves,  and  attracts  the  negative  electricity 
to  the  plate,  in  this  account  making  no  mention  of  any  inter- 
vening medium.     But  a  simple  experiment  shows  that  the  inter- 
vening medium  cannot  be  neglected.     If  we  introduce  a  thick 
plate  of  hard  rubber,  R,  between  the  inducing  charge  on  A,  (Fig. 
262),  and  the  electroscope  E,  we  see  that  the  leaves  come  nearer 
together,  and  when  the  hard  rubber 
plate  is  removed,  they  go  back  to 
their  original  position.    The  action  is 
similar  with  plates  of  sulphur,  shellac, 
glass  and  other  insulators.     That  is, 
we  see  that  the  inductive  action  of  A 
upon  the  electroscope,  depends  upon 
the    intervening    medium.      Similar 
phenomena  led  Michael  Faraday  to 
y^  ^g^  a  study  of  the  insulating  medium. 

(See  £413.) 
Faraday  could  not  conceive  that  one  body  could  act  upon 
aoother  otherwise  than  by  a  push  or  a  pull  through  an  inter- 
vening body  or  medium  of  some  kind.     Like  Newton  in  the  case 
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of  gravitation  he  could  not  tJiink  of  "a  body  acting  where  it  waa 
Dot."  Faraday,  therefore,  called  aninsulating  medium  a  dieUetrie, 
a  word  auggesting  electric  action  through  or  across  the  medium, 
because  he  thought  of  the  electric  action  as  due  to  streBses  in  the 
intervening  insulators.  In  accordance  with  this  idea,  he  called 
the  space  about  an  electrified  body  a  Jidd  of  eUctneforct,  or  an 
electric  fidd.     We  can  think  of  an  electric  field  as  a  region  in 


which  there  are  electric  stresses,  and  theee  atresses  can  be  indi- 
cated by  lines  or  tubes.  A  line  of  electric  force  is  the  path  along 
which  a  small  positive  charge  tends  to  move.  Thus,  about  an 
electrified  sphere  there  are  radial  lines  or  tubee,  indicating  the 
direction  of  the  stress  in  the  field.  We  can  map  out  these  lines 
of  stress  by  taking  a  email  positively  electrified  body,  and  noting 
the  direction  of  the  force  on  the  body  at  each  point.  In  the  case 
of  a  charged  sphere  hung  in  air 
at  a  very  great  distance  from  all 
other  conductors,  these  lines  ap- 
parently disappear  where  the 
forces  become  too  smaU  to  detect, 
but  if  there  are  two  conductors, 
(Fig.  264a),  one  charged  posi- 
tively and  the  other  negatively, 
many  of  the  lines  that  start 
from  the  positive  charge  will  be  * 
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found  to  terminate  in  the  negative  charge.    Figure  2646  shows 
the  lines  of  force  of  the  field  due  to  two  equal  positive  charges. 

The  mechanism  of  an  electric .  field  is  not  yet  well  understood 
Faraday  regarded  a  line  or  tube  of  electric  force  as  a  chain  of  "polarised'' 
particles  of  the  intervenir^;  medium.  By  a  "polarized"  body  is  meant  a 
body  which  has  equal  bu#  opposite  properties  at  its  two  ends  or  sides. 
Thus  a  bar  magnet  with  its  equal  north  and  south  poles,  or  a  metal  sphere 
with  equal  positive  and  negative  Induced  charges  is  polarised. 

According  to  the  electron  theory  each  polarised  particle  in  a  dielectric 
eonsists  of  an  atom  and  its  associated  electrons.  Being  oppositely  charged, 
they  will  tend  to  move  in  opposite  directions  in  an  electric  field,  but  the 
separation  will  be  very  slight  and  will  be  limited  by  the  attractions  between 
them.  The  separation  will  be  greater  the  greater  the  intensity  of  the  field. 
We  can  thus  form  an  instructive  mental  picture  of  what  takes  place  in  a 
dielectric,  but  this  will  not  apply  to  an  electric  field  in  a  vacuum  and  for 
this  we  have  at  present  no  explanation. 

399.  Faraday's  Ice-pail  Experiment — lines  of  electric  force 
start  from  positive  charges  of  electricity  and  terminate  in  nega- 
tive charges  and  there  is  a  negative  charge  somewhere  corre- 
sponding to  every  positive  charge.  An  experiment  due  to  Fara- 
day (Fig.  265)  proves  this  to  be  the  case.  It  is  known  as  'Hhe 
ice-pail  experiment,''  because,  when  it  was  first  performed,  a 
metal  ice-pail  was  used  as  the  most  convenient  vessel  at  hand. 

A  metal  vessel  B  with  a  narrowed  opening  is  insulated  and 
connected  by  a  wire  with  the  uncharged  gold-leaf  electroscope 
E.  The  ball  A,  hung  by  a  silk  thread  and  charged  positively,  is 
let  down  into  B,  but  does  not  touch  B;  the  electroscope  becomes 
charged  positively,  and  on  the  insde  of  B  we  have  an  induced 
negative  charge.  If  A  is  removedi 
without  touching  B,  the  electro-  *~\ 
scope  leaves  contract,  showing  that 
the  two  induced  charges  unite  and 
exactly  neutralize  each  other.  Now 
if  A  is  again  put  inside,  the  leaves 
of  the  electroscope  again  diverge; 
and  if  now  the  ball  is  touched  to 
B,  there  is  no  change  in  the  di- 
vergence of  the  dectroecope.  When  feo.  265. 
A  is  taken  out,  it  is  found  to  be 

discharged.      Evidently   the    positive    charge    on    A    exactly 
neutralised  the  induced  negative  charge  on  the  inside  of  B,  and 
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thus  B  and  E  remain  charged  poeitively.  Hence  the  induced 
charge  is  equal  and  opposite  to  the  inducing  charge. 

Since  for  every  charge  there  is  an  equal  opposite  charge  some- 
where on  the  surrounding  conductors  (walls  of  room,  earth,  etc.)f 

we  must  think  of  lines  of  electric  force  as 
always  connecting  these  opposite  charges, 
and  also  as  being  in  a  state  of  tension,  so 
that  they  tend  to  contract  and  draw  the 
two  opposite  charges  together.  The  lines 
of  force  also  seem  to  repel  each  other,  as 
appears  from  the  figures.  This  shows  a 
lateral  pressure  in  the  medium  which  is  very 
important  in  the  theory  of  dielectric  action. 
Electric  repulsion  is  by  this  means  re- 
solved into  two  attractions  in  opposite 
directions.  The  repulsion  between  the  two  gold  leaves  in 
the  electroscope  is  due  to  the  tension  of  the  lines  of  force 
between  the  charges  on  the  leaves  and  the  induced  charges 
on  the  walls  of  the  case  (Fig.  266).  The  sensitiveness  of 
the  gold-leaf  electroscope  is  thus  changed  by  the  presence  of 
these  neighboring  conducting  walls.  The  attraction  of  an  elec- 
trified body  for  an  uncharged  conductor  can  now  be  seen  to  be 
due  to  the  tension  of  lines  of  electric  force.  When  the  neutral 
body  B  is  brought  into  the  electric  field  of  a  positively  charged 
body  A,  there  is  induced  in  £  a  negative  charge  on  the  near  side 
and  a  positive  charge  on  the  far  side,  that  is,  lines  of  force  con- 
nect A  and  fi,  as  in- 
dicated in  Fig.  267, 
and  it  is  the  result- 
ant of  the  pulls  of  all 
these  lines  that  causes 
the  attraction. 

We  have  already 
seen  that,  in  electri- 
fication by  friction, 
the  fur  is  electrified 

positively  at  the  same  time  that  the  rubber  is  electrified  nega- 
tively. By  the  "ice-pail"  apparatus  it  can  be  shown  that 
equal  quantities  of  the  two  kinds  are  produced  in  the  case 
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of  friction.  Fasten  a  small  piece  of  fur,  F,  on  an  insulating 
handle,  and  rub  the  fur  with  a  rubber  rod,  R,  (Fig.  268).  If 
both  are  inside  the  ''ice-pail,"  the  gold  leaves  indicate  no 
charge;  but  when  either  is  taken 
out  there  is  a  deflection.  Hence  the 
electrification  on  the  fur  is  equal 
and  opposite  to  that  on  the  rubber. 
The  experiments  with  the  ice- 
pail  apparatus  show  that  in  the 
charging  and  discharging  of  bodies 
there  is  no  creation  or  destruction 
of  electricity,  but  simply  transfers 
of  electricity.  The  totiJ  quantity 
of  electricity  remains  unchanged. 
This  fact  is  known  as  the  conserva- 
tion of  electricity,  and  is  in  accord 
with  the  fluid  theories,  and  also  with  the  modern  electron  theory. 

400.  Energy  of  Charged  Bodies. — ^The  energy  which  an  elec- 
tric charge  represents  comes  from  the  work  done  in  separating 
the  two  kinds  of  electricities,  and  is  equivalent  to  it.    Thus, 

when  we  rub  a  rod  of  rubber  with  fur,  the  elec- 
trification is  in  no  way  proportional  to  the  fric- 
tion. A  very  light  but  complete  contact  is  in 
fact  all  that  is  needed  and  a  perfect  contact  is 
the  only  aim  in  rubbing  the  bodies  together. 
But,  to  separate  the  fur  with  its  positive  charge 
from  the  negatively  charged  rod,  work  must  be 
done  against  the  mutual  attraction  of  the  two 
charges,  or,  using  Faraday's  concept  of  lines-  of 
force,  the  work  is  done  in  setting  up  stresses  in 
the  intervening  medium,  these  stresses  being 
represented  by  the  lines  or  tubes  of  force 
stretching  between  the  fur  and  the  rod  (Fig. 
269).  When  the  two  charges  come  together 
again,  the  lines  or  tubes  contract,  and  do  work.  The  energy  on 
this  view  is  analogous  to  that  of  stretched  elastic  bands  con- 
necting two  bodies. 

401.  Law  of  Electrical  Force. — ^The  law  which  states  how  the 
force  between  two  electrical  charges  depends  upon  the  charges 
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and  upon  the  distances  between  them,  was  first  published  by  Cou- 
lomb in  1785  and  hence  is  known  as  Coulomb's  law  of  electric 
force.  The  law  states  that  the  force  between  two  dectrical  charges 
varies  (a)  inveredy  as  the  eqitares  of  their  distance  apart,  and  (b) 
directly  as  the  froduct  of  the  two  dectrical  charges.  This  is  ex- 
pressed by  the  formula, 

K  r» 

where  F  is  the  force,  q  and  q'  the  two  charges,  r 'their  distance 
apart,  and  IjK  tk  constant  depending  upon  the  units  used  and 
also  upon  the  intervening  medium.  If  we  use  the  dyne  as  the 
unit  of  force,  the  centimeter  as  the  unit  of  length,  and  define 
the  unit  charge  or  unit  of  electric  quantity  9,  as  follows:  Vnii 
dectric  quantity  is  that  quantity  which  ai  one  centimeter  distance  in 
air  exerts  a  force  of  one  dyne  on  an  equal  quantity;  then  the  formula 
for  charges  in  air  becomes: 

F^q^/r* 

In  the  case  of  air,  K  has,  by  the  definition  of  unit  electric  quantity, 
the  value  unity.    For  other  intervening  media  or  dielectrics, 

the  more  general  formula  must  be  used. 

The  values  of  K  for  several  dielectrics  are 

as  follows:  (compare  §413) 

Air 1.00 

Petroleum  oil 2.07 

Turpentine 2.23 

Distilled  water 75.  + 

Coulomb  arrived  at  the  above  law  by  ex- 
periments with  his  torsion  balance  (Fig.  270) 
similar  to  those  by  which  he  discovered 
the  law  of  magnetic  forces  (§372),  but  the 
best  proof  of  the  law  is  the  indirect  one, 
that  it  is  the  only  relation  that  explains 
exactly  electrostatic  phenomena.  In  fact, 
Henry  Cavendish  before  1785,  thus  estab- 
lished the  law  for  his  own  use,  though  his 
papers  were  first  published  nearly  a  century  later,  long  after 
others  had  reached  the  same  results.  This  proof  is  based  on 
the  experimental  fact  that  at  any  points  0,  inside  a  hollow  con- 
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ducting  sphere  there  is  no  electric  force  from  charges  on  the 
surface  of  the  sphere.  Draw  straight  lines  through  0,  dividing 
the  whole  sphere  into  pairs  of  cones  of  small  angular  opening, 
and  with  a  common  apex  at  0,  and  with  bases  Si  and  S^,  etc., 
cut  out  of  the  spherical  surface,  the  heights  of  these  cones 
being  r^,  r,,  etc.  Let  Qi  and  Q,  be  the  charges  on  the  bases 
Si  and  S^.  Since  the  electricity  is  distributed  uniformly  on  the 
sphere,  the  charges  Q|  and  Q,  are  proportional  to  the  areas 

O        S 
Si  and  jS„  or  ^  »  ^.     But  the  cones  have  the  same  angle  and 

hence  the  bases  Si  and  jS^  f^e  to  each  other  as  the  squares  of  the 

hdghts,  or  ^  =  -^,  or  ^  =  ^.    Thus,  the  forces  being  equal 

and  opposite,  the  resulting  force  at  0  on  a  test  unit  must  be  ssero, 

if  the  inverse  square  law  holds.    Since  these  equations  hold  for 

all  values  of  r^  and  r,,  it  is  evident  that  the 

inverse  square  law  is  the  only  one  meeting 

the  conditions  of  this  experiment.    Maxwell 

and  others  have  repeated  this  experiment 

with  very  sensitive  dectroscopes  so  that  the 

law  of  the  force  varying  inversely  as  the 

square  of  the  distance  is  one  of  the  best 

established  laws  of  electrostatics. 

402.  Electrical  Potential.— To  describe 
and  explain  the  movement  of  electricity 
the  terms  ''electrical  potential"  and  ''differ  ence  of  electrical 
potential"  are  used.  Thus  if  we  join  two  conductors  A  and 
B  by  a  wire  and  find  that  there  is  a  flow  of  electricity  from 
A  to  B,  we  ascribe  this  to  a  "  difference  of  electrical  potential" 
between  the  two  bodies,  and  say  that  there  is  a  flow  from 
il  to  B  because  A  is  at  "the  higher  potential"  and  B  at 
"the  lower  potential."  In  the  case  of  electrostatic  charges,  such 
as  we  have  been  describing,  this  flow  or  current  is  only  momen- 
tary, because  the  two  bodies  come  in  an  instant  to  the  same 
"potential."  By  means  of  batteries  and  dynamos,  as  we  shall 
see  later,  it  is  possible  to  maintain  a  continuous  "difference  of 
potential"  and  hence  a  continuous  electric  flow  or  current  be- 
tween two  points  of  a  conductor.  The  movement  of  a  charged 
body  from  one  point  to  another  point  in  an  electric  field  is  also 
described  as  due  to  a  "  difference  of  electrical  potential  between 
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the  two  points"  of  the  field.  The  positively  charged  body 
tends  to  move  from  A  to  £,  because  the  point  il  is  at ''  a  higher 
electrical  potential"  than  the  point  B. 

Potential  as  used  above  is  very  analogous  to  pressure  in  fluids. 
Thus  flow  of  a  gas  takes  place  from  a  tank  of  higher  pressure  to 
a  tank  of  lower  pressure  when  the  tanks  are  connected,  and  the 
flow  continues  until  the  pressures  are  equalized.  Another  very 
useful  analogy  is  that  of  levd  in  liquids.  A  liquid  tends  to  flow 
from  points  of  higher  level  to  points  of  lower  level;  to  maintain 
the  flow,  the  difference  in  level  must  be  maintained.  When  a 
liquid  flows  from  a  higher  level  to  a  lower  level,  it  loses  some  of  its 
potential  energy  by  transformation  into  energy  of  some  other 
form.  In  fact  the  potential  energy  of  a  system  always  tends  to 
a  minimum.     (§107.) 

Let  us  apply  this  to  the  case  of  a  charge  in  an  electric  field. 
Consider  the  electric  field  (Fig.  263,  §398),  about  a  positively 
charged  sphere  in  air  all  other  bodies  being  supposed  to  be  at 
indefinitely  great  distances.  A  positive  unit  charge  at  a  point 
z  in  this  electric  field  has  a  certain  potential  energy,  Vg,  this 
being  the  number  of  ergs  of  work  that  the  charge  can  do  by 
moving  under  the  action  of  the  forces  of  the  field  from  z  to 
infinity  (that  is,  completely  out  of  the  field).  It  is  also  equal  to 
the  work  that  is  required  to  move  the  unit  charge  from  an 
infinite  distance  up  to  the  point  x.  The  potential  energy  of  a 
positive  unit  charge  at  a  point  z  we  call  ''the  electrical  potential 
at  the  point  x,"  and  represent  it  by  F«.  In  the  same  way, 
the  electrical  potential  at  a  point  y,  or  Vy,  is  the  potential 
energy  of  unit  charge  at  y.  The  potential  energy  of  a  charge 
in  an  electric  field,  as  in  other  cases  of  potential  energy  (§63), 
evidently  depends  only  on  the  final  position  of  the  charge,  and 
not  upon  the  path.-  That  is,  each  point  in  an  electric  field  has 
a  definite  electrical  potential.  Hence  the  difference  of  electrical 
potential  of  two  points  z  and  y^that  is,  Vy^Vg,  is  a  definite 
quantity,  and  is  defined  as  follows:  The  difference  in  dectrical 
potential  between  two  points  z  and  y  in  an  electric  field  is  equal 
to  the  number  of  ergs  required  to  move  unit  positive  charge  from 
the  point  z  to  the  point  y.  If  this  work  is  positive,  that  is,  if 
external  work  must  be  done  on  the  positive  charge  to  move  it, 
then  the  potential  of  y  is  higher  than  the  potential  of  z. 
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We  thus  see  that  it  is  in  accordance  with  the  principle  of  mini- 
mum potential  energy  that  a  positive  charge  tends  to  move 
from  a  point  of  higher  electrical  potential  to  a  point  of  lower 
electrical  potential.  In  the  above  we  have  assumed  that  the 
intensity  of  the  electric  field  was  not  appreciably  changed  by 
the  presence  of  the  unit  charge. 

403.  Zero  Potential,  Positive  and  Negative  Potential. — In  the 
case  of  water  levels  we  choose  some  arbitrary  level  as  a  reference 
or  zero  level,  the  level  of  the  sea  being  so  chosen  by  universal 
agreement.  AH  levels  above  sea-level  are  marked  positive  or 
plus  (+),  and  all  levels  below  sea-level  are  marked  negative  or 
minus  (— ).  In  an  analogous  way,  the  electrical  potential  of 
the  earth  is  taken  as  the  zero  potential.  Since  the  earth  is  a 
conductor,  all  points  on  it  for  electrical  equilibrium  are  at  the 
same  potential;  otherwise  there  would  be  an  electrical  flow  until 
equilibrium  was  reached.  A  body  A  is  thus  at  a  positive  elec- 
trical potential  when  positive  electricity  tends  to  flow  from  A 
to  the  earth;  and  in  the  same  way,  a  body  £  is  at  a  negative 
electrical  potential  when  positive  electricity  tends  to  flow  from 
the  earth  to  the  body  £.  To  say  a  conductor  has  a  ''free''  posi- 
tive (or  negative)  charge  is  equivalent  to  saying  that  it  is  at 
a  positive  (or  negative)  potential. 

The  electrical  potential,  F,  of  a  point  or  of  a  body  with  refer- 
ence to  the  earth  is  therefore  equal  to  the  number  of  ergs  required 
to  move  unit  positive  electricity  from  the  earth  to  the  point  or 
to  the  body.  If  this  work  is  positive,  that  is,  if  positive  work  is 
done  on  the  test  unit,  then  the  potential  is  positive;  but  if  the 
work  is  done  hy  the  test  imit,  then  the  potential  is  negative. 

*404.  Equipotential  Surfaces. — In  an  electrical  field  all  points 
which  have  the  same  potential  lie  on  an  equipotential  surface. 
To  determine  if  two  points  are  on  an  equipotential  surface  is  to 
determine  if  work  is  done  against  electrical  forces  in  the  move- 
ment of  a'charge  from  the  one  point  to  the  other,  or  whether  a 
test  charge  tends  to  move  from  either  point  to  the  other.  Lines 
of  force  always  cut  an  equipotential  surface  at  right  angles; 
otherwise  there  would  be  a  force  component  along  the  surface, 
which  is  not  possible  if  a  charge  does  not  tend  to  move  along 
the  surface.  Hence  in  the  case  of  the  electric  field  about  a 
0in{^  charge  distant  from  other  charges,  the  equipotential  sur- 
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faces  are  concentric  spherical  surfaces.  In  the  figures  of  elec- 
tric fields  (§398),  the  equipotential  surfaces  are  indicated  by  the 
dotted  lines  at  right  angles  to  the  lines  of  force.  The  surface 
of  a  conductor  is  evidently  an  equipotential  surface,  if  the 
electric  charges  on  it  are  at  rest;  and  hence  lines  of  force  enter 
and  leave  a  conductor  at  right  angles  to  the  surface. 

406.  Units  of  Quantity  and  of  Potential. — ^The  unit  of  electric 
quantity  has  been  defined  (§401)  as  the  quantity  which  at  one 
centimeter  distance  in  air  exerts  a  force  of  one  dyne  on  an  equal 
quantity.  This  is  the  c.g.s.  electrostatic  unit  quantity.  For  prac- 
tical measurements  a  much  larger  unit  called  the  '' coulomb*' 
is  used.  We  can  for  the  present  define  the  coulomb  as  follows: 
1  coulomb  — 3X10*  c.g.s.  electrostatic  units  of  quantity. 

The  c.g.s.  electrostatic  unit  difference  of  potential  exists  between 
two  points  when  one  erg  of  work  is  done  in  the  movement  of  a  c.g.s. 
electrostatic  unit  of  charge  from  the  one  point  to  the  other  poini. 
Hence  to  move  q  c.g.s.  electrostatic  units  of  electricity  from  a 
point  of  potential  V^  to  one  of  potential  V^  takes  qiY^—  V^  ergs 
of  work,  or 

W^=9(F,-F.). 

In  practical  measurements  of  difference  of  potential  the  volt  is 
used  as  the  unit;  1  volt  =  1/300  or  1/3  XlO~'  c.g.B.  electrostatic 
units  difference  of  potential. 

From  the  above,  it  follows  that  the  movement  of  a  coulomb  of 
electricity  against  a  D.  P.  of  one  volt,  represents  3X10^X1/3 
X 10""*  ergs  =  10^  ergs  =  1  j  oule  (§65) .    Hence 

IF  (joules)  =Q  (coulombs)  X  D,  P.  (volts). 

In  the  special  section  on  electrical  units  (§547)  the  reason  for 
the  choice  of  the  above  practical  units  will  be  discussed. 

406.  Potential  Calculations. — ^The  difference  of  potential  be- 
tween two  points  a  and  n  due  to  a  charge  Q  is  given  by  tike  formula 

Va  —  Vn  =Q( — ),  where  fa  and  rn  are  the  distances  of  a  and 

n  from  Q  and  the  medium  is  for  the  present  assumed  to  be  air. 
For  let  a  and  n  and  Q  be  in  a  straight  line.     (Fig.  272.) 
The  force  on  unit  charge  at  a  is  Q/r^a,  ftnd  the  force  at  b,  a  point 
near  a  is  Q/r*6.    The  average  force  between  a  and  b  can  be  taken 
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as  Q/fan.    The  work  done  by  the  field  in  moving  unit  charge 
from  a  to  &  18  then  {n—ra)  Q/roTb*     Hence  it  follows  that 

Va-Vj,  =  (r6-ra)Q/r«r»-Q(l/ra-l/r6), 

Similarly  for  a  series  of  neighboring  points 

F«-76«Q(l/ra-l/r») 
n-V,=Q(l/r6-.l/r.) 


Summing  these  up,  we  get 

If  the  point  n  is  at  an  infinite  distance  then  r»  »  qo  and  l/r»  ^0; 
and  hence  the  pc^ntial  of  the  point  a  is  Va=Qlra>  Similarly 
the  potential  at  any  point  x  in  the  field  of  Q  is  F*  —Qltmi  &i^cl  the 
potential  difference  between  a  and  x  is  Va''y9^QiM^a'' '^Ifm) 
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This  result  doea  not  depend  upon  the  path  between  a  and  z 
(§63).  In  the  case  of  a  number  of  charges  Q\  Q/\  Q'"\  etc., 
the  potential  at  a  point  a  is  the  sum  of  the  potentials  due  to  each 
charge,  that  is 

V^V'  +  V  +  V'^-,  etc.,  =(37r'«+(3'7r"a+(3"7r"'a  +  ,etc. 

When  the  medium  is  not  air,  the  right-hand  side  of  each  of 
the  above  equations  must  be  multiplied  by  the  proper  value  of 
II K  tor  that  medium  (§401). 

The  proof  of  the  above  by  oaloulus  ia  very  ample.  We  have  the  diffeT-* 
ential  of  work  dW^^Fdr^^Q/T^dr,  Integrating  between  the  limits  r. 
and  r^,  we  get  the  total  work,  or  V^—V%^ 


fX-r^ 
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407.  Elactrometen. — ^An  instrument  for  measuring  difference 
of  electrical  potential  by  means  of  electrostatic  force,  is  called  an 
electrometer.  In  these  instruments  there  is  a  movable  part— ^ 
a  charged  needle  or  a  disk — which  is 
acted  on  by  an  electric  field  produced 
by  the  difference  of  potential  to  be 
measured.  The  common  forms  of  elec- 
trometers are  the  quadrant,  the  disk 
or  absolute  electrometer,  the  single 
and  the  multi-cellular  "electrostatic 
voltmeters."  All  of  these  were  first 
developed  by  Lord  Kelvin. 


ViQ.  278a. — Quadrants 


FiQ,  2786.— Quadrant  Etootromater. 


The  quadrant  electrometer  (Fig.  2736)  consists  of  a  light  needle 
made  of  sheet  aluminum  or  of  silvered  paper,  which  is  suspended 
by  a  fine  metal  strip,  or  by  a  quarts  fiber,  inside  of  a  shallow 
circular  metal  box.  This  metal  box  is  divided  into  four  quadrants 
which  are  mounted  on  insulating  columns,  preferably  of  amber. 
The  diagonally  opposite  quadrants  are  connected  by  wires.  The 
needle  is  free  to  move  in  a  horizontal  plane,  and,  in  its  position  of 
equilibrium,  the  needle  hangs  along  the  line  of  separation  of  the 
two  pairs  of  quadrants.  Any  deflection  of  the  needle  can  be 
read  by  the  movement  of  a  beam  of  light  reflected  from  a  small 
mirror  attached  to  the  suspended  needle.  The  needle  is  charged 
to  a  high  positive  potential,  generally  by  joining  it  through  its 
suspension  to  a  high  potential  battery.  So  long  as  the  two 
pairs  of  quadrants  are  at  the  same  potential,  there  is  no  deflec- 
tion of  the  needle.  But,  if  the  pair  of  quadrants  A  and  D  are  at 
a  higher  potential  than  the  quadrants  B  and  C,  there  will  be  a 
couple  deflecting  the  needle  toward  the  quadrants  at  the  lower 
potential.  This  couple  is  balanced  by  the  torsion  of  the  suspen- 
sion, and  it  can  be  shown  that  for  small  anj^es,  the  difference  of 
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potential  is  proportional  to  the  angle  of  deflection.  The  quad- 
rant electrometer  is  very  sensitive,  a  common  sensitiveness  for  the 
Dolesalek  form  (Fig.  273b)  being  a  deflection  of  1  mm.  at  1 
meter  scale  distance  for  a  difference  of  potential  of  .002  volt. 


no.  374. — ^Eleotrottatio  Voltmeter. 


FiQ.  875.— Bnnn  Eleotrometer. 
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The  quadrant  eleotrometer  ean  be  used  without  charging  the  needle 
independently.  The  needle  is  then  joined  to  one  pair  of  quadrants,  say 
A  and  D,  so  tiiat  the  only  charges  are  those  due  to  the  difference  of  potential 
to  be  measured.  This  arrangement  is  called  the  idiotiaiie,  while  the  previous 
arrangement  is  called  the  kekrodatie.  The  idiostatic  arrangement  is 
adapted  for  measuring  larger  differences  of  potential.  In  the  ''yertica- 
electrostatic  voltmeter"  (Fig.  274)  there  is  a  single  pair  of  vertical  quadl 
rants^  and  the  needle  is  an  aluminum  vane  balanced  on  knife  edges,  the  dif- 
erenoe  of  potential  between  the  quadrants  and  the  needle  is  indicated 
by  the  tilting  of  the  needle  as  shown 
by  the  pointer  and  scale.  Differ, 
ences  of  potential  of  from  1000  to  ^rrrm 
20,000  volts  can  be  measured  with  IvUg 
this  instrument. 

In  the  "multi-cellular  electro- 

static  voltmeter,"  the  needle  consists  of  a  series  of  parallel  vanes,  and 

wings  horisontaUy  between  a  corresponding   series  of  fixed  plates  or 

quadrants.     Increanng  the  number  of  vanes  and  quadrants,  increases  the 

ensitiveness,  so  that  multi-cellular  voltmeters  reading  as  low  as  10  volts 

are  listed  by  the  makers. 

The  Braun  electrometer  (Fig.  275)  has  a  light  needle  that  is  pivoted  on 
a  horiiontal  axis,  and  the  action  is  similar  to  that  of  the  modified  goLd4eaf 
electroscope  mentioned  in  §395. 

In  the  disk  electrometers  there  are  two  parallel  plates,  A  and  B, 
charged  to  the  potentials  Vm  and  Fft.    Part  of  the  upper  plate,  the  disk 
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S,  is  movable  and  hung  on  &  balance  arm  as  in  Fig.  276  (or  it  may  hang 
by  a  calibrated  spring),  so  that  the  force  pulling  it  toward  the  plate  B 
can  be  counterbalanced  and  thus  measured.  The  outer  part  of  the  plate 
A  is  called  the  "guard  ring/'  and  serves  the  purpose  of  making  the 
electric  field  uniform  opposite  the  movable  disk  S,  as  indicated  by  the 
parallel  lines  of  force.  It  can  be  shown  that  in  this  case,  the  difference 
of  potential  is  given  by  the  formula 

( '.-.  y-^r- 

where  d  is  the  distance  in  centimeters  between  the  plates,  F  is  the  force 
in  dynes  acting  on  S^  and  S  the  area  in  square  centimeters  of  the  disk. 
The  difference  of  potential  (V^  —  V^)  is  accordingly  given  in  absolute 
c.g.8.  units  and  so  this  is  an  "  absolute  dectromeUr" 

It  is  now  seen  that  the  deflection  of  the  gold-leaf  electroscope 
is  due  to  the  difference  of  electrical  potential  between  the  gold- 
leaf  and  the  metal  case  (Fig.  266,  §399),  since  the  lines  of  force 
connect  the  leaf  and  the  case.  The  metal  case  is  ordinarily 
connected  with  the  earth  and  so  is  at  rero  potential.  For  small 
deflections,  the  difference  of  potential  (Vi-V^)  is  proportional  to 
the  deflections. 

Static  Electrical  Machines 

408.  The  Electrophonis. — ^The  electrophorus  is  an  instrument 
devised  by  Alexander  Volta  in  1790,  to  multiply  electric  charges 
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by  electrostatic  induction.  It  consists  of  a  resin  plate,  A,  on  a 
metal  plate  or  "sole,"  S,  and  a  metal  disk,  B,  with  an  insulating 
handle,  H,  at  its  center.  The  resin  is  charged  negatively  by 
friction.  The  metal  base  then  has  a  "bound"  positive  charge 
which  helps  to  hold  the  negative  charge  on  the  resin.  Bring 
the  metal  disk  B  near  and  opposite  the  resin  plate.  There  is 
induced  in  £  a  free  negative  charge  and  a  bound  positive  charge. 
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The  free  charge  is  removed  by  connecting  B  with  the  earth  for  an 
instant.  If  the  plate  B  is  then  moved  away  from  the  resin  plate 
A,  the  positive  charge  is  made  a  free  charge  and  can  be  transferred 
to  another  conductor,  such  as  an  insulated  sphere.  This  process 
can  be  repeated,  the  plate  B  being  charged  each  time  without 
decreasing  the  charge  on  the  resin  plate. 

As  described  above,  the  plate  B  is  brought  ''near''  A,  but  in 
practice,  the  plate  B  is  actually  rested  on  A.  The  points  of  con* 
tact  are,  however,  only  comparatively  few,  so  that  little  of  the 
negative  charge  of  the  resin  is  removed  to  B,  while  the  charge 
induced  on  B  at  the  shorter  distance  is  increased.  Instead  of 
a  resin  plate,  a  plate  of  sulphur,  hard  rubber,  shellac,  or  other 
insulator  can  be  used. 

The  positive  charge  on  the  plate  B,  represents  energy.  The 
source  of  this  energy  is  in  the  work  done  in  lifting  the  plate  B 
after  the  free  negative  charge  q  has  escaped.  Work  is  done  in 
pulling  apart  the  charge  of  the  plate  and  the  disk,  that  is,  in 
drawing  out  the  lines  of  force  connecting  the  plus  and  minus 
charges.  The  energy  lies  in  this  tension  in  the  lines  of  force 
in  the  dielectric. 

409.  Electrostatic  Induction  Machines. — ^The  earliest  machines 
for  producing  electrical  charges  ^ 

by  rotation  were  friction  ma- 
chines. Thus  a  glass  plate  was 
electrified  by  rotating  it  be- 
tween suitable  rubbers,  and 
the  charge  removed  by  metal 
brushes  or  pointed  conductors. 
Such  friction  machines  are  sel- 
dom found  now  outside  of  mu- 
seums, and  have  only  historical 
interest.  They  have  been 
superseded  by  the  electrostatic 
induction  machines.  The  two 
most  common  of  these  machines  are  the  Toepler-Holts,  and  the 
Wimshurst  machines. 

The  Toepler-Holtz  or  Voss  machine  has  two  vertical  glass  or 
vulcanite  disks,  of  which  one  is  fixed  and  the  other  rotates 
about  a  horizontal  axis  normal  to  its  center.    The  positions  of 
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the  yariouB  ports  can  be  eeen  in  Fig.  278  (due  to  Prof.  S.  P. 
Thompflon),  in  which  ciiclee  are  used  to  represent  the  two  disks; 
the  farther  disk  which  is  fixed,  is  represented  by  the  outer  circle, 
and  the  nearer  and  rotating  disk  is  representd  by  the  inner 
circle.  On  the  far  side  of  the  fixed  disk  are  the  combined  paper 
and  tin-foil  "inductors,"  A  and  B.  On  the  near  face  of  the 
rotating  disk,  there  are  six  tin-foil  disks  p,q,r,  etc.,  called 
"  carriers."  These  are  spaced  at  equal  distances  around  the  disk. 
A  "neutralising  rod,"  n,n„  reachM  across  the  front  face  of  the 
rotating  disk,  and  by  small  brushes  connects  the  two  opposite 
carriers  as  they  pass  under  the  rod.  On  each  inductor  there  is 
a  metal  brush  arranged  so  as  to  make  contact  with  each  oarrier 
as  it  passes.  Collecting  "combs"  ($397),  C,,  and  C„  with  dis- 
charge rods  and  balls,  Z),  are  as  shown,  arranged  in  front  of 
the  rotating  plate. 

The  action  of  the  machine  is  as  follows:  One  of  the  inductors, 
say  A  acquires  by  friction  a  small  initial  positive  charge.    This 

induces   on  the  carrier  at  p, 

"*'  ""^  a  bound  negative  charge  and 

a  free  positive  charge.  "Hie 
positive  charge  escapes  along 
the  neutralising  rod.  The 
negative  charge  becomes  free 
as  the  carrier  passes  to  the 
position  q.  Hen  it  shares 
its  negative  charge  with  the 
inductor  B,  At  r  it  loses  its 
negative  charge  to  the  eomb 
C,  and  thus  the  ball  B,  is 
charged  negatively.  At  f  the 
carrier  has  a  bound  positive 
pjQ~„g  charge  by  induction  from  the 

negative  inductor  B,  the  free 
negative  charge  escaping  along  the  neutralising  rod.  At  f  the 
carrier  shares  its  charge  with  the  inductor  A,  and  at  u  it  loses 
its  positive  charge  to  the  comb  C,.  The  ball  Bi  is  thus  the  posi- 
tive terminal.  The  difference  of  potential  between  B^  and  B, 
is  thus  increased  until  a  spark  discharge  takes  place.  A  Leyden 
jar  is  usually  connected  to  each  terminal,  the  effect  of  which  is 
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to  increase  the  quantity  of  discharge  for  a  given  potential  dif- 
ference (see  condensers  $410).  In  a  new  machine,  made  by 
Wehrsen,  the  rotating  plate  of  ebonite  is  triple  and  contains 
embedded  metal  sectors  connected  with  the  carriers,  thus  greatly 
increasing  the  output. 

In  the  Wimshurst  machine  (Fig.  279)  there  are  two  parallel 
glass  disks,  geared  to  rotate  in  opposite  directions.  On  each  disk 
is  a  large  number  of  tin-foil  sectors,  and  each  sector  serves  in 
turn  as  inductor  and  carrier.  The  neutralising  rods  and  combs 
are  symmetrical  on  the  two  sides.  The  action  of  the  machine 
is  sitnilar  to  that  of  the  previous  machine  and  can  be  followed 
from  the  +  and  —  signs  on  the  figures. 

410.  Electrical  Capacity. — If  two  metal  balls  of  different  sizes 
be  put  in  contact  and  charged,  they  will  be  at  the  same  electrical 
potential,  but  they  will  not  have  the  same  electrical  charges. 
This  can  be  shown  by  hanging  each  ball  separately  in  a  metal 
cup  on  the  plate  of  a  gold-leaf  electroscope  and  noting  the  diverg- 
ence of  the  leaves  (Fig.  265,  {399)..  The  fact  that  it  takes  more 
electricity  to  raise  the  potential  of  ii  a  certain  amount  than  to 
raise  the  potential  of  B  the  same  amount,  we  describe  by  saying 
that  the  ''electrical  capacity''  of  ii  is  greater  than  the  electrical 
capacity  of  B. 

Electrical  capacity  may  be  illustrated  by  the  capacity  of  a 
tank  for  gas.  The  mass  of  gas  (neglecting  temperature  changes) 
depends  upon  two  things,  (a)  the  dimensions  of  the  tank,  and 
(b)  the  pressure  of  the  gas.  The  mass,  M,  of  the  gas  equals  the 
pressure,  P,  of  the  gas,  multiplied  by  K,  ihe  ma^s  of  the  gas  in 
the  tank  at  unit  preseure,  or  M^KP.  Similarly,  the  electrical 
charge  Q  on  a  conductor  is  equal  to  the  electrical  potential  V, 
multiplied  by  C,  the  electrical  charge  on  the  conductor  at  unit 
potential,  or  Q = CV,  assuming  that  V  is  due  entirely  to  Q,  that  is, 
that  the  conductor  is  not  in  a  field  due  to  other  charges.  In 
this  statement,  C  is  called  the  electrical  capacity  of  the  con- 
ductor; it  ia  the  quantity  of  electricity  required  to  raise  the  poten^ 
tial  of  the  conductor  by  unit  amount.  > 

We  can  thus  compare  the  electrical  capacities  of  two  con- 
ductors A  and  B,  either,  (1)  by  comparing  the  charges  required 
to  raise  them  to  the  same  potential,  or  (2)  by  comparing  the 
potentials  to  which  equal  charges  raise  the  two  conductors.    In 
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the  latter  case,  the  greater  the  capacity,  the  less  a  given  electrical 
charge  would  raise  the  potential. 

It  can  be  shown  that  the  electrical  capacity  of  a  conductor 
depends  not  only  (a)    upon  its  size,  but  also  (b)  upon  its 

shape,  and  (c)  upon  the  position  of  neigh- 
boring conductors,  and  (d)  upon  the  sur- 
rounding insulating  medium  or  dielectric. 
That  the  capacity  of  a  conductor  depends 
upon  the  shape  can  be  demonstrated  by 
the  apparatus  shown  in  Fig.  280.  The 
conductor  is  connected  by  a  wire  with  an 
electroscope.  A  charge  Q  is  given  to  it, 
and  this  raises  the  potential  of  the  S3rBtem 
to  V,  as  indicated  by  the  divergence  of  the 
electroscope.  The  conductor,  being  made 
of  a  series  of  cups,  can  now  be  drawn  out, 
thus  changing  the  shape  of  the  conductor. 
The  electroscope  leaves  converge,  indicat- 
ing a  lowering  of  potential,  although  the 
Q  charge  on  the  conductor  is  not  changed. 
Upon  restoring  the  shape  of  the  conductor 
the  potential  is  restored. 

The  fact  that  the  capacity  depends  upon  the  position  of  neigh- 
boring conductors  is  shown  by  the  apparatus  illustrated  in  Fig. 

m 

281.  ii,  an  insulated  metal 
disk,  is  connected  by  a  wire 
with  the  electroscope  E.  The 
divergence  of  E  indicates  as 
before  the  potential,  7,  caused 
by  a  charge  Q.  Now  bring  up 
the  earthed  disk  B,  and  the 
potential  V  is  lowered  as  in- 
dicated by  the  convergence 
of  the  electroscope.  That  is, 
to  raise  A  to  the  potential  V 
requires  a  greater  charge  if  B  is  nearer  A;  in  other  words  the 
electrical  capacity  of  il  is  increased  by  the  presence  of  the  con- 
ductor B.  If  a  plate  of  hard  rubber,  sulphur,  or  glass  be  now 
put  between  A  and  B,  the  electroscope  converges;  that  is,  the 
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potential  falls  while  the  charges  remain  the  same.  The  elec- 
trical capacity  thus  depends  upon  the  intervening  medium. 
We  thus  see  that  the  electrical  capacity  of  a  conductor  depends 
upon  (a)  the  size,  (b)  the  shape  of  the  conductor,  (c)  the  position 
of  neighboring  conductors,  and  (d)  the  intervening  dielectrics. 
The  arrangement  shown  in  Fig.  282,  consbting  of  two  conductors 
separated  by  a  dielectric,  thus  serves  to  increase  the  electrical 
capacity  of  the  insulated  conductor,  and  is  called  an  electric 
condenser. 

That  the  electrical  capacity  of  the  conductor  A  is  increased 
by  the  presence  of  the  conductor  B  follows  from  the  definition 
of  electrical  potential.  The  potential  of  A  is 
equal  to  the  work  required  to  bring  a  test 
unit  charge  from  the  earth  to  the  body  A 
against  the  force  of  the  electrical  field  (Fig. 
282).  But  if  we  have  not  only  the  charge 
+Q,  but  also  the  induced  opposite  charge 
—  Q,  the  force  acting  on  the  test  unit  is  less; 
that  is,  the  work  is  less,  or  the  potential  of  A 
is  lowered.  Hence  the  charge  to  raise  A  to 
a  given  potential  must  be  greater;  that  is,  the 
electrical  capacity  of  A  is  increased. 

411.  Condensers. — The  arrangement  of  two  conductors  sepa- 
rated by  an  insulator  or  dielectric  is  that  foimd  in  the  Leyden 
jar  (Fig.  283).    This  consists  of  a  glass  jar,  coated  inside  and 
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outside  for  about  two-thirds  of  its  height  by  tin-foil.    Connec- 
tion with  the  inside  is  made  by  a  supported  brass  rod  terminat- 
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ing  in  &  ball.  When  the  inidde  coating  A  is  charged,  an  oppoate 
"  bound  "  charge  is  induced  on 
the  outside  coating  B,  and  the 
"  free  "  induced  charge  escapes 
to  the  earth.  If  the  inner  and 
""■  ""■  outer  coatings  are  connected, 

there  is  a  spark  and  an  electric  discharge  which  is  often  very 
violent.  In  discharging  a  Leyden  jar,  it  is  safe  and  convenient 
to  use  discharge  tongs  with  an  insulating  handle  (Fig.  284). 

Very  compact  condensers  are 
made  by  piling  up  sheets  of  tin- 
foil separated  by  sheets  of  mica 
or  of  paraffined  paper  (Fig.  285). 
The  ^temate  tin-foil  sheets  are 
joined  and  thus  a  great  capacity 
is  secured  in  a  small  space. 
Mica  condensers  are  used  in  the 
laboratory  for  standards  in  test- 
ing. Fig.  286  shows  a  common 
form.    The  condensers  in  the  ^^  gg^ 

bases  of  induction  coils  ({fill) 
are  generally  paraffined-paper  condensers. 

412.  Residual  Discharge. — A  succession  of  discharges  can  usu- 
ally be  obtained  from  a  charged  Leyden  jar  or  other  condenser. 
Thus,  when  the  inner  and  outer  coatings  are  connected,  there 
is  a  brilliant  spark,  and,  if  they  are  connected  a  half  minute  later, 
still  another  spark  discharge  takes  place;  and  this  may  often  be 
repeated  a  half  dozen  times,  each  successive  discharge  being  less 
than  the  preceding.  These  later  discharges  are  called  retidwd 
ditehargea.  The  number  and  magnitude  of  the  residual  dis- 
cbarges differ  greatly  for  different  condensers,  depending  upon 
the  kind  and  thickness  of  the  dielectric.  Air  condensers  show 
no  residual  discharges. 

The  residual  dischargee  are  explained  as  due  to  the  "absorp- 
tion" of  the  charges  by  the  dielectric,  and  the  gradual  escape  of 
these  charges.  The  "absorption"  is,  however,  probably  a  state 
of  strain  with  associated  stresses  in  the  dielectric.  Just  as  rubber 
recovers  gradually  from  distortion  {{179),  so  the  dielectric  takee 
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time  to  recover.    Homogeneous  dielectrics  such  as  gases  and 
quarts  show  no  residual  effects. 

The  above  assumes  that  the  energy  of  the  charged  Leyden  jar  is 
to  be  found  in  the  glass,  or  other  dielectric.  A  very  beautiful 
experiment  made  by  Benjamin  Franklin  as  early  as  1748, 
showed  that,  in  the  Leyden  jar,  ''the  whole  force  of  the  bottle 
and  power  of  giving  a  shock  is  in  the  e^ass  itself;  the  non-electrics 
(conductors)  in  contact  with  two  surfaces  serving  only  to  give 
and  receive  to  and  from  the  several  parts  of  glass;  that  is,  to 
give  on  one  side  and  take  away  on  the  other.''  Franklin  used  a 
glass  jar  coated  on  the  outside  with  lead  foil  and  having  water 
on  the  inside  for  the  inner  conductor.  Connection  with  the 
water  was  made  by  a  wire  supported  by  the  cork  stopper  of  the 
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bottle.  The  jar  or  bottle  was  charged  from  an  electrical  machine. 
The  water  was  then  poured  out  and  found  to  be  uncharged. 
Fresh  water  was  poured  into  the  bottle,  and  a  bright  spark  was 
obtained  by  discharge  of  the  jar.  A  common  apparatus  for 
Franklin's  experiment,  known  as  the  separable  Leyden  jar,  is 
shown  in  Fig.  287.  It  consists  of  a  glass  cup,  (?,  in  which  the 
metal  cone  A^  fits  as  inner  conductor,  and  the  metal  cup  fi|,  in 
which  the  glass  cup  0  fits.  A  is  charged,  and  the  usual  discharge 
takes  place  upon  connecting  A^  with  B|.  If  A^  is  again  charged, 
and  then  lifted  out  with  a  rubber  handle,  and  B  is  removed,  it 
is  fotmd  that  neither  A^  nor  B^  is  charged.  If  now  the  jar  be  built 
up  in  the  reverse  order  with  the  same  g^ass  cup  0,  but  with  a 
second  set  of  conductors,  ii,  and  fi„  a  bright  spark  discharge  is 
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obtained  from  the  Leyden  jar.    From  this  we  conclude  that  the 
essential  part  is  the  dielectric. 

413.  Dielectric  Properties.  Specific  Inductive  Capacity. — ^The 
first  person  to  publish  a  systematic  study  of  the  dielectrics  in 
condensers  was  Michael  Faraday.    Faraday  used  two  similar 

spherical  condensers,  each  consisting  of  a  brass 
sphere,  A,  (Fig.  288) ,  suspended  by  an  insulating 
support  at  the  center  of  a  hollow  spherical  shell, 
B,  The  shell  was  made  of  two  flanged  hemi- 
spheres which  could  be  separated  so  that  differ- 
v^  ent  dielectrics  could  be  introduced.  One  of  the 
condensers  with  air  for  dielectric  was  given  a 
charge  Q.  Its  potential,  7,  was  then  V=Q/C. 
If  this  condenser  was  then  joined  to  the  second 
condenser  with  air  also  as  dielectric,  the  charge 
Q  was  shared  equally  between  the  two,  and  the 
potential  V  was  halved.  But  if  the  second 
condenser  had  another  dielectric,  say  sulphur, 
the  original  potential  was  reduced  to  7',  which 
was  less  than  half  of  V.  Let  C  be  the  capacity 
of  the  second  condenser.  Then  (C'+C)V'=^Q 
and  CV^Q,  and  hence  C7C  =  (y-70/F'.  Faraday  found 
that  his  condenser  with  sulphur  forming  part  of  the  dielectric 
had  a  capacity  1.6  times  the  capacity  of  a  similar  condenser 
with  air  alone  as  dielectric.  Hence,  the  ''inductive  action'' 
across  sulphur  must  be  greater  than  across  air. 

Faraday  in  this  way  discovered  that  ''different  dielectric 
bodies  possess  an  influence  over  the  degree  of  induction  which 
takes  place  through  them."  He  described  this  by  saying  that 
these  dielectrics  had  different  "specific  inductive  capacities." 
The  specific  inductive  capacity  or  "dielectric  conetarU"  of  a  sub- 
stance, as  it  is  called  more  frequently  now,  is  the  ratio  of  Ihe  capacity 
of  a  condenser  with  the  given  eubstance  as  dielectric  to  the  capacity 
of  the  eame  condenser  with  air  as  dielectric.  The  following  is  a 
list  of  the  dielectric  constants  of  some  common  dielectrics: 
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Paraffine  wax 2.0   to  2.3 

Petroleum 2.07 

Hard  rubber 2.0    to  3.1 

Sulphur 2.2    to  4. 


Mica 6.    to  8. 

Glass 6.6  to  9.9 

Distilled  water 76.  + 

Alcohol 26.+ 
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These  are  the  same  constants^  as  appear  in  Coulomb's  law  of 
electrical  force  (§40.1) ,  and  one  method  of  obtaining  these 
constants  is  to  measure  the  force  between  charged  conductors 
in  the  different  dielectrics.  The  reason  for  the  connection  is 
readily  seen  from  the  remark  at  the  end  of  §406. 

414.  Units  of  Capacity.^ — A  conductor  or  condenser  has  unit 
capacity  when  unit  quantity  of  electricity  raises  it  to  unit 
potential;  that  is,  C  is  unity  when  Q  and  V  are  each  unity.  If 
Q  and  V  are  expressed  in  c.g.s.  electrostatic  units  of  quantity  and 
potential  (§405),  the  above  is  the  definition  of  the  c.g.9.  dectro- 
static  unit  of  capacity  • 

If  we  use  the  coulomb  and  volt  as  the  units  of  quantity  and 
potential  (§441),  the  corresponding  unit  of  capacity  is  the  farad. 
The  farad  is  the  electrical  capacity  of  a  conductor  which  requires 
a  coulomb  to  raise  its  potential  to  one  volt.  From  the  relations 
C^Q/V;  1  coulomb =3  xiO*  c.g.s.  electrostatic  units;  and 
1  volt  s  1/3x10"'  c.g.s.  electrostatic  units;  we  get  1  farad 
=9X(10)"  c.g.s.  electrostatic  units  of  capacity.  The  micrd- 
farad,  the  millionth  of  a  farad,  is  the  ordinary  practical  unit  of 
capacity.  From  the  above  we  see  that  a  microfarad  »  9x  (10)* 
c.g.s.  e.s.  units. 

416.  Capacity  Calculations. — The  capacity  of  certain  forms 
of  conductors  and  condensers  can' be  calculated  when  the  dimen- 
sions of  the  parts,  and  the  dielectric  constant  of  the  insulator  are 
known.  We  give  here  the  formuls  for  the  capacity  C  of  a  sphere 
and  of  three  forms  of  condensers.  The  dielectric  constant  K  is 
unity  if  air  is  the  insulating  medium. 

For  an  isolated  sphere,  with  radius  r,  in  air, 

C^r 

For  at  all  points  inside  the  sphere  the  potential  is  the  same  and 
equal  to  that  at  the  surface  of  the  sphere.  Since  all  parts  of  the 
charge  on  the  surface  of  the  sphere  are  at  the  same  distance  from 
the  center,  the  potential  at  the  center  is  7 =Q/r  or  Q/7=r. 
Hence  the  capacity  of  the  sphere  is  equal  to  r. 

For  a  sphere  of  radius  r  surrounded  by  a  concentric  spherical 
shell  of  internal  radius  r'  (Fig.  289). 

r-^r 


see 
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For,  if  the  charge  on  the  inne^  sphere  is  Q,  that  on  the  outer 
sphere  is  -Q.  The  outer  sphere,  being  connected  to  the  earth,  is 
at  zero  potential.  The  potential  at  any  point  on  the  surface  of 
the  inner  sphere  due  to  the  charge  on  the  outer  sphere  is  -Q// 
when  the  dielectric  is  air  and  that  due  to  the  charge  on  the  inner 
sphere  is  Q/r.  Hence  the  potential  of  the  inner  sphere  is  F« 
Q(l/r-l/r')etc. 
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For  a  cylinder  of  radius  r  surrounded  by  a  concentric  cylindrical 
shell  of  internal  radius  r'  (Fig.  290),  and  of  length  I,  large  com- 
pared to  r  and  r' 

I 


C^K 


21oge- 


For  a  pair  of  equal  parallel  plates  of  area  ii,  a  relatively  small 
distance,  d,  apart 

The  proofs  of  these  formula  can  be  found  in  the  more  extended 
treatises  on  electricity. 

416.  Energy  of  a  Charged  Conductor. — ^The  discharge  spark 
with  its  accompanying  light  and  heat  is  sufficient  evidence  that  a 
charged  conductor  or  condenser  has  energy.  Ah  expression  for 
this  energy  is  most  easily  found  by  calculating  the  work  re- 
quired to  charge  the  body.  Let  Q  equal  the  charge  required  to 
raise  the  body  to  the  potential  V.  The  potential  of  a  body  has 
been  defined  as  the  work  required  to  bring  a  positive  test  unit 
from  infinity  to  the  body,  The  definition  assumes  that  the 
potential  of  the  conductor  is  not  appreciably  changed  by  the 
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addition  of  the  test  unit.  Here,  however,  we,  have  to  determine 
the  work  necessary  to  bring  a  charge  Q  up  to  a  body  which  is 
initially  at  sero  potential,  but  which  is 
raise  J  to  the  final  potential  7  by  the 
charge  Q.  We  can  think  of  the  charge 
as  being  brought  in  a  very  large  num- 
ber of  small  fractional  charges  Q/n. 
The  potential  of  the  body  will  be 
raised  equal  amounts  as  each  frac- 
tional charge  is  added,  until  the  final 
potential  V  is  reached.  The  average 
potential  during  the  charge  is  thus 
7/2,  and  hence  the  total  work  equals  the  product  of  the  total, 
charge  Q  and  the  average  potential,  and  so  the  energy  E^QV/2. 
The  process  can  also  be  represented  graphically  (Fig.  291)  and 
the  result  obtained  from  the  area  of  a  triangle  as  in  the  similar 
cases  considered  in  {{27,  56.  Since  Q^CV  ({410),  we  can 
write  this  in  the  form,  i?«C7V2. 


ViQ.  201. 
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417.  Condenserp  **In  Parallel''  and  ''In  Series.'* — Condensers 
can  be  joined  together  ''in  parallel''  or  "in  series.''  When  joined 
in  paridldl,  all  the  positive  coatings  are  connected  to  form  one 
terminal  and  side  of  the  battery  of  condensers,  and  all  the  nega- 
tive coatings  are  connected  to  form  the  other  terminal  and  side 
(Fig.  292) .  The  resultant  capacity  is  that  of  a  single  large  con- 
denser,  with  coatings  equal  to  the  sum  of  the  coatings  of  the  in- 
dividual condensers,  or  C  «  Cj + C, + C,  + ,  etc 

Ciondensers  are  joined,  "in  series"  (or  "in  cascade")  when  they 
are  insulated,  and  the  outer  coating  of  the  first  is  connected  to  the 
inner  coating  of  the  second  and  the  outer  coating  of  the  second  is 
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joined  to  the  inner  coating  of  the  third,  and  so  on  through  the 
series  of  condensers  (Fig.  293).  To  calculate  the  capacity  of 
the  battery  "in  series,"  let  7„  7„  7,,  etc,  be  the  potentials 
and  Ci,  C„  Cg,  etc.,  the  capacities  of  the  condensers.    The 


I^o.  398. 


quantity  Q  on  each  inner  coating  will  in  each  case  equal  the 
quantity  on  the  outer  coating,  and  this  will  equal  the  quantity 
on  the  next  inner  coating  since  they  are  corresponding  induced 
charges.    Thus 

0  =  (V|-FJC,  =  (7,-7,)C,  =  (7,-F,)C.=C(7,-F4) 

where  C  is  the  resultant   capacity   of   all   the   series.    Hence 


and 


V/  V/J  V/J  V/g 


c- 


1 

i/c,+i/c,+i/c. 


418.  Quantitative  Use  of  Lines  and  Tubes  of  Force. — In  rep- 
resenting the  state  of  an  electric  field  by  lines  of  force,  only  the 
questipn  of  the  direction  of  the  force  has  been  considered.  To 
represent  the  magnitude  of  the  force,  we  limit  the  number  of 
lines  of  force  from  a  body,  so  that  the  number  of  lines  is  equal  to 
the  number  of  units  of  positive  charge.  That  is,  if  there  are  9 
units  of  electricity,  there  will  be  q  lines  of  force.  Each  line  is 
then  called  "  a  unit  line/'  or  simply  a  "line  of  force." 

Suppose  the  charge  q  to  be  at  a  point,  and  distant  from  other 
charges.  The  lines  are  then  radial  and  symmetrical  about  q. 
Draw  a  sphere  with  radius  r  and  with  q  at  the  center.  Through 
this  spherical  surface,  there  are  N^q/inr^  lines  per  square  centi- 
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meter.  But  the  force  on  unit  charge  at  adistance  r  is  F«9/ JTr' 
(§401)  hence  F=47cN/K,  where  N  is  the  number  of  unit  lines 
through  a  square  centimeter  section  taken  normal  to  the  field. 
But  the  force  F  acting  on  unit  charge  at  a  point  is  called  the 
intensity  of  the  field  at  the  point.  The  intensity  of  the  field  at 
a  point  is  thus  equal  to  in/K  times  the  number  of  unit  lines 
per  square  centimeter  of  normal  section  of  the  field. 

For  the  more  complete  representation  of  the  state  of  an  elec- 
tric field,  we  introduce  the  conception  of  'Hubes  of  force/'  A 
tube  of  force  is  a  channel  bounded  by  lines  of  force  and  having, 
as  one  end,  the  area  covered  by  a  positive  charge,  and,  as  the/ 
other  end,  the  area  covered  by  the  corresponding  negative  charge. 
A  ''unit  tube"  or  a  ''Faraday  tube"  as  Professor  J.  J.  Thomson 
calls  it,  has  unit  positive  charge  at  one  end,  and  unit  negative 
charge  at  the  other  end.  Hence  as  many  unit  tubes  start  from 
a  body  as  the  body  has  units  of  positive  electricity  on  it.  The 
electric  field  is  thus  filled  with  these  tubes  of  force. 

The  terms  "unit  line"  and  "unit  tube"  are  thus  equivalent. 
We  see  that  the  intensity  at  a  point  of  a  field  is  equal  to  4k /K 
times  the  number  of  tubes  of  force  per  square  centimeter  of  sec- 
tion normal  to  the  field,  otF^^tcN/K.  If  there  are  iV  tubes  across 
a  square  centimeter,  then  «,  the  cross-section  of  each  tube,  is 
«  =s  1  /  N^4nlFK.  Hence  Fe  ^Art/K,  or  the  product  of  the  cross- 
section  of  a  tube  and  the  intensity  of  field  is  the  same  at  every  sec- 
tion of  the  tube.  We  thus  see  that  where  the  intensity  decreases 
the  tube  widens  out,  and  where  the  intensity  increases  the  tube 
narrows.  This  suggests  the  flow  of  a  stream,  and  hence  Maxwell 
and  others  use  the  term  "flux"  or  "flow"  of  force,  for  the  quan- 
tity F». 

419.  Energy  of  an  Electric  Field. — To  calculate  the  energy  in  unit 
volume  of  an  electric  field,  take  the  case  of  two  parallel  charged  plates, 
with  a  difference  of  potential  V  and  a  charge  of  Q.  Q  unit  tubes  extend 
between  the  two  plates.  The  total  energy  is  (VQ/2)  (f416),  and  so  the 
energy  per  tube  is  K/2  ergs.  If  the  tube  has  a  length  L,  the  energy  per 
unit  length  of  tube  is  K/2L.  But  V^FL  by  the  definition  of  difference  of 
potential  and  so  the  energy  per  unit  length  of  the  tube  is  F/2.  We  have 
already  seen  that  the  number  of  tubes  across  a  normal  square  centimeter  is 
N^FKl^K  (HIS)  But  A^  tubes  each  of  unit  length,  occupy  a  cubic  centi- 
meter.   Henoe  the  energy  per  oubio  centimeter  of  the  medium  is  F^K/Sn, 
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420.  Atmoepheilc  Electricity. — ^In  1752  Benjamin  Franklin 
described  the  famous  kite  experiment  by  which  he  "  completely 
demonstrated  the  sameness  of  the  electrical  matter  with  that 
of  lightning/'  A  silk  kite  on  which  there  was  a  pointed  wire 
was  raised,  and  it  was  f  oimd  that "  as  soon  as  any  of  the  thunder- 
clouds came  over  the  kite,  the  pointed  wire  drew  the  electric 
fire  from  them,  and  the  kite  with  all  the  twine  became  electri- 
fied/' By  this  means  Franklin  got  electric  sparks  and  .also  was 
able  to  charge  a  Leyden  **  phial  **  from  the  clouds. 

The  next  marked  advance  in  the  study  of  atmospheric  elec- 
tricity was  due  to  the  invention  and  use  of  the  water-drop 
electrograph  and  the  electrometer  by  Kelvin  about  the  middle 
of  the  last  century.  Kelvin  showed  that  the  end  of  a  tube 
from  which  a  stream  of  water  breaks  into  drops  takes  the  electric 
potential  of  the  air  at  the  point.  It  was  f  oimd  that  the  potential 
of  the  air  in  dry  weather  is  normally  positive  relative  to  the 
earth  and  increased  with  the  height.  The  potential  gradient 
is  expressed  in  volts  per  meter  rise  in  height.  This  may  be 
several  himdred  volts  per  meter,  but  it  varies  greatly  with  the 
season,  the  time  of  day  and  the  weather  conditions.  It  is  also 
not  alwajrs  positive,  for  the  potential  of  the  atmosphere  at  times 
is  negative  relative  to  the  earth,  and  is  very  frequently  so  in 
rainy  weather.  The  causes  of  atmospheric  electricity  aie  not 
definitely  determined.  Evaporation,  friction  of  the  clouds,  the 
action  of  ultra-violet  light,  and  of  radio-active  materials  are 
some  of  the  causes  suggested. 

The  electrical  phenomena  of  the  atmosphere  more  commonly 
observed  are  forms  of  lightning  and  the  aurora  borealis.  Light- 
ning is  an  electric  discharge  between  clouds,  or  between  the 
clouds  and  the  earth.  It  takes  the  form  of  forked  lightning, 
sheet  or  "heat"  Kghtning  and  ''baU"  lightning.  The  "ball" 
lightning  is  not  wdl  understood  and  may  be  due  to  an  optical 
illusion.  Recent  experiments  by  the  resonance  methods  (£542) 
of  electrical  waves  show  that  lightning  discharges  are  oscillatory 

(5641). 
One  of  the  first  applications  of  electrical  science  was  Franklin's 

use  of  points, "  lightning  rods,"  for  the  protection  of  buildings 

against  injury  by  lightning  discharges.    The  protection  from 

lightning  rods  is  probably  greater  in  the  way  of  silently  dis- 
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charging  the  Burroundixig  atmosphere,  rather  than  in  conducting 
away  disruptive  discharges.  The  best  protection  against  light- 
ning is  a  metallic  net  work  covering  the  building  more  or  less 
completely  and  having  a  good  connection  to  moist  earth. 

The  aurora  borealis  or  ''  northern  lights/'  is  an  electrical  dis- 
charge in  the  upper  atmosphere,  and  is  most  frequently  seen 
towards  the  polar  regions.  It  is  thought  to  be  analogous  to  the 
electrical  discharges  in  vacuum  tubes. 

ELEGTROKINETIGS 

421.  The  Electric  Current — ^If  two  conductors  A  and  B, 
charged  to  different  electrical  potentials,  be  connected  by  a  long 
>  thin  wire,  there  will  be  a  flow  of  electricity,  that  is,  an  electric  cur- 
rent, through  the  wire.  The  direction  of  tills  current  is  defined  as 
being  from  the  higher  to  the  lower  potential.  The  current  will 
continue  so  long  as  there  is  a  difference  of  potential  between  the 
ends  of  the  wire.  In  the  case  of  electrostatic  charges,  such  as 
those  of  the  Leyden  jar,  the  potentials  are  equalised  in  a  very 
small  fraction  of  a  second,  that  is,  the  currents  are  momentary. 
(We  shall  see  later  in  {{541  and  542  that  under  frequent  condi- 
tions, especially  if  the  connecting  wire  is  short  and  thick,  they  are 
also  oscillatory.)  To  get  a  continued  current  in  a  wire,  the 
difference  of  potential  must  be  kept  up.  The  potentials  produced 
by  electrostatic  machines  are  very  high  and  the  electric  quantities 
separated  are  small,  so  that  the  currents  from  such  machines  are 
small,  momentary  and  intermittent.  For  producing  and  main- 
taining continued  electric  currents,  voltaic  cells,  thermo-couples 
and  dynamo-electric  machines  are  used. 

These  will  be  described  later,  but  it  will  be  convenient  to  state 
at  this  stage  the  principle  of  the  voltaic  cell,  since  it  was  the  first 
device  discovered  for  obtaining  continued  currents  and  voltaic 
cells  of  some  form  are  usually  employed  for  most  of  the  experi- 
ments which  we  shall  presently  describe. 

482.  The  Voltaic  (^. — ^When  two  dissimilar  conductors,  A 
and  C  (Fig.  294a)  are  immersed  in  a  liquid,  fi,  which  acts 
chemically  on  at  least  one  of  them,  and  the  parts  out  of  the  liquid 
are  connected  by  a  wire,  Z>,  a  current  of  electricity  flows  in  the 
wire,  heating  it  and  producing  other  effects  to  be  described 
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presently.  If  the  wire  D  be  cut  and  its  free  ends  be  joined  to  a 
sufficiently  sensitive  electrometer  (§407)  the  latter  will  show  by 
the  deflection  of  its  needle  that  the  ends  of  the  wire  are  at  differ- 
ent potentials.  Volta,  to  whom  we  owe  the  above  discoveries, 
axicounted  for  this  difference  of  potential  by  assuming  that  there 
is  an  abrupt  difference  of  potential  set  up  at  the  contact  of  each 
pair  of  dissimilar  conductors  in  the  circuit.  This  view  has  been 
generally  accepted  but  much  difference  of  opinion  has  existed  as 


=.:==B^:^-- 
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to  the  relative  magnitudes  of  these  differences  of  potential  at  the 
various  contacts,  D  with  A,  A  with  B,  B  with  C,  and  C  with  D. 
It  will  not  be  necessary  to  consider  this  controversy  further  at 
present  (see  $475). 

423.  Electromotive  Force. — ^Assuming  that  there  are  such  con- 
tact differences  of  potential,  let  us  denote  the  me  of  potential 
from  Z>  to  il  (positive  or  negative)  by  V^j^  and  so  on  for  the  other 
contacts  in  the  circuit.  Then  the  whole  difference  of  potential 
of  the  ends  of  D  connected  to  the  electrometer  and  measured  by 
it  is  7d^  +  V^B  +  Vbo  +  ^CD'  This,  by  the  definition  of  poten- 
tial difference  ($402),  is  the  work  that  would  be  done  in  taking 
a  unit  quantity  of  electricity  from  one  free  end  of  i)  to  the  other 
along  the  line  of  the  conductors  in  the  circuit.  When  the  ends 
of  D  are  joined  and  a  current  flows,  we  may  regard  the  current 
as  being  due  to  the  sum  of  the  steps  of  potential  at  the  contacts 
and  this  sum  is  accordingly  called  the  electromotive  force,  £, 
acting  in  the  circuit.  It  is  evidently  also  equal  to  the  work  thai 
would  be  done  in  taking  a  unii  quantity  once  around  the  circuit. 
The  latter  is  the  general  measure  of  the  electromotive  force  in  a 
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circuit,  whether  it  be  due  to  voltaic  cells,  thermoelectric  junc- 
tions, or  a  dynamo,  in  the  circuit. 

424.  Two  Classes  of  Conductors. — Volta  also  sought  to  obtain 
currents  by  circuits  consisting  of  metallic  conductors  only,  but 
in  this  he  did  not  succeed.  He  found,  in  fact,  that,  whatever 
dififerences  may  be  supposed  to  exist  at  the  various  junctions  in 
such  a  circuit,  the  sum  of  these  formed  as  described  in  §423  is 
equal  to  zero,  that  is,  the  electromotive  force  produced  in  such  a 
circuit  is  zero.  (We  now  know  that  such  is  not  the  case*  if  there 
are  differences  of  temperature  in  the  circuit.)  He  was,  therefore, 
led  to  divide  conductors  into  two  classes,  conductors  of  the  Jirni 
clas9  being  such  as  are  not  competent  by  themselves  to  produce 
an  electromotive  force  when  joined  in  a  circuit,  at  least  one  con- 
ductor of  the  second  class  being  necessary  for  a  finite  electro- 
motive force.  The  former  class  includes  all  metallic  conductors, 
while  the  latter,  now  called  eIectrol}rtes  (§462),  are  chemical 
compounds  which  can  be  decomposed  by  an  electric  current. 

It  follows  from  the  above  that  if  we  suppose  the  liquid  of  the 
voltaic  cell  (Fig.  294)  to  be  absent  and  A  and  C  to  be  directly  in 
contact,  then  V|>^  +  F^(7+F<yj>=0.  We  may  also  evidently 
write  this  equation  in  the  form  Vcd  +  ^da  ^  ^oa*  ^^  ^^®  contact 
rise  of  potential  from  C  to  il,  if  placed  directly  in  contact,  is 
equal  to  the  sum  of  the  rises  of  potential  from  C  to  Z>  and  from 
Z>  to  ii,  a  result  that  holds  for  any  three  conductors  of  the  first 
class. 

426.  Electromotive  Force  of  a  Cell. — While  an  electromotive 
force  consists  in  general  of  parts  that  are  located  at  different 
points  in  a  circuit  and  is  measured  by  the  work  done  in  taking 
unit  of  electricity  once  around  the  circuit,  it  may,  in  the  case  of  a 
voltaic  cell,  be  considered  as  due  solely  to  the  liquid  and  the 
plates  directly  in  contact  with  it.  For,  from  the  formulas  stated 
in  §§423,  424,  it  follows  that 


f^^AB  +  ^BC  +  ^CD  +  ^DA 
—  ^AB  +  ^BO  +  ^OA 

m  «  .  4  •  .         « 


This  could  not.  however,  be  used  as  the  basis  for  a  satisfactory 
practical  defimtion  of  the  electromotive  force  of  a  cell,  since,  as 
has  been  stated,  there  is  some  doubt  as  to  the  parts  that  the 
separate  terms  coiitribute  to  the  whole  sum.    Of  this  whole  sum 
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there  is  no  doubt,  sinoe  it  can  be  measured  directly  by  an  elec- 
trometer as  stated  in  §422.  We  shall,  therefore,  define  the  e.m.f . 
of  a  cell  as  follows: 

The  dectramoHve  force  of  a  vdUaic  cdl  ie  the  difference  ofpoterUtal 
ofwiree  of  the  eame  material  connected  to  the  platee  of  the  cdl,  when 
the  cdl  ie  an  open  circuit. 

When  the  circuit  is  closed  by 
^"^^  metallic  wires  of  any  kind,  the 

'    electromotive  force  of  the  circuit 


^ 


8  is,  as  we  have  seen  above,  equal 

g  to  that  of  the  cell  and  independent 

•  ^^< of  the  material  of  the  connections 

(provided  they  be  all  at  the  same 


^  temperature). 

M  426.    Magnetfc   Effect   of    an 

Electric  Current.— In  1820  Hans 


g^^  Christian  Oersted,  Professor  in  the 

Fio.  3ft5.  University  of  Copenhagen,  made 

the  epoch-making  discovery  that 
an  electric  current  acted  on  a  neighboring  magnetic  needle.  It 
was  foimd  that  when  a  straight  wire  was  held  in  a  north  and 
south  line  over  a  magnetic  needle,  the  needle  was  deflected  if  an 
electric  current  was  passed  through  the  wire.  Further,  the 
direction  of  the  deflection  of  the  needle  was  reversed,  (a)  by 
reversing  the  direction  of  the  current,  and  (6)  by  holding  the 
wire  under,  instead  of  over 
the  needle.  This  is  illustra- 
ted in  Fig.  296. 

The  directions  of  the  cur- 
rents and  of  the  correspond- 
ing deflections  are  described 
by  the  following  rule:  Hold 
the  open  right  hand  on  the 
side  of  the  wire  opposite  the  needle,  with  the  palm  toward  the 
needle,  and  the  fingers  pointed  in  the  direction  of  the  current, 
then  the  thumb  indicates  the  direction  of  the  deflection  of  the 
N  pole  of  the  needle  (Fig.  296). 

Oersted's  experiment  shows  that  a  wire  carrying  an  electric 
ourrent  is  lAirrounded  by  a  magnetic  field,  and  that  the  direction 
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of  the  field  ia  on  all  sidea  perpendicular  to  the  current  direction, 

that  IB,  that  the  magnetic  lines  must  be  urcles  about  the  current. 

This  can  also  be  ahovn  by  means  of  iron  filings.    A  vertical  wire 

paaees  through  a  hole  bored 

in  a  horiiontal  glass  plate;     li'T:- 

if  a  strong  current  is  passed     '.  •''^ 

through  the  wire,  and  iron      y  v 

filings  are  sprinkled  on  the     '? -; 

glass,  it  is  seen  that  the      : .,' 

filings  arrange  themselves     v'\^ 

in  circles  with  the  wire  as      '..■.■* 

center     (Fig.     297).      By     >.',:^ 

using  a  small  compass,  it     '*^ 

is  easy  to  fix  the  direction     -'rK 

of  this  field.    The  direction      -.r^-^, 

of  the  current  and  that  of      1;-  ; 

the    accompanying     mag-      ^^"^ 

netio  field  is  stated  by  Max-  na.  an. 

well's  rule :   //  Iht  direction 

of  (ht  cWTsnf  M  ihat  of  the  advance  or  thnul  of  a  right-handed 

eerev,  Uun  the  dtredion  of  rotation  of  the  $cretB  givet  the  dfr«c<fon 

of  the  magnetic  field.    This  is  illustrated  in  Fig.  298. 

From  tha  aboTS  wa  can  aee,  th«t  a 
N  pole  would  rotate  In  a  oirol«  about 
a  oumnt,  provided  Hm  N  pole  oould 
be  bolatod  from  ita  S  pole.  Fig.  3BD 
■horn  a  piebe  of  apparatui 
■tratfng  this  rotation  and  it«  diie»- 
tion.    The  ouirent  from  the  battery 


anten  from  below  at  A,  puM«  up  the  rertieal  rod  to  fi,  and  by  a  mercury  ' 
oup  enten  the  horiiontal  arm  BD;  by  thia  it  reaches  the  dreular  mereury 
trough  B,  and  eomplataa  the  einrait  baek  to  Um  baWerj.     Soapendad  ao 
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that  they  can  rotate  with  the  arm  BD,  about  the  azie  of  the  vertical  our> 
rent  AB,  are  the  two  magnets  NS  and  N'S',  which  have  their  north  poles 
N  and  N'  in  the  field  of  AB,  while  the  two  south  poles  S  and  S'  are  out- 
side of  this  field.  When  the  current  flows  from  A  to  B,  the  north  poles 
revolve  anti-clockwise  about  the  current  as  looked  at  from  above,  and 
continue  to  revolve  so  long  as  the  current  continues.  Reverang  the 
direction  of  the  current  reverses  the  direction  of  the  rotation. 

427.  Magnetfc  Lines  of  a  Circular  Circuit  and  of  a  Solenoid. — 
When  the  wiire  carrying  a  current  is  bent  into  a  circle,  as  shown 
in  Figs.  300a  and  b,  the  lines  of  magnetic  force  pass  through  the 
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area  bounded  by  the  circle,  entering  at  one  face  of  the  circle  and 
going  out  from  the  opposite  face.  That  is,  the  north  pole  of  a 
magnetic  needle  would  act  as  if  repelled  by  one  face  of  the  circle 
and  attracted  by  the  other  face.  The  circular  circuit  then  acts 
like  a  thin  sheet  magnet,  or  "  a  magnetic  shell,''  one  face  of  which 
is  a  north  ''pole"  and  the  other  a  south  ''pole."  It  is  also  seen 
that  the  direction  of  the  magnetic  lines  (S  to  N)  of  the  shell  is 
related  to  the  direction  of  the  current  in  the  coil  as  the  thrust  to 
the  twist  of  a  right-handed  screw. 

By  winding  the  wire  closely  on  a  cylinder  in  one  or  more  layers, 
we  get  a  helix  or  solenoidal  coil.    It  can  be  considered  as  a  series 
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of  parallel  and  equal  circles  witU  centers  on  the  axis  of  the  cylinder. 
A  helix  with  a  current  through  it  forms  a  solenoid.  The  mag- 
netic field  of  a  solenoid  is  indicated  in  Fig.  301.  It  is  the  result- 
ant of  the  magnetic  fields  of  the  individual  circular  currents.  It 
is  seen  that  one  end  forms  a  N  pole,  and 
the  other  end  a  S  pole.  The  magnetic 
field  inside  the  solenoid  is  uniform  ex- 
cept near  the  ends  (§430). 

428.  Current  and  Field  Strength.  Units 
of  Current — ^The  strength  of  the  mag- 
netic field  at  a  point  P,  due  to  a  current 
I  in  a  small  element  of  circuit  ib  at  a  distance  r  from  P,  (Fig. 
302a)  varies  directly  as  the  current  t,  directly  as  the  length  da 
resolved  at  right  angles  to  r,  and  inversely  as  the  square  of  the 
distance  r;  that  is,  H,  the  strength  of  the  magnetic  field  at  P,  is 
given  by  the  equation 

—      ids 

r' 

where  A;  is  a  constant  the  value  of  which  depends  upon  the 

surrounding  medium  and  upon  the  units  used.    The  magnetic 

field  at  P  is  evidently  at  right  angles  to  the  plane  of  Pds.    If 


b 
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dsf  is  the  length  of  the  current  element,  and  if  this  makes  the 
angle  </>  with  r,  (Fig.  302,  b)  then  ds^ds^  sin  4>  and 

£f=-^m^ 

It  is  evident  that  a  direct  experimental  proof  of  the  above  law  is 
not  possible,  since  we  cannot  have  an  isolated  circuit  element  ds. 
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We  can,  however,  i^pply  the  law  to  various  circuits  and  deduce 
formuls  which  can  be  tested. 

The  simplest  application  is  in  calculating  the  magnetic  field  at 
the  center  of  a  circular  circuit.  Here  the  sum  of  all  the  elements 
ds  is  2irr,  the  circumference  of  the  circle,  and  all  the  elements  are 
at  the  distance  r  from  the  center,  and  hence  the  magnetic  field 
at  the  center  is 

In  this  equation,  the  consianL  k  is  unity,  if  we  measure  r  the 
radius  in  centimeters,  and  define  unit  current  as  follows:  Unit 
current  is  the  current  which,  flowing  through  a  cvrde  of  one  centi- 
meter radius  in  air,  exerts  a  force  of  2n  dynes  on  a  unit  magnetic 
pole  at  the  center  of  the  cvrde.  This  is  the  c.g.s.  dectromdgnetie 
unit  of  current.  It  can  also  be  stated  as  follows:  The  electro- 
magnetic unit  of  current  is  that  current  which,  flowing  through 
unit  length  of  arc  with  unit  radius,  produces  unit  magnetic 
field  at  the  center. 

If  the  circular  circuit  has  n  turns  instead  of  one  turn,  the 
formula  becomes, 

wj^^Tcni 
r 
By  sending  the  same  current  through  circular  curcuits  of  different 
radii  and  measuring  tl^e  magnetic  fields  at  the  centers,  it  is  found 
that  the  above  formula  holds.  It  follows  from  this  that  the 
law  of  action  of  each  short  element  of  a  current  must  also  be  true. 
For  practical  measurements  the  unit  of  current  used  is  the  ampere. 
The  ampere  is  one-tenth  (10"  0  of  the  c.g.s.  electromagnetic  unit 
of  current. 

429.  Electromagnetic  Unit  Quantity  of  Electricity.— -The  above 
definitions  of  unit  current  are  founded  entirely  on  the  magnetic 
action  of  a  current.  In  stating  them  we  have  implied  nothing 
as  to  the  nature  of  electricity  itself,  the  direction  in  which  it 
flows,  or  the  amount  that  flows.  If,  however,  we  now  assume 
that  an  electric  current  may  be  regarded  as  the  flow  of  an  incom- 
pressible fluid  in  a  definite  channel,  we  must  suppose  that,  as  in 
the  case  of  water  flowing  in  a  pipe,  the  quantity  that  flows 
through  every  cross-section  is  the  same  and  we  are  thus  led  to  an 
entirely  new  definition  of  a  unit  quantity  of  electricity.     Unit 
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quafUiiy  of  deeirieUy  is  that  quantUy  which,  in  each  second,  passes 
throtigh  every  cross-sedion  of  a  linear  conductor  which  carries  a 
unii  steady  current. 

It  should  be  noted  that  nothing  yet  stated  enables  us  to  decide 
whether  a  current  of  electricity  consists  of  a  flow  of  positive 
electricity  from  high  jto  low  potential  in  a  conductor,  or  a  flow  of 
negative  electricity  in  the  opposite  direction,  or  a  combination  of 
both.  This  question  can  only  be  decided  by  considerations  that 
will  be  referred  to  later.  Hence,  the  total  quantity  which 
passes  a  section  of  the  circuit  in 
t  seconds,  when  current  i  flows, 
is  q^it. 

The  c.g.8.  electromagnetic  unit' 
of  electricity  is  the  quantity  car- 
ried in  a  second  past  a  point  in 
a  circuit  by  the  c.g.s.  electro- 
magnetic unit  of  current.  Ex- 
periments show  that  this  is  about  yiq.  sob. 
3X10^*  times  greater  than  the 

c.g.s.  electrostatic  unit  of  electricity  (§401).  One-tenth  (lO^O 
the  c.g.s.  electromagnetic  unit  quantity  is  called  a  coulomb. 
The  coulomb  is  thus  the  quantity  of  electricity  which  passes 
any  section  of  a  circuit  in  a  second  when  an  ampere  flows — 
hence  coulombs  »  amperes  X  seconds. 

480.  Msgnstie  Field  on  the  Axis  of  a  Circular  Circuit  Same  for  a  Sole- 
noid.— ^The  magnedo  field  at  a  point  P  on  the  azia  of  a  droular  cireuit  can 
be  found  aa  follows:  Let  p  be  the  diatanoe  of  P  (Fig.  803)  from  C  the 
center  of  the  drole,  and  r  the  radiua  of  the  drde.  The  diatanoe  of  P  from 
an  element  d$  of  the  drouit  la  then  a'^^/r^-^f^,  hence  the  magnetio  force 
on  unit  pole  at  P  due  to  current  iindsia 

Thia  f  oroe  is  at  right  anglea  to  the  plane  P-dt.  It  ia  reaolved  along  the  azia 
by  multiplying  1^  eoa  0— ainCPil-r/a— r/\/r>+p';or 

For  the  whole  drde  the  intendty  of  the  magnetic  fidd  ia  therefore 

It  ia  erident  that  the  component  of  the  force  at  right  anglea  to  the  azia  for 
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MMsh  dioment  d$  will  be  annulled  by  that  of  the  element  at  the  oppoaite  end 
of  the  diameter,  and  so  the  above  givei  the  total  field  at  P, 

To  get  the  intensity  of  the  field  at  a  point  P  on  the  axis  of  a  solenoid,  the 
action  of  all  the  parallel  circular  circuits  must  be  added.  Consider  a  small 
section  MM'^dx  of  the  solenoid,  x  being  the  distance  of  its  center,  C,  from 
P.  Denote  the  number  of  turns  in  the  solenoid  by  n,  its  length  by  L  and  the 
strength  of  the  ourrent  by  i.    The  number  of  turns  in  the  length  dx  is 
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ndx/L,    We  thus  get  for  the  intensity  of  the  magnetic  field  at  P  due  to 
this  element  MM'  of  the  solenoid 

Substituting  x  ^  root  <f>  and  dx  ^  ^  rd<f>/Aa? if>  the  ezpressioo  becomes 

._          2irntBin^^ 
dHp ^ 

Integrating  between  the  limits  <f>i^BPO  and  <^i^APO  we  find  for  the 
total  intensity  at  P 

Hp  — (cos  ^,— cos  ipi) 

Now  if  the  length  L  of  the  solenoid  is  large  compared  to  the  radius  r,  and 

we  take  the  point  P  near  the  middle  of  the  solenoid,  we  can  put  0|  — 180* 

and  ^s"0*,  and  hence 

„      4nni 

This  formula  also  gives  (approximately)  the  field  intensity  inside  a  ring 
solenoid. 

It  is  to  be  noted  that  at  the  ends  of  a  straight  solenoid,  where  ^|  or 
^a-90^,  we  have  Hp'^2nnilL. 

4S1.  Field  About  a  Straight  Circuit. — ^The  intensity  of  the  mag- 
netic field  due  to  a  current  in  a  straight  circuit  of  indefinite  length 
varies  inversely  as  the  distance  of  the  point  from  the  circuit. 
This  can  be  proved  experimentally  by  the  arrangement  shown 
in  Fig.  305.  AOB  is  a  vertical  circuit,  and  N8  is  a  magnet 
placed  upon  a  horizontal  disk  which  is  free  to  rotate  about  the 
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circuit  as  axis.  If  r^  and  r,  are  the  distances  of  the  poles  +m 
and  —  m  from  the  center  0,  and  H^  and  H^  the  intensities  of  the 
field  at  the  two  poles,  the  moments  of  the  force  about  0  are 
mHjr^  and  ^mHjr^  Experiment  shows  that  there  is  no  rota- 
tion,  that  is,  that  the  moments  of  force  are  equal  and  opposite 
or  that  m£r,ri=mJ7,r„  and  hence  HJH^^rJr^.  The  inten- 
sities of  the  field  due  to  the  circuit  are,  therefore,  inversely  as 
the  distances  r^  and  r^  This  is  known  as  Biot  and  Savart's  law. 
From  this  we  get  that  H^ki/r,  for  the  field  about  a  straight 

A 


B 
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circuit  of  indefinite  length.  It  can  be  shown  by  mathematics 
and  also  by  experiment,  that  A; » 2,  if  i  is  measured  in  c.g.s. 
e.m.  units  of  current,  that  is,  £r»2i/r. 

The  mathematioal  proof  is  as  follows:  The  effect  at  P  (Fig.  806)  of  the 
element  AB  of  ihe  current  is  the  same  as  that  of  its  projection,  dt  or  AC, 
perpendicular  to  R,  Now  AC'^Rd^  and  r*  12  cos  0.  Hence  (see  f428) 
idM/R^'^i  cos  <l)d^/r.  Integrating  this  between  limits— ;r/2  and  4-  7t/2 
weget  J7-2t7n 

We  can  now  calculate  the  work 
done  in  carrying  a  pole  m  round  a 


current  i.   For  W  =  Hnd  = 


2im 


2nr 
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49rfin;  or,  when  a  unit  pole  moves 
about  a  circuit  which  carries  a  cur- 
rent % ,  ^jti  ergs  work  are  done. 

From  the  above  we  get  an  instructive  proof  of  the  intensity  of 
the  field  at  the  center  of  a  solenoid.  Take  a  closed  path  abed  (Fig. 
307).  The  side  ab  is  a  straight  line  parallel  to  the  lines  of  force. 
The  sides  he  and  ad  are  perpendicular  to  the  field  and  extend 
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indefinitely,  that  is,  to  a  region  where  the  field  becomes  null. 
Then  in  moving  a  pole  m  around  the  path  abed,  the  only  force  is 
along  the  line  ab.  Hence  the  work  W^H.m.ab^  where  H  is  the 
intensity  of  the  field  along  ab.  If  n  is  the  number  of  turns 
in  the  solenoid  and  L  its  length,  the  number  of  turns  in  the  length 
oft  is  n.  ahjL,  and  if  i  is  the  current,  W^Anmi.  ab.  n/L.    Hence 

H^-j —    This   formula   holds   true  approximately  for  any 

point  within  a  long  solenoid  and  not  near  either  end  (§430). 

4S2.  The  Electric  Current  and  the  Magnetic  Field.— Oersted's 
discovery  shows  that  an  electric  current  is  not  simply  a  transfer 
of  electricity  along  or  in  a  conductor,  but  that  the  whole  region 
about  the  conductor  is  involved.  With  the  transfer  of  electricity 
there  is  a  magnetic  field  at  right  angles  to  the  same.  Professor 
J.  J.  Thomson  has  shown  ho^  the  various  phenomena  of  the 
electromagnetic  field  may  all  be  interpreted  as  due  to  the  motion 
of  the  electric  lines  or  ''Faraday  tubes''  (§418),  which  accom- 
panies the  transfer  of  the  electric  charges.    Suppose  we  have  two 
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bodies  A  and  B  with  positive  and  negative  charges  respective^. 
These  have  electric  lines  or  tubes  connecting  the  charges.  If  we 
now  connect  A  and  fi  by  a  wire  C,  the  ends  of  the  lines  will 
slide  along  the  conducting  wire,  until  the  lines  shrink  to  molecular 
lengths,  when  the  charges  combine.  But  as  these  lines  shrink 
until  their  ends  come  together,  there  are  magnetic  lines  ai  right 
angles  to  the  lines  and  to  ihe  direction  of  their  motion  (Fig.  3086). 
In  the  case  of  a  continuous  electric  current,  there  is  a  continual 
renewal  of  the  electric  lines,  so  that  there  is  a  stream  of  electric 
lines  closing  in  along  the  conductor.  According  to  this  view, 
which  is  in  agreement  with  the  ideas  of  Faraday  and  Maxwell, 
the  magnetic  field  is  due  to  these  moving  electric  lines. 
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4S3.  UMgaeUe  INfect  of  a  Maying  Blectrifled  Body. — Rowland 
made  in  1875  a  fundamental  experiment  which  showed  that  a 
charged  body  when  moving  at  a  high  speed  is  equivalent  in  its 
magnetic  effects  to  an  electric  current.  His  method  was  to 
charge  a  gilded  vulcanite  disk  and  spin  it  very  rapidly.  This 
produced  a  deflection  of  a  sensitive  magnetic  needle.  Measure- 
ments have  shown  that  a  moving  charged  body  produces  a 
magnetic  field  which  is  equal  to  the  field  produced,  per  unit  of  its 
length,  by  a  linear  conductor  carrying  a  current  eu,  where  6  is 
the  charge  and  u  its  speed.  An  electric  discharge  in  a  vacuum 
tube  consists  of  streams  of  charged  particles  called  cathode  and 
canal  rays,  and  it  is  found  that  these  act  in  accordance  with 
Rowland's  experiment,  that  is,  they  are  equivalent  to  electric 
currents,  and  are  bent  and  deflected  by  a  magnet  like  flexible 
currents.    (See  §552  on  CJonduction  of  Electricity  in  Oases.) 

484.  Blactron  Tlitofy  of  Conduction. — Smoe  moying  oharges  have  the 
same  magnetio  effects  as  eleotrie  currents,  it  is  a  natural  supposition  that 
a  current  oonsists  essentially  of  a  stream  of  charged  particles,  tiie  combined 
magnetic  effect  of  which  oonstitutes  the  magnetio  field  associated  with 
the  current.  In  the  discussion  of  views  as  to  the  nature  of  eleotrie  oharges 
(1894)  we  have  seen  that  the  most  probable  hypothesis  is  that  they  consist 
of  eleotrons  or  units  of  eleotridty  which  can  be  transferred  from  one  body 
to  another,  an  exoess  above  the  normal  constituting  a  negative  charge 
and  a  defidenoy  a  positive  charge.  This  hypothesii  has  been  extended  to 
the  explanation  of  electric  currents  and  it  has  been  found  to  account 
fairly  well  for  the  facts.  Since  the  eleotrons  are  yery  much  smaller  than  the 
atoms  of  conductors,  it  would  seem  probable  that  the  current  must  oonsist 
in  a  flow  of  electrons.  If  so,  the  flow  must  be  from  low  to  high  potentials. 
In  fact,  high  and  low  potentials  have  been  defined  by  the  work  done  in 
moving  a  charge  of  podtive  eleciridty.  If  it  had  been  the  unit  of  negative 
eleotridty  that  was  referred  to  in  the  definition,  the  terms  high  and  low,  as 
applied  to  the  potential  of  bodies,  would  have  been  reversed. 

It  is  believed  that  in  a  metallic  oonduotor  many  electrons  are  so  entirely 
"  free"  or  so  loosely  oonnected  to  atoms  that  they  are  easily  set  in  motion 
by  dectrio  forces,  whereas  the  much  larger  atoms,  each  of  which  remains 
podtivdy  charged  when  deprived  of  its  normal  number  of  eleotrons,  move 
much  more  dowly.  There  Is  evidenoe  that  the  dectrons  are  moving  in 
random  directions  with  very  high  vdodties  when  there  Is  no  current  in  the 
metal,  for,  under  certain  conditions,  they  can  be  ejected  from  the  sutfaoe 
of  the  metal  and  something  can  be  learned  as  to  thdr  vdodties  ({505). 
When  a  differenoe  of  potential  is  applied  to  the  ends  of  the  oonduotor,  a 
drift  of  the  electrons  is  superposed  on  thdr  random  motion  and  this  drift 
constitutes  the  dectrio  current.    The  drift  or  stream  of  eleotrons  does  not, 
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however,  Attain  any  very  great  velocity,  ainoe  oollisionB  between  electrons 
and  atonks  are  continually  taking  place. 

IjlFrom  the  above  we  can  readily  obtain  an  expression  for  the  magnitude 
of  an  electric  current.  The  moving  electrons  in  any  part  of  a  circuit  must 
produce  the  magnetic  field  associated  with  that  part  of  the  circuit.  Now 
oonsider  a  wire  of  cross-sectioni  a,  and  let  the  number  of  electrons  per  unit  ci 
volume  be  N,  the  charge  of  each  bdng  e  in  electromagnetie  units.  Then 
the  total  charge  of  these  is  Nae.  Hence,  by  the  result  of  Rowland's 
experiment,  if  the  mean  velocity  in  the  direction  of  the  stream  is  «, 

t  —  AToeu 
This  expression  has  been  tested  in  various  ways,  some  of  which  will  be 
referred  to  later. 

measuremeut  of  currehts 

485.  Galvanometers. — An  instrument  for  measuring  an  electric 
current  by  its  magnetic  effects  is  called  a  galvanometer.  If  the 
instrument  is  only  for  detecting  the  presence  of  a  current,  it 
should  in  strict  language  be  called  a  galvanoscope,  but  such  an 
instrument  is  often  called  a  galvanometer,  or  perhaps  a  detector 
galvanometer.  There  are  two  types  of  galvanometers  in  com- 
mon use  (a)  the  galvanometer  with  a  movable  magnetic  needle 
and  a  fixed  coil,  and  (6)  the  galvanometer  with  a  movable  coO 
and  a  fixed  magnet.  This  last  type  is  called  the  d'Arsonval 
galvanometer.  Electrodynamometers,  which  are  current  meas- 
uring instruments  depending  on  the  magnetic  action  between  two 
coils,  one  fixed  and  the  other  movable,  form,  strictly  speaking, 

another  type  of  galvanometers  (see  §531). 
The  term  ammeter  or  ampere-meter  is  used 
for  special  forms  of  graduated  galvan- 
ometers. One  of  these  will  be  described 
later  (§440). 

436.  Tangent  Galvanometers. — A  tangent 
galvanometer  consists  of  a  circular  coil, 
which  is  mounted  with  its  plane  vertical 
and  set  in  the  magnetic  meridian,  and  a 
small  magnetic  needle,  suspended  hori- 
Fio.  800.  zontally  at  the  center  of  the  coil.     The 

needle  is  in  a  compass  box  with  a  pointer 
and  graduated  circle  so  that  its  deflections  can  be  read. 
The  deflections  are  often  measured  by  attaching  a  small 
mirror  to  the  needle  and  observing  the  deflection  of  a  beam 
of  light  on  a  scale.    When  an  electric  current  passes  in  the 
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eofl,  t£i6  needle  is  under  the  action  of  the  magnetic  field  of 
the  earth,  which  is  parallel  to  the  coil,  and  of  the  magnetic 
field  due  to  the  current,  which  is  at  right  angles  to  the  coO.  It 
takes  a  resultant  position  and  makes  an  angle  0  with  the  mag- 
netic meridian.  There  are  then  two  couples  acting  on  the  nee- 
dle. The  couple  tending  to  turn  it  back  into  the  magnetic 
meridian  is  HM  sin  0,  where  H  is  the  horisontal  intensity  of 
the  earth's  magnetic  field  and  M  is  the  magnetic  moment  of 
the  needle  (§376).    The  couple  acting  ^o  turn  the  needle  into 

the  direction  of  the  field  of  the  coil  is M  cos  0,  where 

is  the  intensity  of  the  field  due  to  the  coil  (§428).  When  the 
needle  is  at  rest,  the  two  couples  are  equal,  or 

2imi 


Hence, 


Jf  cos  0  -*  HM  sin  0 
.      Hr 


2ffn 


tan0 


H 


1- 


£ 


2wnr 

r 

In  this  formula,  the  term  —  depends  only  on  the  dimensions 

of  the  galvanometer  and  is  represented  by  0,  called  the  galvan- 
ometer constant.    The  formula  then  becomes 

f»ff/Otan0  »  Atan0 

The  current  is  thus  proportional  to  the  tangent  of  the  angle  of 
deflection.  If  the  current  is  to  be  measured  in  amperes,  iostead 
of  e.g.s.  electromagnetic  units, 

C  (amperes)  > 


2m 


tan0 


In  the  above  it  has  been  assumed  that  the  magnetic  field  due  to 
the  current  is  uniform  for  the  region  of  the  needle  and  equal  to 
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Fxo.  311. 


the  magnetic  field  calculated  for  the  center  of  the  coil.  This 
is  approximately  true  when  the  diameter  of  the  coil  is  large 
compared  to  the  length  of  the  needle.    It  is  usual  to  have  a  coil 

25  cm.  or  more  in  diameter,  and  a  needle 
a  centimeter  or  less  in  length. 

In  the  Helmholts-Gaugain  tangent  galvanometer 
there  are  two  equal  vertieal  coik  plaoed  at  a  dis- 
tance of  the  radios  apart  and  with  the  needle  on 
the  axis  midway  between  the  two  ooils  (Fig.  311). 
If  the  coils  have  more  than  a  single  turn  they  are 
generaUy  wound  on  parts  of  cones  which  have 
their  vertices  at  the  midpoint  of  the  ooils.  It  can 
be  shown  that  this  arrangement  gives  a  very 
uniform  magnetic  field  for  the  region  immediately 
aroimd  the  midpoint. 

Tangent  galvanometers  are  used  (1)  to  compare  currents  by 
comparing  the  tangents  of  the  angles  of  deflection  which  they 
produce,  and  (2)  to  measure  electric  currents  in  absolute  units. 
In  the  last  case,  the  values  of  0  and  H  have  to  be  determined. 
To  get  G  is  a  matter  of  simple  measurement  and  arithmetic; 
the  method  of  determining  H  has  been  given  in  §383. 

437.  Sensitive  Galvanometers  (Mov- 
able Needle  Type). — A  tangent  galvan- 
ometer is  primarily  a  standard  in- 
strument. Since  its  coil  must  be  large 
to  give  the  required  uniformity  of  field 
at  the  center,  very  small  currents  will 
not  produce  readable  deflections  of 
the  needle.  To  detect  and  measure 
small  currents  sensitive  galvanometers 
have  been  devised  in  which  (a)  the 
action  of  the  current  on  the  needle  is 
increased  and  (6)  the  directive  action 
of  the  external  field  on  the  needle  is 
weakened. 

Among  the  most  sensitive  of  gal- 
vanometers   is    the    astatic    mirror 

galvanometer  of  Professor  William  Thomson,  Lord  Kelvin,  origi- 
nally invented  for  receiving  the  weak  signal  currents  of  the 
Atlantic  cable.    The  magnetic  system  consists  of  two  magnetic 


Fio.  312. 


ELECTROKINETICS  387 

needlea  fixed  parallel  to  eacli  other  on  the  same  staff,  but  with 
the  poles  of  the  two  needles  oppositely  directed  (Fig.  312).  The 
directive  action  of  the  field  on  the  needle  system  ie  thus  propor- 
tional  to  the  difference  in  the  magnetic  momenta  of  the  two 
needles.  In  this  galvanometer  there  are  two  coila,  one  surround- 
ing the  upper  needle  and  one  surrounding  the  lower  needle  of  the 
astatic  needle  system.  Each  coil  is  double,  and  the  needle  hangs 
between  the  two  parts  of  the  coil  The  coils  are  usually  wound 
with  very  fine  silk-covered  copper  wire  so  ae  to  get  the  maximum 
length  of  wire  on  the  coils  near  the  needles.  This  makes  coils 
of  high  electrical  resistance,  and  hence  such  galvanometers  are 
sometimes  called  "high-resistance"  galvanometers.  The  sug- 
gested term  "long  coil"  galvanometer,  however,  better  describes 


^r, 


these  instruments.  The  exterior  magnetic  field  is  controlled  in 
direction  and  in  strength  by  one  or  more  controlling  magnets, 
placed  on  top  of  the  instrument.  By  this  means,  the  exterior 
magnetic  field  can  be  reduced  to  any  extent.  A  small  mirror 
is  attached  to  the  needle  system  and  the  deflections  are  read  by 
a  telescope  and  scale,  or  by  a  lamp  and  scale.  For  small  deflec- 
tions the  currents  are  proportional  to  the  deflections.  A  com- 
mon sensitiveness  of  a  galvanometer  of  this  type  is  a  deflection 
of  1  millimeter  of  a  beam  of  light  on  a  scale  at  a  distance  of  1 
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meter  for  l(h*  amperes  though  galvanometers  of  this  kind  are 
made  with  a  sensitiveness  of  even  10-^*  amperes.  Another 
method  of  denoting  the  sensitiveness  of  a  galvanometer  is  to  give 
the  resistance  in  the  circuit  when  an  e.m.f .  of  one  volt  causes  a  de- 
flection of  1  mm.  on  a  scale  at  1  meter  distance.  Thus  a  galvan- 
ometer would  be  described  as  ''  sensitive  to  1000  megohms.'' 

One  of  the  most  aenaitive  of  recent  galvanometers  is  the  Broea  galvan- 
ometer.  The  needle  system  and  coils  in  this  galvanometer  are  indicated  in 
Fig.  818a.  The  vertical  magnets  have  consequent  poles  and  may  be  very 
strong  and  are  perfectly  astatic  if  parallel.  This  produces  greater  sensitive- 
ness and  greater  freedom  ffom  external  disturbances. 

In  the  above  sensitive  galvanometers,  some  damping  device  is  necessary, 
in  order  to  bring  the  needle  to  rest.  In  most  oases  air  damping  is  used,  a 
mica  vane  being  for  this  purpose  attached  to  the  needle  sjrstem.  Magnetic 
disturbances  due  to  commercial  electric  currents  and  maohineiy  seriously 
limit  the  use  of  sensitive  astatic  galvanometers;  indeed  in  many  places  they 
cannot  be  used  unless  magnetically  shielded.  This  shielding  is  effected  by 
means  of  a  series  of  hemispheres  or  of  cylinders  of  soft  iron.  (See  {492.) 
Such  instruments  are  called  "irozHdad"  galvanometers. 

The  simple  "astatic  needle  multiplier"  galvanoscope  shown  in  sections  in 
Fig.  8186  was  much  used  by  earlier  investigators.  It  can  be  made  sensitive 
but  is  of  course  affected  by  external  magnetic  fields. 


HOS 
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488.  Moving-Coil  or  D'Arsonval  Oalvanometers.— A  galvan- 
ometer of  this  type  consists  of  a  small  coil  suspended  be- 
tween the  poles  of  a  strong  magnet  by  a  phosphor-bronse  oi 
steel  strip  (Fig.  314).    The  upper  connection  for  the  current  is 
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by  the  auspension  strip,  and  the  lower  connection  is  by  a  loose 
loop  of  fine  copper  wire.  The  ''controlling"  force  on  the  coil  is  the 
torsion  of  the  suspension  strip.  When  there  is  no  current  passing 
through  the  galvanometer,  the  plane  of  the  coil  is  parallel  to  the 
magnetic  field.  When  a  current  passes  through  the  coil,  one 
face  becomes  a  north  magnetic  pole  and  the  other  face  a  south 
pole  (§427).  A  current  accordingly  causes  a  deflection  of  the 
coil  in  the  magnetic  field.  In  the  more  sensitive  instruments 
these  deflections  are  read  by  one  of  the  mirror  and  scale  methods. 
The  great  advantage  of  the  d'Arsonval  galvanometer  is  that  it  is 
practically  free  from  external  magnetic  disturbances.  The  quick 
damping  of  the  vibrating  coil  is  also  a 
great  convenience.  This  damping  is 
due  to  the  reaction  of  the  current 
induced  in  the  moving  coil  itself  on 
closed  circuit,  or  in  a  closed  metallic 
frame  inserted  inside  the  coil.  (See 
Lens's  law  §501.)  ^D'Arsonval  gal- 
vanometers are  so  much  more  con- 
venient to  use  than  astatic  galvan- 
ometers, that  they  have  almost  com- 
pletely superseded  the  later  instru- 
ments for  most  electrical  measure- 
ments. A  common  sensitiveness  for 
a  d'Arsonval  galvanometer  is  10"* 
amperes  for  1  mm.  deflection  at  a 
meter  distance,  though  in  special  in- 
struments a  sensitiveness  of  10"^*  am- 
peres is  reached. 

In  the  Einthoven  ''thread"  galvanometer,  there  is  a  single  fine 
wire  stretched  across  the  field  between  the  poles  of  a  strong  magnet 
(Fig.  315).  A  current  through  this  wire  causes  a  deflection  of 
the  wire,  owing  to  the  mutual  force  between  a  current  and  a 
magnet  (§528).  This  deflection  is  read  by  a  microscope  with 
a  micrometer  eyepiece.  The  magnet  may  be  a  permanent 
magnet  or  an  edectromagnet.  Instead  of  a  metallic  wire,  a 
silvered  quartz  fiber  is  used  in  very  sensitive  Einthoven  galvan- 
ometers. A  current  as  small  as  10~^'  amperes  can  be  detected 
by  a  galvanometer  of  this  type. 
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489.  Ballistic  GalvanometerB. — ^A  ballistie  galyanometer  is  a 
sensitive  galvanometer  which  has  (1)  a  long  period  of  swing  and 
(2)  little  air  friction  or  other  damping  action  on  the  needle  or 
moving  coil.  Either  type  of  galvanometer  may  be  used  for 
ballistic  purposes.  The  period  suitable  for  most  casep  is  from 
6  to  10  seconds  for  a  single  oscillation.  The  long  period  is  ob- 
tained by  loading  the  needle  or  coil,  thus  increalsing  its  moment 
of  inertia.  The  instrument  is  used  to  measure  the  total  quantity 
of  electricity  in  a  transient  current,  such  as  we  get  in  the  dis- 
charge of  a  condenser  or  in  an  induced  current  ot  short  duration 
(§505).    The  principle  is  that  the  transient  current  produces 

an  impulse  (§87)  which  is  proportional 
to  t^  or  Q;  and  further  that  this  impulse 
is  proportional  to  the  first  throw  8  of  the 
needle,  provided  the  needle  doee  not  move 
appreciably  during  the  time  of  the  die- 
charge.  From  this  we  get  Q^kO,  or  the 
total  electric  quantity  of  this  discharge 
is  proportional  to  the  first  throw  of  the 
Fio.  aie!  needle  or  moving  coil.     The  complete 

theory  of  the  ballistic  galvanometer 
with  discussion  of  the  conditions  of  its  use,  is  given  in  the  larger 
manuals. 

440.  Weston  Ammeter. — ^This  is  a  D'Anonval  galvanometer  with  a  coil 
mounted  on  steel  points  in  agate  bearings  and  controlled  by  a  flat  spiral 
spring  (Fig.  816).  The  deflections  \re  read  by  the  movement  of  a 
light  pointer  that  moves  over  a  scale  which  is  graduated  directly  in 
amperes.  The  coil  will  carry  only  very  small  currentSi  and  so  shunts 
(f452)  are  used  for  the  larger  currents.  Thus  only  a  known  fraction  of  the 
total  current  passes  through  the  needle  system. 

ELECTROMOTIVB  FORCB  AND  RESISTANCE 

441.  Units  of  Potential  Difference  and  Electromotive  Force. — 
When  a  quantity  of  electricity,  q,  passes  from  a  point  at  the  poten- 
tial 7|  to  a  point  at  the  potential  V^,  it  does  an  amount  of  work 
expressed  by  Tr=5g(7j-7J  (§402).  When  there  is  a  current 
in  a  conductor  a  quantity  of  electricity,  9^^i  flows  in  time  t 
through  every  cross-section  of  the  conductor,  and,  as  regards  the 
part  of  the  conductor  between  points  at  potential  F|  and  V^, 
the  effect  is  the  same  as  if  the  quantity  q  had  passed  from  one 
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point  to  the  other.  Hence  the  work  in  this  part  of  the  conductor 
is  TF=i<(7i-7,)  and  therefore  V^-V^^WjU.  If  W  is  ex- 
pressed in  ergs,  i  in  seconds,  and  t  in  electromagnetic  units  of 
current,  Fj— F,  is  in  electromagnetic  units  of  difference  of 
potential. 

The  measure  of  the  electromotive  force  in  a  closed  circuit  has 
been  ab*eady  defined  (§423)  as  the  work  done  in  taking  unit 
quantity  of  electricity  once  around  the  circuit.  In  time  t  the 
quantity  q^it  passes  through  every  cross-section  of  the  circuit 
and  the  effect  is  the  same  as  if  g  had  passed  once  around  the  cir- 
cuit. Hence  W^Eit  or  £  »  W/U.  Hence  a  difference  of  poten- 
tial and  an  electromotive  force  are  quantities  of  the  same  kind 
and  must  be  expressed  in  the  same  unit.  The  latter  term  is  the 
more  general,  since  it  applies  to  a  complete  circuit,  and  the  electro- 
motive force  in  a  circuit  in  which  the  only  generator  is  a  voltaic 
cell  is  equal  to  the  sum  of  the  potential  differences  at  the 
contacts  ({425) .  The  difference  pf  potential  between  two  points 
of  a  conductor  which  contains  no  generator  is  frequently  called 
the  electromotive  force  acting  in  that  part  of  the  conductor  or 
simply  the  electromotive  force  between  the  points. 

In  accordance  with  the  equation  E^W/it,  stated  above,  we 
define  the  unit  of  electromotive  force  as  follows: 

The  dedromagnetic  unit  e.m,f.  exists  between  tv>o  points  when 
one  erg  of  work  is  done  by  one  electromagnetic  unit  of  current  flowing 
for  one  second  between  the  two  points. 

Experiment  shows  that  the  electromagnetic  unit  of  e.m.f.  or 
d.p.  is  about  i  XlO~^*  the  electrostatic  unit  d.p.  already  defined 
(§405).  As  a  practical  unit  of  e.m.f.  we  use  the  volL  The  volt 
is  10*  times  the  c.g.s.  e.m.  unit  of  e.m.f.  It  follows  from  the 
above  that  the  product  tiE  is  in  ergs,  when  i  and  E  are  expressed 
in  electromagnetic  units,  and  t  in  seconds.  An  ampere  (10~*^  e.m. 
units)  flowing  between  two  points  with  an  e.m.f.  of  one  volt 
(10*  e.m.  units)  will  then  do  10^  ergs  of  work  per  second,  or  1 
joule  per  second  (§55).  Thus  t  (in  amperes)  X  ^  (in  volts)  =  W 
(in  joules  per  second)  =  W  (watts).  This  work  is  transformed 
into  heat  (§458),  or  chemical  energy  (§462)  or  into  mechanical 
energy  (§§534,  536). 

iitZ.  Conductivity  and  Resistance.  Ohm's  Law. — Experiments 
show  that  in  a  circuit  with  a  continuous  and  steady  current,  the 
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eUctric  ewrent  is  direeUy  prapariional  to  the  dectromoHte  force,  the 
constant  of  proportionality  depending  only  upon  the  materials 
and  dimensions  of  the  circuit  This  fact  is  stated  by  the  equation 
i^CE,  where  i  is  the  current,  B  the  e.m.f.y  and  the  constant  of 
proportionality  C  is  called  the  conductance  of  the  circuit.  We 
more  commoidy  use  a  different  constant  R,  the  reciprocal  of  the 
conductance  C,  and  write  the  equation  in  the  form  i^B/B.  B 
is  then  defined  as  the  reeietance  of  the  circuit.  The  above  is 
called  ''  Ohm's  law/'  and  was  first  formally  stated  by  G.  S.  Ohm 
in  1828.  If  we  write  the  equation  in  the  form  B  »  B/i,  we  get  the 
important  statement:  the  electrical  resistance  of  a  eonducHng 
circuU  is  the  constant  ratio  between  the  e.in.f.  and  the  current  in  the 
dreuU.  The  resistance  of  a  circuit  therefore  does  not  depend 
upon  the  sise  of  the  current;  that  is,  so  long  as  the  dimensions 
and  physical  properties  of  the  circuit  remain  unchanged,  the 
resistance  is  a  constant  for  'the  circuit. 

Ohm's  law  holds  not  only  for  the  whole  circuit,  but  also  for  any 
part.  Thus  if  a  wire  AB,  which  forms  part  of  a  circuit  has  a 
current  i  in  it,  and  an  e.m.f.  or  difference  of  potential  of  B^j^ 
between  its  ends,  its  electrical  resistance  is  B^b^^abI^'  From 
this  relation  it  follows  that  B  is  unity  when  B  and  %  are  both 
unity.  That  is,  the  dedromagnetic  unit  of  resistance  is  the  re- 
sistance  of  a  conductor  in  which  one  AettromagneHc  unit  of  current 
is  produced  by  an  dectromagnetic  unit  difference  of  potential,  or 
e.m.  unit  e.m.f. 

The  practical  unit  of  resistance  is  the  ohm.  The  ohm  is  the 
resistance  of  a  conductor  in  which  a  current  of  one  ampere  is 
produced  by  a  difference  of  potential  of  one  vM.  This  is  the 
''absolute"  ohm  as  distinguished  from  the  legal  or  international 

ohm  (J449).    We  thus  see  that  B  (ohms)  ^  .f  ^'^^^^\.    Since 

%  {amperes) 

the  volt  a  10*  cg.s.  e.m.  units  and  the  ampere  ■■lO'"^  cg.s.  e.m. 
units,  the  ohm  must  equal  10*  cg.s.  e.m.  units  of  resistance. 

448.  Sztendon  of  Ohm'i  Law. — ^It  is  sometimes  neooMaiy  to  ealouUte 
the  current  in  a  part  of  a  circuit  when  the  part  in  question  contains  a  voltaic 
cell  (or  some  other  form  of  generator).  For  this  purpose  we  must  use  a 
more  general  form  of  Ohm's  law  which  can  be  found  as  follows.  Consider 
a  ditniit  ACBD  which  contains  a  cell,  b,  the  e.m.f.  of  which  is  B,  Applying 
Ohm's  law  to  the  whole  drsuit  and  to  the  part  BCA,  in  which  theie  is  no 
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0UMmtor,  aad  danotbg  the  iwrffUuioe  ci  the  part  ADB  by  Radb  •nd  thai 
ol  BCA  by  BbO!A»  we  got 

FB-F^-il^BCit 

Fh>m  theie  we  got  by  subtnotion 

B-^VA-Vs^iRADB 

^ADB 

Thue  to  get  the  current  that  flows  from  A  to  B  we  must  add  to  the  excess 
(posltiTe  or  negative)  d  the  potential  of  A  over  B  the  e.m.f.  of  the  generator 
D  and  divide  by  the  total  resistance  of  the 
part  ADB,  including  that  of  the  generator. 
Hie  above  shows  that»  in  applying  Ohm's 
law  to  a  part  d  a  drcuit,  the  electromotive 
force  in  that  part  cannot  be  taken  as  the 
difference  d  potential  at  the  ends  when  the 
part  contains  a  generator.  We  shall  see 
later  that  there  are  cases  in  which  eveiy  part 
of  a  drouit  must  be  regarded  as  a  generator 
(IHM,  500). 

444.  Specific  Resistance.  Conditctiyity. — ^The  resistance  of  a 
conductor  varies  directly  as  its  length  L,  inversely  as  its  cross- 
section  Ay  and  directly  as  a  quantity  p,  called  the  specific  resist- 
ance or  the  ''resistivity"  of  the  material,  that  is  ^^p-j^    '^^ 

9peeifie  resistance  of  a  substance  is  the  resistance  of  a  bar  of  the 
substance  one  centimeter  long  and  of  one  square  centimeter  crosS' 
section.  The  table  on  p.  394  gives  the  specific  resistances  at  O^G. 
of  a  number  at  materials  ordinarily  used  in  the  arts.  From  this 
table  and  the  length  and  crossHsection  of  a  wire  we  can  calculate 
its  resistance  by  the  above  formula. 

The  specific  resistance  of  a  substance  varies  with  its  tempera- 
ture, and,  in  the  case  of  solids,  with  properties  which  depend 
upon  previous  treatments,  such  as  hardness,  temper,  structure, 
etc.  The  effect  of  temperature  will  be  discussed  in  a  later 
section  ({447).  The  effect  of  previous  treatment  cannot  be 
stated  in  a  simple  form.  Hence  different  samples  of  the  same 
substance  may  show  quite  different  specific  resistances. 

The  specific  electrical  conductivity  of  a  substance  is  the  recip- 
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rocal  of  ito  specific  resistance.  Thus  taking  the  speeifii 
of  certain  copper  as  1*59  XlO~*,  its  specific  cond 
1//9«6.29X10», 


SPECIFIC  RESISTANCES 


Material. 


Resistanoe  in  ohms         Temperature 
and  cms.  coefficient  per  C*. 


Aluminum.... 

Copper 

German  silver. 

Iron 

lianganin 

Mercury 

Platinum 

Silver 


3 

xio-» 

1. 

5XlO-» 

20 

xio-» 

10. 6  X 10-* 

42 

xio-» 

94 

xio-» 

8.9X10"* 

1.6X10-* 

.0043 

.0040 

.0004 

.0002 

.00002 

.00075 

.00366 
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446*  Weight  of  Wire. — Calculations  of  wire  tables  are  also  conveniently 
made  on  the  basis  of  the  length  and  the  weight  of  the  wire,  the  weight  of 
oouree  being  directly  proportional  to  the  cross-section  of  the  wire.  The 
reference  unit  in  this  case  is  the  wire  which  is  one  meter  long  and  weighs 
one  gram,  called  the  '' meter-gram."  The  Bureau  of  Standards  has  deter- 
mined from  many  experiments  on  eommerdal  copper,  that  the  "standard" 
meter-gram  of  annealed  copper  wire  at  20°C.  has  a  resistance  of  0.153022 
ohms.  This  corresponds  to  a  density  for  copper  at  20^C.  of  8.89,  and  a 
specific  resistance  of  1.72128  (10)-*  in  ohms  and  centimeters  or  a  specific 
conductivity  of  5.8096  (10)~«  c.g.s.  e.m.  units  at  20®C.  The  mean  tempera- 
ture coefficient  at  20^C.  is  taken  as  a -0.00383.  The  conductivity  of  hard- 
drawn  copper  wire  is  about  2.7  per  cent,  less  than  that  of  annealed  copper 
wire.  The  use  of  weights  instead  of  sectional  area  is  to  be  recommended, 
because  the  weight  can  be  determined  with  greater  accuracy,  particularly 
in  the  case  of  fine  wires  and  in  the  case  of  wires  of  irregular  shapes  of  cross- 
sections. 

446.  Resistance  of  Alloys. — ^The  resistance  of  a  substance  is  in  general 
increased  by  even  small  amounts  of  foreign  substances.  Thus  it  has  been 
found  that  one-half  per  cent,  of  carbon  changes  the  conductivity  of  copper 
by  20  per  cent.  Many  experimenters  have  studied  the  resistances  of 
mixtures  of  metab,  known  as  alloys,  both  on  account  of  the  theoretical 
interest  and  the  practical  importance  of  the  results.  For  one  group  of 
metals,  lead,  tin,  cadmium  and  sine,  it  is  possible  to  calculate  the  resistance 
of  the  alloy  as  the  mean  resistance  of  the  volume  constituents.  In  the 
case  of  alloys  of  praotioally  all  other  metals,  the  resistance  of  the  alloy  is 
considerably  greater  than  that  of  any  of  its  constituents.    Another  most 
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important  property  of  certain  alloys  is  that  the  change  of  resistance  with 
temperature  is  very  small.  These  properties  make  such  alloys  as  constantaui 
manganin,  platinoid,  etc.,  very  valuable  for  resistance  standards  and  for 
rheostats. 

447.  Resistance  and  Temperature. — ^The  electrical  resistance  of 
pure  metals  increases  as  the  temperature  rises.  The  increase 
per  degree  from  0^  to  lOO^C.  is  a  certain  fraction  of  the  resist- 
ance at  O^C.  This  fraction  is  called  the  temperature  coefficient 
of  reeistanee.  The  above  law  may  also  be  stated  in  the  form 
of  the  equation,  Rt^Ro  (1  +  at).  This  when  plotted  gives  a 
straight  line. 

For  larger  ranges  of  temperature  a  formula  involving  a  second 
constant  p,  and  of  the  form 

Rt^Roil  +  cd+fifi) 
must  be  used. 

448.  Resistance  Thermometers. — ^The  resistance  of  a  coil  of 
wire,  being  a  function  of  the  temperature,  can  be  used  to  deter- 
mine temperatures.  Platinum  has  been  found  to  be  the  best 
metal  for  resistance  thermometry.  The  advantages  of  a  plat- 
inum resiptance  thermometer  are  sensitiveness,  and  the  wide 
range  of  temperature  that  can  be  measured  (from  the  lowest 
temperature  to  +1200^0.).  A  platinum  thermometer  can  also 
be  of  almost  any  size  and  shape,  and  the  thermometer  coil  can 
be  at  a  distance  from  the  resistance  bridge  and  the  observer. 
Fig.  177  shows  a  standard  resistance  thermometer  as  devised  by 
Callendar. 

449.  Resistance  Standards. — ^It  follows  from  the  definition  of 
the  ohm  that  the  ''absolute"  measurement  of  the  resistance  of 
a  conductor  consists  in  determining  the  ratio  of  the  e.m.f.  (volts) 
and  the  corresponding  current  (amperes)  in  the  conductor.  To 
make  such  a  measurement  with  high  accuracy  is  not  a  simple 
process.  But  to  get  the  ratio  of  two  resistances  is,  as  we  shall 
see  later  (§456),  a  relatively  simple  measurement  and  one  that 
can  be  made  easily  with  very  high  accuracy.  Hence  the  ordi- 
nary process  of  determining  the  resistance  of  a  conductor  is  one 
of  comparing  its  resistance  with  a  ''standard  resistance.'' 

Standard  resistances  are  of  two  classes,  (1)  the  prime  stand- 
ard, a  mercury  resistance  and  (2)  secondary  standards  in  the 
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form  of  oollfl  of  wire  either  (a)  single  coils,  or  (b)  groups  of  oofls 
mounted  in  boxes  or  oases,  and  hence  called  resistance  boxes. 

The  prime  standard  is  defined  so  that 
it  can  be  reproduced  from  the  specifica- 
tions of  materials  and  dimensions  only. 
At  an  International  Congress  of  Electri- 
cians held  at  Chicago  in  1803,  in  which  all 
civilised  nations  were  represented,  it  was 
recommended  that  "the  interfuUional  ohm 
be  the  resistance  offered  to  an  unvarying 
dedric  current  by  a  column  of  mercury  at 
the  temperature  ofmdting  ice,  14.4621  grams  in  mass,  of  a  constant 
cross^ectional  area  and  of  the  length  of  106.3  centimeters.^'  The 
cross-eeotional  area  of  such  a  column 
of  mercury  is  1  square  millimeter. 
This  has  been  adopted  by  all  nations 
as  the  legal  ohm.  The  ohm  as  thus 
defined  by  law  was  as  near  the  ab- 
solute ohm  as  measurements  could 
fix  it  at  the  time. 

Resistances  in  the  form  of  wire  coils  are  the  most  convenient 
working  standards.  First  we  have  single  coils  made  in  a  form 
shown  in  Fig.  318.    They  are  made  so  that  they  can  be  immersed 

in  an  oil  bath  of  constant 
temperature,  and  are  pro- 
vided with   large    copper 
terminals  to  dip  in  mercury 
cups.    Resistances  of  this 
kind  are  used  primarily  for 
calibrating  the  working  re- 
sistance   boxes.      They 
should  be  supplied   with 
certificates  of   calibration 
from  one  of  the  national 
calibrating      laboratories, 
such  as  the  U.  S.  Bureau  of  Standards,  The  Reichsanstalt  of 
Germany,  or  the  National  Physical  Laboratory  of  Great  Britain. 
For  general  laboratory  purposes  resistance  coils  are  moimted 
in  boxes  as  shown  in  Fig.  810.    On  the  ebonite  top  there  are  a 
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series  of  heavy  brass  blocks  and  the  ends  of  the  eoils  are  joined 
to  these  blocks,  so  that  the  current  entering  at  one  terminal 
passes  from  block  to  block  through  each  resistance  coil  in  turn. 
Any  coO  can  be  cut  out  of  the  circuit  by  bridging 
the  brass  blocks  with  a  metal  plug  (Fig.  320).  In- 
stead of  plugs,  a  lever  with  sliding  contacts  is  used 
successfully  in  some  recent  resistance  boxes.  Most 
of  the  high-grade  resistance  boxes  are  now  wound 
with  manganin  wire.  A  resistance  coil  is  alwajrs 
wound  inductionless  (Fig.  321),  that  is,  the  coil  is  wound  back  on 
itself  so  as  to  avoid  magnetic  effects  and  self-induction  (§508). 
460.  Resistance  of  Combinations  of  Conductors*  (a)  Serie$ 
Arrangement. — ^The  total  resistance  of  a  number  of  conductors 
connected  ''in  series"  is  equal  to  the  sum  of  the  resistances  of 
the  individual  conductors,  that  is,  R^ri+r^+  •  •  •,  where  R 
is  the  total  resistance,  and  r^,  r„  r„  etc.,  are  the  resistances  of 
the  individual  conductors.  For  the  differences  of  potentials  be- 
tween the  ends  of  the  individual  conductors  are  tr|,  tr„  tr„  etc., 
and  the  total  difference  of  potential  is  %R..  Hence  iR^^ilr^+r^ 
+  •  •  • )  and  R^ri+r^+  •  •  • . 
(b)  ParaUd  ArrangemerU. — When   a   number  of  conductors 

connect  the  same  two  points, 
the  resistance  of  the  combina- 
tion of  conductors  is  given  by 
the  expression  l/li»l/ri+l/r9 
+  •  •  • ,  where  R  is  the  re- 
sultant resistance  and  fj,  r„ 

Pio.  822.  ^99  ^^^f  ^^  ^^®  resistances  of 

the  individual  conductors. 
Let  B  be  the  electromotive  force  between  the  two  points  A,  B 
(Fig.  822)  and  R,  the  resultant  resistance  of  the  separate  resist- 
anoes  r^,  r„  r„  etc.,  in  parallel.  Then  the  currents  in  the  sepa- 
rate branches  are 

it^B/r,,  i,-«/r„  <,-«/r„etc. 
or  tba  total  current  is 


or. 


/-h+<«+  •  •  •  «^(l/rt+l/r,+  •  •  •)-»/« 
l/«-l/ri+l/r,+l/r,+  .  .  .. 


398 


•     ELECTRICITY  AND  MAGNETISM 


We  thus  get  the  statement,  the  mm  of  the  reciprocale  of  the  sepa- 
rate  reeietancee  in  parallel  is  equal  to  the  reciprocal  of  the  reeuUarU 
resistance. 

In  the  above  proofs  we  have  assumed,  in  addition  to  Ohm's 
law,  that  the  algebraic  sum  of  the  currents  flowing  toward  a 
point  such  as  il  is  zero,  that  is,  considering  outward-flowing  cur- 
rents as  negative,  +/— 1\— t,— 1,=0. 

461.  Elirchhoff'i  Laws. — The  laws  for  steady  currents  in  branched  dromts, 
one  of  which  has  been  assumed  above,  have  been  stated  by  IQrchhoff  in 
the  following  general  form:  (1)  The  algebraic  siun  of  the  currents  which 
meet  at  a  point  is  sero,  or  2i^0.  (2)  In  any  closed  circuit,  the  algebraic 
sum  of  the  products  of  the  current  and  resistance  in  each  of  the  conductors 
in  the  circuit  is  equal  to  the  electromotive  force  in  the  circuit,  r|t|+r,»,+ 

The  first  law  is  equivalent  to  the  statement  that  when  the  currents 
in  a  network  are  steady  there  is  no  accumulation  of  electricity  at  any 
junction — all  that  flows  in  must  flow  out.    The  second  law  can  be  deduced 


'2 
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from  the  extended  form  of  Ohm's  law  stated  in  |  443.  For  let  ABC  be 
any  dosed  drcuit  in  a  complex  network  and  let  the  currents  resistances 
aoid  e.m.f  .'s  in  the  branches  be  as  indicated  in  Fig.  823.    Then 

V,-Fb-Fc 


lir-'IE 

It  is  to  be  noted  that,  in  applying  the  second  law,  one  direction  around 
the  circuit  must  be  chosen  as  positive,  and  each  current  and  e.m.f.  must 
be  considered  as  positive,  or  negative  according  as  it  is  in  this  or  the  opposite 
direction  respectivdy. 

462.  Branched  Circuits,  Shunts. — The  prindple  of  paralld  drcuits  is 
taken  advantage  of  in  shunts  for  apparatus.  Thus  in  the-  case  of  a  galvan- 
ometer, it  is  often  necessary  to  measiu^  a  current  which  is  much  larger 
than  it  is  desirable  to  pass  through  the  instrument.  A  branch  circuit  or 
ahurU  of  known  resistahce  r«  is  put  in  parallel  with  the  galvanometer  (Fig. 
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324).  The  current  is  thus  divided  into  »•  and  ig,  where  u-hig^i,  and 
»V«-tV^  whence  it  readily  foUowe  that  t,/t-r«/(r,+f«).  Thus  to  have 
only  1/10  of  the  total  current  pass  through  the  galvanometer,  we  use  a 
shunt  having  1/0  of  the  resistance  of  the  galvanometer. 

468.  Milli-aimneterB  as  Voltmeten. — A  miUinimmeter  with  a  high  resist- 
ance in  series  is  used  as  a  voltmeter.    The  instrument  is  joined  in  parallel 
across  the  terminals  of  the  generator  or  circuit  for  which  the  e.m.f .  is  to  be 
determined  (Fig. '825).    The  ciirrent 
through  the  milli-ammeter  is  propor- 
tional to  the  e.m.f.  between  its  termi- 


nals, that  is,  ii^E/Bi,    If  i^^  is  so      (        ]  ^^jl^ 

large  that  introducing  it  as  a  branch      ^      ^  ^ 

circuit  does  not  change  the  current 


in  the  main  circuit  appreciably,  then  Fio.  325. 

the  readings  of  the  milli-ammeter  are 

practically  proportional  to  e.m.f.  of  the  circuit  for  all  currents,  and  the 
scale  of  the  voltmeter  can  be  graduated  in  volts.  The  resistance  of  the 
Weston  voltmeter  for  150  volts  is  about  15,000  ohms,  and  henoe  takes  a 
current  of  0.01  ampere  or  less.  The  change  of  potential  caused  by  intro- 
ducing this  between  the  terminals  of  circuits  of  moderate  resistances  is 
for  most  purposes  negligible. 

464.  Fall  of  Potential  in  a  Circuit. — When  a  current  flows 
through  a  wire,  there  is  a  decrease  or  fall  of  potential  in  the  direc- 
tion of  the  current,  for  otherwise  there  would  be  no  flow  of  electric- 
ity. Between  any  two  points  x  and  y  of  a  conductor  the  fall  of 
potential  is  E^^iR^,   and  hence  we  get  the  statements: 

(a)  With  a  constant  current  the  fall  of  potential  is  proportional 
to  the  resistane  between  the  two  points. 

(b)  With  a  given  resistance  the  fall  of  potential  is  proportional  to 
the  current  between  the  two  points. 

The  above  simple  deductions  from  Ohm's  law  are  used  con- 
tinually in  applied  electricity.  Thus  with  a  given  current  to  be 
transmitted  from  a  machine  to  a  distance,  and  with  a  certain 
allowable  fall  or  ''drop''  of  potential,  the  resistance  (and  hence  the 
size)  of  the  conducting  wire  can  be  directly  calculated.  Two 
of  the  most  important  instruments  for  electrical  measurements, 
the  potentiometer  and  the  Wheatstone  bridge,  are  based  directly 
on  the  above  laws.  These  instruments  are  described  in  the  next 
sections. 

466.  The  Potentiometer. — ^This  instrument  in  its  simplest  form 
consists  of  a  long  uniform  wire  AB  through  which  a  constant 
current  flows  from  a  battery  M  (Fig.  326).    There  is  a  fall  of 
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potential  from  A  to  B  and,  the  wire  being  uniform,  the  fall  of 
potential  between  two  points  is  proportional  to  the  length  of  wire 
or  the  resistance  between  the  two  points.  If  two  points  A  and  C 
on  the  wire  be  joined  to  a  galvanometer  0,  there  will  be  a  current 

through  AOC,  as  shown  by 
the  deflection  of  the  galvan- 
ometer. If  we  now  intro- 
duce an  opposing  e.mi.,  B,, 
(a  galvanic  cell,  a  thermo- 
element, etc.)  in  the  galvan- 
ometer circuit,  and  find  the 
point  C,  when  there  is  no 
current  in  the  galvanometer, 
we  know  that  the  fall  of 
potential  between  A  and  C 
is  equal  to  the  e.mi.  B^. 
In  the  same  way  we  find  a 
point  D,  such  that  the  differ- 
ence of  potential  between  A  and  D  is  equal  to  the  e.mi.,  By, 
of  a  second  galvanic  cell. 


Fio.  326. 


Hence 


Ef^:  By    ::  resistance  AC  :  resistance  ADi 
::  length  AC  :  length  AD 


In  this  way  two  electromotive  forces  can  be  compared  and  by 
using  a  standard  cell,  such  as  a  Clark  or  a  Weston  cell  (§473) 
of  known  e.mi.,  we  can  thus  mea- 
sure any  other  e.mi.  In  poten- 
tiometers of  the  highest  precision, 
the  exposed  wire  is  replaced  by 
resistance  coils  in  a  box. 

466.  The  Wheatstone  Bridge.— 
This  is  an  arrangement  for  getting 
a  proportion  between  four  resist- 
ances. At  a  point  A  (Fig.  327) ,  the 
circuit  divides  into  two  branches, 
ACB  and  ADB.  There  is  the  same  fall  of  potential,  J?^^,  along 
each  branch.  Hence  we  can  find  for  any  point  C  on  the  upper 
branch  a  corresponding  point  D  on  the  lower  branch,  such  that 
the  potentials  of  C  and  D  are  the  same.    When  two  such  pomts 
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are  Joined  through  a  galyanometer^  the  instrument  shoivB  no  de- 
flection. Let  fi,  r„  r,  and  r^  be  the  resistances  of  the  four  parts 
AC,  CD^  AD,  and  DB.  Then  the  current  in  fjand  r,i8  i'  and 
the  current  in  r,  and  r«  is  i^'.  The  falls  of  potential  are  i'r^, 
iV„  i'V  and  t'V«.    Since  C  and  2>  are  at  the  same  potential, 


and 

By  division  we  then  get 

Thus 


ri/r,«ri/r4 

Tj  ^ ?• 


Hence,  knowing  the  three  resistances  r^,  r,  and  r,,  we  can  get  the 
fourth  resistance,  or,  knowing  the  ratio  tJt^  and  the  resistance 
r„  we  can  get  the  fourth  resistance  r^. 


e 


■^ 


4 


3 


5Z3ZZ5: 


? — ? 


k>     6     ^ 


h     h     I     ^ 


r4W 


no.  838a. 


Figs.  328a  and  328b  show  forms  of  Wheatstone  bridge;  828a 
a  box  bridge,  often  called  a  ''post  office''  box  bridge,  8286  the 
''slide  wire"  or  "meter"  bridge.  In  this  last  form,  the  two 
resistances,  r^  and  r,  are  the  two  parts  AC  and  CB  of  the 
uniform  wire  AB.  The  ratio  rjr^  is  thus  given  by  the  ratio  of 
the  lengths  CB  and  AC. 

It  ifl  evident  that  the  galvanometer  and  the  battery  can  be  interchanged 
soGording  to  the  above  explanation  of  the  Wheatetone  bridge.  The  best 
arrangement  for  senaitiveneBS  depends  upon  the  relative  redftaaoes  at  the 
arms,  galvanometer  and  battery.  The  rule  which  is  proved  in  larger  trea- 
tises, is  that  the  most  sensitive  arrangement,  when  the  galvanometer  re- 
sistanoe  is  greater  than  the  battery  resistance,  Is  gotten  by  pladng  the 
galvanometer  between  the  junction  of  the  two  higher  resistanoes  and  the 
junolion  oi  the  two  lower  resistanoes. 
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467*  Etoctron  Explanation  of  Eloctric  Roiistance. — On  tbe  elMtron 
theory  (i  894)  an  eleotrio  ouirent  oonasts  of  a  stream  of  eleotione,  eaeh  of 
which  la  performing  more  or  lese  random  motiona  but  is,  on  the  whole, 
moving  forward  in  the  direction  of  the  electric  force.  We  must,  however, 
account  for  the  fact  that  the  stream  moves  forward  at  a  steady  rate  and  not, 
as  might  be  expected,  with  an  acceleration.  The  explanation  is  to  be  found 
in  the  frequent  collisions  between  electrons  and  atoms.  Between  two  succes- 
sive collisions  an  electron  has  an  acceleration  in  the  direction  of  the  electric 
force,  but  the  forward  speed  is  being  continually  checked  by  collisions,  as 
when  a  man  seeks  to  make  his  way  rapidly  through  a  crowd<  Thus  the  for- 
ward motion  is  limited  by  the  average  forward  velocity  attained  between 
collisions,  and  this  is,  of  course,  proportions)  to  the  electric  force.  Now  we 
have  already  seen  that  t  is  proportional  to  Neu,  where  u  is  the  average 
forward  velocity  of  the  stream.    Hence,  assuming  that  N  is  constant  in  a 


Fio.  3286. 

conductor  in  a  constant  phymcal  condition  and  that  e  is  invariable,  we  see 
that  the  current  is  proportional  to  the  electric  force  and  this  is  Ohm's  law. 
In  conductors  of  different  materials  the  frequency  of  coQimons  between 
elections  and  atoms  must  differ  greatly,  depending  on  the  average  distance 
between  atoms.  Hence  under  eq^ual  electric  forces  the  values  of  u  must 
also  differ.  We  have  thus  a  natural  explanation  of  differences  in  conduc- 
tivity and  resistivity.  The  value  of  e  does  not  vary  and  there  is  good 
evidence  that  N  does  not  differ  much  in  good  conductors,  such  as  metals, 
though  it  must  be  very  different  in  very  poor  conductors. 

HEATINO  BT  ELECTRIC  CURREBTS 

458.  Joule's  Law. — That  a  current  heats  a  wire  through  which  it 
passes  was  observed  early  and  in  1841  James  Prescott  Joule 
proved  by  experiments  that  the  heat  produced  varied  directly  as 
the  square  of  the  current  and  directly  as  the  resistance  of  the  wire, 
or  H  is  proportional  to  i^R.  It  was  shown  later  that  if  the  heat 
H  is  expressed  in  calories,  R  in  ohms,  and  t  in  amperes,  then 
H  (calories) » .  238i2t^. 

The  above  can  be  deduced  directly  from  the  energy  relations 
involved.    From  the  definitions  of  the  units  of  electromotive 
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force  and  current  it  follows  that  the  work  in  joules  done  by  a 
current  of  %  amperes,  when  it  flows  for  t  seconds  between  points  the 
difference  of  potential  of  which  is  e  volts,  is  W^iet^'PRt  by 
Ohm's  law.  Dividing  this  by  the  mechanical  equivalent  of  heat 
(4.2  joules  per  calorie),  (§290)  we  get  fr(cal.)  =  17/4.2 ^ .238  i^Rt. 
Where  electrical  energy  is  transformed  into  heat  in  coxmecting 
wires,  it  is  ordinarily  a  loss  and  dissipation  of  energy,  and  so  a 
wire  of  as  low  resistance  as  is  economically  profitable  is  used. 
Electric  currents  are,  however,  widely  used  to  produce  heat  for 
important  applications,  such  as  in  electric  lighting  (arc  and  in- 
candescentlamps), in  furnaces  for  metallurgical  purposes,  cooking, 
etc,  in  fuses  of  various  kinds  (safety,  blasting,  etc.),  in  hot-wire 
ammeters,  etc.,  etc. 

469.  Incandescent  Lamps. — ^The  ordinary  incandescent  lamp 
consists  of  a  high-resistance  filament  of  carbon,  tantalum,  or  tung- 
sten, enclosed  in  an  exhausted  glass  bulb,  and  arranged  with 
terminals  so  that  when  the  metallic  base  of  the  bulb  is  inserted 
in  a  socket  connected  to  electric  mains  from  a  power  station,  a 
current  flows  through  the  filament.  The  current  heats  the 
filament  to  incandescence  and  the  filament  thus  becomes  a 
luminous  source.  The  efficiency  of  an  incandescent  lamp,  that 
is,  the  percentage  of  electrical  energy  transformed  into  visible 
luminous  energy,  is  not  high  at  the  best,  but  is  increased  by 
raising  the  temperature  of  the  filament.  Increased  efficiency 
thus  becomes  largely  a  question  of  finding  filaments  that  will 
stand  high  temperatures.  Tungsten  lamps  require  a  little  over 
a  watt  of  electrical  power  per  candle  power. 

In  the  Nemst  lamp  the  filament  is  a  rod  or  "glower"  made  of  refractory 
earths  (oxides  of  liroonium  and  yttrium)  and  is  a  conductor  only  when 
heated.  The  "glower"  is  heated  by  an  auxiliary  "heater"  until  it  becomes 
a  conductor,  and  it  is  then  maintained  at  incandescence  by  the  current. 
No  exhausted  bulb  is  required  for  this  lamp  since  the  materials  of  the  glower 
do  not  oxidise  in  the  air. 

460.  The  Electric  Arc. — If  two  carbon  rods  AB  and  BC  (Fig- 
329)  are  in  an  electric  circuit,  and  a  current  of  several  amperes 
passes  across  their  contact  point  BC;  it  is  found  that  the  current 
continues  when  the  carbons  are  separated,  leaving  a  gap  of  a  few 
millimeters  between  the  ends  B  and  C  A  bluish ''  arc ''  is  formed 
across  the  gap  BC,  and  at  the  same  time  the  ends  of  the  carbons 
become  incandescent.     If  the  current  is  continuous,  the  positive 
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carbon  takes  a  cup  form  known  as  a  ''crater"  and  is  very  much 
the  hotter  of  the  two  carbons,  and  also  gives  off  more  light.  The 
highest  temperatures  that  have  been  produced  artificially  are 
those  of  the  crater  of  the  electric  arc,  estimated  by  Violle  at 
350(PC.  The  passage  of  the  current  is  through  carbon 
vapor  formed  between  the  carbons. 

The  complete  discussion  of  the  electric  arc  involves 
the  theory  of  the  conduction  of  electricity  through 
gases.  But  two  or  three  facts  may  be  noted.  The 
current  is  carried  by  ions,  or  charged  particles,  due  to 
the  dissociation  of  the  vapors,  and  the  ions  move  faster 
in  one  direction  than  in  the  other.  If  the  anode  (posi- 
tive) is  kept  cold  no  arc  will  be  formed,  but  an  arc  can 
be  formed  with  a  cold  kathode  (negative).  The 
high  temperature  of  the  anode  is  probably  due  to  the 
bombardment  of  the  ions  from  the  kathode.  With  direct  or 
continuous  currents  an  electromotive  force  of  about  45  volts  is 
necessary  to  maintain  the  arc  satisfactorily.  Currents  from  6 
to  50  amperes  are  used,  the  larger  currents  calling  for  larger 
carbons.  Alternating  currents  may  also  be  used,  but  in  the 
ease  of  the  alternating  current,  both  electrodes  are  alike,  and 
the  temperature  of  neither  is  as  high  as  that  of  the  anode  with 
the  equivalent  continuous  current. 

The  carbons  are  consumed  by  oxidation  in  the  electric  arc,  the 
positive  carbon  wearing  away  about  twice  as  rapidly  as  the 
negative  carbon.  The  consumption  of 
the  carbons  is  greatly  decreased  by 
limiting  the  supply  of  air  to  the  arc  as 
in  the  so-called  ''enclosed  arc  lamps." 


Arc  lamps  are  supplied  with  a  meohaniBm 
for  automatioally  feeding  the  carbons.  At  the 
start,  this  must  allow  the  carbons  to  come 
together  and  then  must  pull  them  apart — 
called  ''striking  the  arc" — and  it  must  also 
hold  the  arc  at  nearly  a  constant  length. 
Fig.  830  shows  the  principle  of  a  device  for  this. 
The  carbon  is  at  one  end  of  a  lever,  and  at  the 

other  end  is  the  movable  iron  core  of  two  solenoids  A  and  B  Excess  cur- 
rent in  the  arc  and  hence  in  the  "series"  coil  A  pulls  the  core  downward 
Mid  separates  the  cstrbons.    The  "shunt "  ooQ  B  acts  oppositely. 
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The  eleotrio  arc  may  be  formed  between  any  oonduoion  whloh  Yapbriae; 
at  various  times  other  materials  than  carbon,  such  as  magnetite,  have 
been  used  in  commercial  arc  lamps.  In  the  "  flaming"  arc,  carbons  impreg- 
nated with  certain  salts  are  used  in  order  to  increase  the  luminous  efficiency. 

461.  Kinetic  Theory  of  Heat  Produced  by  an  Electric  Current — ^For 
simplicity  let  us  suppose  that  the  electrons  in  a  conductor  are  initially 
wholly  at  rest.  When  an  electric  force  parallel  to  its  length  is  applied  to 
the  conductor,  each  electron  starts  forward,  but  its  forward  motion  is  soon 
checked  by  a  collision  with  an  atom,  and,  since  the  rebounds  of  the  Various 
electrons  will  be  In  all  directions,  eneigy  of  undirected  or  random  motion, 
that  is,  heat,  will  result.  It  is  clear  that  the  same  effect  must  be  continually 
taking  place,  whatever  the  actual  state  of  motion  at  any  moment  may  be. 
On  the  other  hand,  the  random  motion  has  in  itself  no  tendency  to  return 
to  directed  motion.  Thus  heat  is  continually  being  produced  at  the  expense 
of  the  current,  and,  in  the  steady  state  of  the  current,  its  energy  is  con- 
tinually renewed  by  the  agent  (battexy,  dynamo,  etc.),  that  keeps  up  the 
electric  field.  It  can  readily  be  shown  that  in  each  second  a  constant 
fraction  of  the  energy  of  the  curiBnt  is  changed  into  energy  of  random  motion 
or  heat.  Now  the  kinetic  energy  of  forward  motion  of  the  electrons  is 
proportional  to  u*  and,  as  we  have  seen,  %  is  proportional  to  ti.  Hence  the 
heat  produced  per  second  is  proportional  to  i*  and  th    is  Joule's  Law. 
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462.  Electric  Conduction  in  Liquids  and  Electrolysis. — Some 
liquids  act  like  metallic  conductors,  that  is,  the  only  change 
produced  in  the  conductor  by  the  passage  of  an  electric  current, 
be  it  either  small  or  large,  is  due  to  the  heat  generated.  Mercury 
and  molten  metals  belong  to  the  above  class.  But  another 
class  of  liquids  show,  not  only  heat  changes,  but  also  chemical 
decomposition,  when  they  are  traversed  by  an  electric  current. 
Substances  which  are  thus  decomposed  by  an  electric  current  are 
called  deetrolyteSf  and  the  phenomenon  of  chemical  decomposi- 
tion by  an  electric  current  is  called  dectrolysia.  Solutions  of 
acids  and  salts,  and  molten  salts  are  electrolytes.  Fig.  331 
represents  a  form  of  electrolytic  ceU  which  is  convenient  for 
showing  electrolysis  where  gases  are  to  be  collected.  A  solution 
of  hydrochloric  acid  (HCl  +  H3O) ,  is  contained  in  the  connected 
glass  tubes,  and  the  current  enters  and  leaves  the  solution  by  the 
carbon  terminals  or  electrodes  A  and  K.  The  positive  electrode 
is  called  the  anode,  and  the  negative  the  kathode.  Upon  the 
passage  of  an  electric  current,  hydrogen  escapes  at  the  kathode, 
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aad  is  collected  in  the  glass  tube  above,  and  chlorine  escapes  at 

the  anode.    Since  the  chlorine  gas  ia  soluble  in  water,  it  does 

not  appear  in  the  tube  until  the  water  is  saturated.    The  gases 

appear  at  the  electrodes,  and  no  decomposition  appears  in  the 

body  of  the  liquid.    The  part  separated  at  the  anode  is  called 

the  anion,  and  the  part  at  the  kathode  is 

called  the  kalion.    The  term  ion  is  used  for 

either  the  anion  or  kation. 

Conduction  in  electrolytes  depends  upon 
the  formation  of  ions'.  It  is  assumed  that 
when  hydrochloric  acid,  HCl,  ia  put  in  the 
water,  it  is  ionized  or  dissociated,  that  is, 
it  ia  broken  into  two  parts  or  ions  which 
have  opposite  electric  charges,  the  hydro- 
gen ion,  H,  which  carries  a  positive  charge 
and  chlorine  ion,  CI,  which  carries  a  nega- 
tive charge.  Under  the  action  of  the  elec- 
tric forces  from  the  electrodes,  theae  mov- 
ing ions  are  directed  into  two  opposite 
streams.  It  is  the  movement  of  these  op- 
posite streams  of  ions  with  their  charges 
constitutes  the  electric  current. 
'^Electrolytic  conduction  is  thus  a  convec- 
""■  ^■"  tion  process. 

463.  Secondary  Changes  in  Electrolysis. — In  the  case  described 
above,  the  ions*appear  at  the  electrodes  and  there  is  no  inter- 
mediate chemical  change.  In  many  cases  a  secondary  change 
takes  place.  In  the  electrolysis  of  a  solution  of  sulphuric  acid 
(H,SO,  +  H,0),  oxygen  is  obtained  at  the  anode,  and  hydrogen 
at  the  kathode,  there  being  two  volumes  of  the  hydrogen  to  one 
volume  of  the  oxygen.  The  accepted  explanation  is  tnat  the 
sulphuric  acid  (H^OJ  is  dissociated  in  the  water  into  ions,  the 
positive  being  H  and  the  negative  SO,  or  "sulphioo."  Under 
the  directive  action  of  the  charged  electrodes,  a  line  of  the 
hydrogen  ions  is  drawn  to  the  negative  electrode,  where  they  give 
up  their  charges  and  escape  in  bubbles.  Similarly  a  line  of 
sulphioD  ions  is  drawn  to  the  positive  electrode,  and  there  they 
give  up  their  charges.  But  the  sulphion  SO,,  cannot  exist  alone, 
and  so  it  replaces  the  0  in  the  water  j(H,0),  and  O  is  released  in 
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bubbles  at  the  anode.  The  oxygen  given  oif  at  the  anode  is 
thus  the  result  of  a  secondary  chemical  action. 

In  the  case  of  the  passage  of  a  current  through  a  solution  of 
copper  sulphate  CuSO^  +  H,0,  the  electrodes  being  copper  plates, 
the  GUSO4  is  divided  into  the  ions.  Cu  and  SO4.  The  Cu  is 
deposited  on  the  kathode,  and  the  SO41  being  released  at  the 
anode,  combines  with  t^e  copper  of  the  anode,  forming  GuSO^. 
We  thus  have  the  anode  "wearing  away/'  and  the  "electrolytic'' 
copper  deposited  on  the  kathode. 

464.  Dissociation  Theory. — ^The  theory  of  electrolytic  conduc- 
tion outlined  above  assumes  that  every  molecule  of  the  substance 
before  it  goes  into  solution,  is  made  up  of  two  parts  whieh  are 
held  together  by  their  opposite  electric  charges,  but  when  it  is 
put  in  water,  the  binding  force  is  decreased  on  account  of  the 
high  dielectric  constant  of  water  (§§401  and  413),  and  so  the  sub- 
stance is  dissociated  into  ions.  These  ions  are  in  constant  motion 
in  all  directions  until  they  are  placed  in  the  electric  field  between 
the  two  electrodes.  By  this  electric  field  they  are  directed  into 
two  opposite  streams,  owing  to  their  electric  charges.  When 
these  streams  of  charged  ions  reach  the  electrodes,  they  lose  their 
charges.  This  decomposition  of  the  electrolyte  in  solution  con- 
tinues as  long  as  the  difference  of  potential  between  the  electrodes 
is  maintained  by  the  external  battery  or  dynamo. 

To  enumerate  the  many  experiments  and  reasons  for  the  above  theory 
of  electrolytic  conduction  is  beyond  the  purpose  of  this  presentation,  but 
two  significant  facts  may  be  mentioned.  By  themselve}  the  constituents 
of  an  electrolytic  solution  are  very  poor  conductors.  Thus  water  freed  from 
all  its  impurities  is  a  ''non-conductor";  and  pure  sulphurio  add  is  also  a 
"non-conductor,"  but  a  solution  of  sulphuric  add  in  water  is  a  good  con- 
ductor, owing,  as  we  have  seen  above,  to  dissociation  or  ionisation.  Again 
Kohlrausch  has  shown  that  the  dectrioal  conductivity  of  a  dilute  solution 
is  directly  proportional  to  the  number  of  molecules  of  the  salt  or  add  in 
the  solution,  and  we  are  justified  In  assuming  that  all  the  molecules  are 
ionised,  and  hence  are  carriers  of  electridty.  The  lowering  of  the  freeiing 
point  of  solutions,  and  the  phenomena  of  osmods,  give  added  reasons  for 
the  dissociation  theory  of  solutions,  but  the  disousdon  of  these  last  phe- 
nomena belongs  particularly  to  phydcal  chemlstxy. 

466.  Ohm's  Law  of  Electrolytes  and  Polarization. — We  have 
seen  that  for  metals,  the  current  is  proportional  to  the  electro- 
motive force,  that  is,  i^CE,  where  C  is  a  constant  for  the  circuit. 
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valencies,  there  will  be  two  values  for  z.  Thus  iron  for  the  ferrous 
salts  has  a  valency  of  2,  and  for  the  ferric  salts  a  valency  of  3, 
with  the  corresponding  values  for  g  as  indicated  in  the  table  below. 


Elements. 


Atgmic 
weight. 


Valency. 


Chemical 
equivalent. 


Electro- 

ohemioal 

equivalent. 


Chlorine. . . . 

Copper 

Hydrogen... 
Iron,  ferric. 
Iron,  ferrous 

Oxygen 

SUver 

Zino 


35.45 
63.6 

1.008 
55.9 
55.9 
16.0 
107.93 
65.4 


1 
2 
1 
2 
3 
2 
1 
2 


35.45 
31.8 
1.08 
27.95 
18:49 
8.0 
107.93 
32.7 


.0003672 

.000329 

.00001044 

.000289 

.000193 

.00008283 

.001118 

.000338 


467.  The  Ionic  Charge  or  ''Atom  of  Electricity."— If  we  take  the 
same  number  of  grams  of  an  element  as  the  number  denoting 
its  atomic  weight,  and  divide  this  by  the  valency,  we  get  the  gram- 
equivalent  of  the  element.  Thus  the  gram-equivalent  of  silver 
is  (107.93)/!,  and  of  copper  (63.6) /2  or  31.8.  It  is  evident 
from  Faraday's  laws  that  the  quantity  of  electricity  that  depos- 
its the  gram-equivalent  of  one  element  will  deposit  the  gram- 
equivalent  of  every  other  element.  For  silver  this  quantity  is 
107.94 -^  .001118 =96,550  coulombs.  Hence  96,550  coulombs 
will  deposit  the  gram-equivalent  of  any  element. 

According  to  the  dissociation  theory,  this  charge  is  carried  by 
the  ions.  Hence,  if  we  can  determine  the  number  of  ions  in  a 
gram,  we  can  get  directly  from  the  above  the  electric  charge 
carried  by  a  single  ion. 

By  methods  given  in  special  treatises  on  the  kinetic  theory  of 
gases,  the  number  of  atoms  in  a  gram  of  hydrogen  has  been  cal- 
culated to  be  not  far  from  6x10^.  Hence  the  charge  e  per 
atom  or  ion  for  hydrogen  is  s =96,550/71,  or  about  1.6  X  10~"  cou- 
lombs, or  about  4.8x10^^*  electrostatic  units  of  electricity. 
We  shall  see  later  that  this  same  charge  e  appears  as  the 
unit  charge  in  the  passage  of  electricity  through  gases  (§  564). 
This  is  the  smallest  quantity  of  electricity  that  we  know,  and  all 
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other  quantities  appear  to  be  multiples  of  this  unit.  Helmholti 
as  far  back  as  1881,  noted  the  importance  of  this  in  the  following 
remarkable  words:  ''If  we  accept  the  hypothesis  that  the  ele- 
mentary substances  are  composed  of  atoms,  we  cannot  avoid 
concluding  that  electricity  is  also  divided  into  definite  element- 
ary portions  which  behave  like  atoms  of  electricity.'^  These 
atoms  of  electricity  we  now  call  ^'dectrons"  (see  §394). 

468.  The  Voltameter  or  Coulombmeter. — ^The  electrolytic 
cell  gives  us  an  accurate  and  convenient  means  of  measuring 
electric  currents  for  the  calibration  of 
instruments.  An  electrolytic  cell  ar- 
ranged for  measurement  of  currents  is 
called  a  voltameter,  or  perhaps  better 
a  coulombmeter.  The  silver  nitrate 
cell  has  been  foimd  to  be  capable  of 
such  accuracy  in  measuring  currents 
that  the  international  electrical  con- 
gresses have  adopted  it  as  a  con- 
venient practical  way  of  defining  the 

"legal"  ampere.  Thus  the  ampere  is  defined  for  practical 
purposes  as  the  current  which  flowing  for  one  second  through 
an  electrolytic  cell  arranged  according  to  directions  fixed  by  law, 
deposits  0.0011180  grams  of  silver  per  second.  Fig.  333  shows  a 
silver  nitrate  coulombmeter. 
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PRIMARY  AND  SECONDARY  CELLS 

469.  Simple  Voltaic  Cell. — If  a  plate  of  copper  and  a  plate  of 

zinc  are  dipped  into  dilute  sulphuric  acid  and 

are  connected  by  a  wire  as  shown  in  Fig.  334, 

an  electric  current  is  set  up.    The  current  flows 

through  the  wire  from  the  copper  to  the  zinc, 

and,  in  the  solution  from  the  zinc  to  the  copper. 

The  copper  then  forms  the  positive  pole  but  the 

negative  plate,  and  the  zinc  the  negative  pole 

but  the  positive  plate  of  the  cell.    While  the 

electric    current    flows,    bubbles    of    hydrogen 

Fifo.  834.        appear  on  the  immersed  part  of  the  copper 

plate,   and  the  zinc  plate  wears   away,  zinc  sulphate  being 

formed  and  going  into  solution.     The  above  arrangement  forms 
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tha  T<dtaie  eeD  diseovered  by  Alexander  Vdlta  ct  Pavia,  lieiy, 
in  1800. 

« 

TIm  fiist  obegfatimig  of  wbat  we  now  know  as  d jnamle  or  aometiiDM  as 
"fBlvaoi^'  claetridty,  was  made  I7  Galvani,  of  Bologna  in  1789.  He  die- 
ooTwed  tliai  tdien  pieoM  of  aine  and  of  copper  were  made  part  of  a  euenit 
with  eertda  nenree  and  muedee  of  a  tnMj  killed  f ro^  tbat  thne  wae  a 
oonlrMtion  of  thefrog'e  mtiMlei.  QalTani  reoogniied  this  as  eleotrieel,  as 
he  had  produced  dmOar  effeeti  with  static  deetricel  i^pantus.  The 
deinlopment  of  GalTani's  discoTery  into  the  voltaic  ceD  was  made  soon 
afterward  by  Volta. 

The  eeaential  in  Volta's  ceQ  ia  that  there  are  two  conductors 
and  an  electrolyte  that  acta  chemically  on  one  of  the  conductors 
more  than  on  the  other.  The  number  of  such  voltaic  combina- 
tiona  that  are  poerible  ie  indefinitely  large,  it  is  also  poesible 
to  have  a  voltaic  cell  by  eubetituting  a  suitable  electrolyte  for 
one  of  the  metallic  conductors.  While  many  of  these  poesible 
cella  are  interesting  and  important  in  the  theory  of  the  voltaic 
cellf  only  a  few  have  practical  value  as  generators  of  electric 
currents. 

In  Volte's  simple  cell|  the  current  from  the  cell  decreases  very 
rapidly  owing  to  the  accumulation  of  hydrogen  on  the  copper 
plate.  The  hydrogen  causes  a  counter  electromotive  force  of 
polarisation  and  also  increases  the  internal  resistance  of  the  celL 
To  reduce  or  eliminate  these  polarization  effects,  and  thus  make 
a  cell  that  will  generate  a  more  or  less  constant  currenti  we  have 
two  general  methods,  the  chemical,  and  the  electrochemical 
method.  In  the  chemical  method,  an  oxidizing  agent  is  placed 
round  the  negative  plate,  thus  converting  the  hydrogen  into 
water.  An  example  of  this  is  found  in  the  Ledanch^  cell  de- 
scribed later.  In  the  electrochemical  method  there  are  two 
solutions,  one  around  each  plate,  and  the  hydrogen  combines 
with  the  solvent  around  the  negative  plate  without  freeing  any 
polarising  products.  The  Daniell  cell,  described  later,  gives  a 
good  example  of  this  method.  The  above  division  of  cells, 
evidently  corresponds  to  a  familiar  division  of  cells  into  "  single 
fluid''  and  ''two  fluid''  cells. 

470.  Local  Action. — Commercial  zinc  contains  impurities, 
such  as  particles  of  iron  and  carbon,  and  when  the  sine  plate  is 
immersed  in  dilute  sulphuric  add,  these  impurities  form  with 
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the  lino  at  the  plate,  little  local  batteriea.  This  "local  aotlon" 
oonsnmee  the  lino  and  covers  the  plate  with  a  non-conducting 
film  of  gas.  It  has  been  found  that  by  amalgamating  the  liac 
with  mercury,  local  action  is  largely  eliminated. 

471.  Open  and  Closed  Circuit  CeUs. — A  cdl  which  is  used  only 
at  intervals  and  for  short  periods  has  time  to  recover  from 
polarisation  either  by  diffusion  of  the  gas  or  by  the  action  of  an 
oxidiiing  material.  Such  a  cell  is  adapted  for  "open  circuit" 
work,  such  as  for  ringing  bells,  etc.,  provided  it  has  the  additional 
property,  that  it  doea  not  deteriorate  by  "local  action,"  or  by 
harmful  diffusions.  The  Ledanch^  cell  is  an  example  of  s 
good  open  circuit  cell.  When  more  or  lees  current  ii  being 
used  continuously,  a  "closed  circuit"  cell  is  needed.  This 
should  have  no  polarisation.  The  Daniell  cell,  and  the  lead 
accumulator  or  storage  cell  ($474)  are  examples  of  good  closed 
circuit  cells. 

473.  Two  Tyi^ctl  V<dtaic  Cells.— In  this  section  we  shall 
describe  the  Daniell  and  the  Leclanch^  cells,  since  they  are  in  very 
eommon  use  and  also  typioal  cells  for  closed  and  open  circuit  use. 

One  form  of  the  Danidl  cell  is  represented  in 
Fig.  33S.     Zn  is  a  rod  of  amalgamated  sine 
immersed  in  dilute  aulphuric  acid.     This  is  in 
a  porous  cup  C.     Surroimdmg  the  cup  is  the 
glass  jar  /  which  contains  a  concentrated  solu- 
tion of  copper  sulphate  and  the  copper  plate  Cu. 
The  purpose  of  the  porous  cup  is  to  keep  the 
solutions  from  mixing  and  yet  allow  chemical 
action  between  the  nascent  hydrogen  inside  and 
the  copper  sulphate  of  the  outside   solution.        p,^  ,^ 
When  the  copper  and  sine  poles  are  connected 
through  an  outside  circuit  R,  an  electric  current  flows  throu^ 
R  from  the  copper  to  the  sine.    On  the  inside  the  sine  unites 
with  the  aulphuric  acid,  forming  sine  sulphate  and  freeing 
hydrogen.    The  hydrogen  replaces  the  copper  in  the  copper  sul- 
phate, and  metallic  copper  is  deposited  on  the  copper  plate.    The 
reactions  are  repreaented  aa  follows: 

Zn  +  HiS0.  =  ZnS04  +  H„  inside  the  porous  cup; 

H,+Ou30,»H^O,+Cu  on  the  outside  of  the  porous  oup. 
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The  gravity  edl,  represented  in  Fig.  336,  differs  only  from  the 
Daniell  cell  in  that  the  separation  of  the  two  solutions  is  mun- 
tained  by  their  different  densities.  The 
dense  copper  sulphate  occupies  the  bottom  of 
the  jar,  and  the  lighter  acidulated  solution 
rests  above  it.  Under  suitable  conditions 
the  solutions  do  not  mix  to  an  extent  that 
affects  seriously  the  action  of  the  cell. 

The  e.m.f.  of  a  Daniell  or  a  gravity  cell  is 
ordinarily  about  l.OS  volts.  Since  there  is  no 
polariiation,  the  cell  gives  a  constant  current. 
The  internal  resistance  of  the  cell  is,  how- 
ever, comparatively  large,  so  that  from  a  cell  of  ordinary  sise 
only  about  an  ampere  can  be  taken.  The  cell  has  been  largely 
used  in  telegraphy  where  constant  currents 
are  needed. 

The  Ledaneht  cdl  is  a  single  fluid  cell, 
using  a  solution  of  sal-ammoniac,  and  the 
plates  ore  zinc  and  carbon. .  The  carbon  is 
enclosed  in  a  porous  cup  and  packed  around 
with  manganese  dioxide  and  broken  carbon. 
The  sal-ammoniac  solution  diffuses  through 
the  porous  cup  to  the  carbon.    The  action  is  ^^  ^^^ 

described  as  follows:  The  zinc  unites  with  the 
sal-ammoniac  (NH,C1) ,  forming  ZnCl^  and  NH,  and  H.  The  hy- 
drogen unites  with  the  HnO,  forming  MjO,  and  H,0.  The  initial 
e.m.f.  of  this  cell  is  about  1.5  volts.  This  falls 
off  more  or  less  when  the  current  flows,  as  the 
hydrogen  is  not  oxidized  by  the  manganese  dioxide 
as  rapidly  as  formed.  The  cell  recovers,  bow- 
ever,  when  left  on  open  circuit. 

The  "dry  c«H"  which  is  used  so  extensively 
for  spark  coils,  electric  bells,  etc.,  may  be  re- 
garded as  a  form  of  the  Leclanch^  cell.  The 
zinc  is  in  the  shape  of  a  cylindrical  cup  which 
forms  the  vessel  for  the  cell.  The  carbon  rod 
no.  838.  and  the  oxidizing  dioxide  of  manganese  are  at 
the  center  of  this  cup,  and  are  surrounded  with 
a  packing  of  some  absorbing  substance  such  as  «aw  dust.    This 
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18  saturated  with  sal-ammoniac  solution,  and  the  cup  is  sealed 
with  pitch  to  prevent  evaporation.- 

473.  Standard  Cells  for  EJIf.F,  Determinations. — In  calibra- 
tions with  the  potentiometer  (§455)  it  is  necessary  to  have  a 
''normal''  or  "standard"  cell  of  known  and  constant  e.m.f. 
The  two  cells  used  universally  for  this  purpose  are  the  cells 
devised  by  Latimer  Clark  and  by  Edward  Weston.  A  form  of 
the  Clark'cell  is  shown  in  Fig.  339.  The  positive  pole  is  mercury 
(Hg),  in  contact  with  a  paste  of 
mercurous  sulphate  (Hg^SOJ,  and 
the  negative  pole  is  zinc  in  contact 
with  the  solution  which  is  zinc  sul- 
phate. When  this  cell  is  made  strictly 
according  to  the  specifications  fixed 
by  the  national  physical  laboratories,  ^^  ^^ 
it  has  an  e.m.f.  of  1.434  volts  at  15^C. 

and,  for  a  temperature  t,  an  e.m.f.  of  [1.434-0.0012  (t-lS)]  volts. 
The  Weston  cell  is  exactly  like  the  Clark  cell  except  that  the 
zinc  is  replaced  by  cadmium,  and  the  zinc  sulphate  by  cadmium 
sulphate.  Its  e.m.f.  in  the  standard  form  is  1.0190  volts,  and  it 
has  the  great  advantage  of  having  practically  no  change  of 
e.m.f.,  with  temperatures.  No  appreciable  current  should  be 
taken  from  a  standard  cell,  as  the  accompanying  chemical  actions 
cause  more  or  less  permanent  changes  in  the  cell  and  its  e.m.f. 

474.  Storage  Cells. — It  was  noted  that  the  e.m.f .  of  polarization 
in  an  electrolytic  cell  is  due  to  the  gases  or  other  chemical  prod- 
ucts formed  on  the  electrodes.  Thus  in  an  electrolytic  cell 
with  platinum  electrodes  in  dilute  sulphuric  acid,  oxygen  collects 
on  the  anode  and  hydrogen  on  the  cathode,  that  is,  we  get  the 
equivalent  of  a  voltaic  cell,  with  plates  of  oxygen  and  hydrogen. 
When  the  external  current  of  this  electrolytic  cell  is  broken  and 
the  cell  is  joinecFto  a  circuit  containing  a  galvanometer,  we  get  a 
current  from  the  oxygen  "pole"  to  the  hydrogen  "pole,"  that  is, 
opposite  to  the  current  which  produced  the  electrolysis.  A  cell 
thus  formed  by  electrolytic  action  is  called  a  secondary  cell,  in 
distinction  from  voltaic  cells,  which  are  called  "primary"  cells. 
Secondary  cells  are  perhaps  more  commonly  called  storage  cells 
or  electric  Occumvlators.  It  is  however  to  be  noted  that  the 
energy  "stored"  or  "accumulated"  in  a  storage  cell  is  chemical 
energy  and  not  electrical  energy. 
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The  current  from  the  ''gas''  storage  cell  described  above  is  of 
short  duration,  as  the  gas  layers  are  rapidly  diffused.  In  1860 
Plant6  discovered  that,  by  using  lead  plates  in  a  sulphuric  acid 
solution,  a  secondary  battery  could  be  formed  of  large  capacity 
and  one  which  could  be  discharged  days  or  weeks  after  the  time 
of  charge.  In  the  Plants  cell,  the  surface  of  the  anode  becomes 
coated  with  red  oxide  of  lead,  PbO,,  and  the  hydrogen  escapes 
at  the  cathode.  If,  after  being "  charged,''  the  plates  are 
connected  through  an  external  circuit,  the  chemical  action  of 
charging  is  reversed  and  a  current  is  taken  off  in  the  reverse 
direction  to  the  charging  current.  This  continues  until  the 
products  of  the  electrochemical  decomposition  are  consumed. 
Plant6  found  that  the  capacity  of  the  lead  plates  could  be  greatly 
increased  by  a  system  of  charging,  discharging,  and  reversing 
the  charges,  this  ''forming"  process  often  taking  many  hours. 
Faure  found  that  he  could  shorten  the  time  of  forming  a  cell  by 
covering  the  anode  with  a  paste  of  peroxide  of  lead.  The  lead 
storage  cell  has  a  normal  e.m.f.  of  about  2  volts,  and  this  e.m.f. 
remains  almost  constant  until  the  cell  nears  the  discharged  con- 
dition. The  internal  resistance  is  low,  and  the  current  output 
is  large. 

For  an  account  of  different  types  of  storage  cells,  and  of  the 
chemical  and  electrical  transformations  involved  in  their  action, 
special  treatises  must  be  consulted. 

476.  Theory  of  the  Voltaic  Celi. — The  decomposition  of  the 
electrolyte  in  the  voltaic  cell  is  the  same  as  that  in  an  electrolytic 
cell;  but,  in  the  case  of  the  electrolytic  cell,  the  e.m.f.  between 
the  electrodes  and  the  energy  of  the  process  is  maintained  by 
an  outside  source,  while  in  the  voltaic  cell  the  e.m.f.  is  produced 
in  the  cell  itself.  The  origin  of  this  e.m.f.  in  the  voltaic  cell  has 
been  one  of  the  debated  problems  of  physics  f oi^over  a  century. 
There  have  been  two  theories,  the  contact  theory  due  in  its 
original  form  to  Volta,  and  the  chemical  theory  which  was  held 
early  by  Faraday  and  others.  Both  theories  have  naturally 
been  modified  in  various  ways  as  new  facts  have  been  discovered. 
According  to  Volta,  there  is  a  difference  of  potential  between  two 
unlike  bodies,  due  merely  to  their  contact.  By  means  of  a 
sensitive  electroscope  Volta  showed  that,  when  plates  of  sine 
and  copper  are  brought  into  contact  in  air  and  separated,  the 
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zlno  becomes  poeitiyely  electrified  and  the  copper  negatively 
electrified.  As  the  result  of  his  experiments,  Volta  made  a  series 
in  which  the  metals  are  arranged  in  order  so  that  each  metal  is 
positively  electrified  when  placed  in  contact  with  a  metal  lower 
in  the  series.  Volta's  series  was  sine,  lead,  tin,  iron,  copper, 
silver,  gold,  carbon.  Later  observers,  using  modern  sensitive 
electrometers,  have  confirmed  the  essential  facts  of  Volta's 
fundamental  experiment.  If  two  metals  given  in  this  series 
form  the  plates  of  a  voltaic  cell,  the  first  in  the  series  forms  the 
positive  plate  and  the  second  the  negative  plate. 

The  interpretation  of  Volta's  contact  experiment  has  been  the 
point  of  controversy.  On  the  chemical  theory,  the  potential  of 
"  contact^'  is  due  to  oxidation  by  films  on  the  metals,  the  electrical 
transfer  being  due  to  this  chemical  action.  Since  all  metals 
have  been  in  air,  and  such  invisible  films  are  persistent,  it  has 
been  impossible  to  arrange  test  experiments  free  from  all  ob- 
jection. But  it  is  found  that  metals  boiled  in  a  mineral  oil  at  a 
high  temperature,  which  presumably  removes  any  such  films,  show 
no  difference  of  potential  on  contact,  and  this  is  urged  in  favor  of  a 
chemical  origin  of  the  contact  e.m.f.  It  should  be  noted  that 
even  if  we  hold  that  the  source  of  the  e.m.f .  is  to  be  sought  in  the 
contact  of  unlike  bodies,  the  keeping  up  of  the  electrical  transfer, 
that  is,  of  the  current,  is  due  to  the  chemical  work.  Hence, 
whether  we  think  of  the  chemical  action  as  occasioned  by  the  con- 
tact e.m.f.,  or  think  of  the  e.m.f.  as  due  to  chemical  action,  the 
study  of  the  energy  transformations  is  one  of  chemical  energy. 
The  phenomena  of  these  transformations  in  the  voltaic  cell  are 
of  a  very  complicated  nature.  For  further  discussion  of  this  very 
interesting  subject  the  student  is  referred  to  Nernst's  Theoreti- 
cal Chemistry. 
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476*  Series  and  Parallel  Arrangement  of  Cells. — Cells  are 
series''  when  the  positive  pole  of  each  cell  is  joined  to  the  negative 
pole  of  the  next  cell.    The  circuit  is  completed  by  a  conductor  of 
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resistance  R  joined  between  the  positive  and  negative  poles  at 
the  ends  of  the  series  (Fig.  340).  The  total  e.m.f.  is  the  sum  of 
the  e.m.f  .'s  of  the  n  cells,  or  is  nE.  The  internal  resistance  is  nr,  so 
that  the  total  resistance  of  the  circuit  isB+nr.  The  total  current 
is  then,  by  Ohm's  law, 

,      fiE 


R+nr 
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Cells  are  ''in  parallel/'  when  all  the  positive  poles  are  joined 
together  and  all  the  negative  poles  are  joined  together,  (Fig.  341). 
The  cells  are  thus  equivalent  to  a  single  large  cell  with  an  in- 
ternal resistance  of  r/rif  and  the  e.m.f.  is  J?,  that  of  a  single  cell 
The  current  through  an  external  resistance  R   is  then 

E 


R-^r/n 
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Cells  can  also  be  joined  in  a  series-parallel  arrangement  of  p  rows 
in  parallel,  each  row  having  q  cells  in  series  (Fig.  342).  The 
total  number  of  cells  is  n = pq.  For  each  row  the  e.m.f.  is  qE,  and 
the  internal  resistance  is  qr.    For  the  p  rows  in  parallel,  the  in- 
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ternal  resistance  is  gr/p,  and  the  e.m.f .  is  qE.  Hence  the  current 
through  R  is 

qE  pqE  nE 

R-^qr/p    Rp-^qr    Rp-^qr 

The  maximum  current  is  oUained  when  the  eetls  are  arranged  eo  thai  the 
internal  reeistance  ie  made  ae  nearly  equal  to  the  external  reeie'ance  ae  poesible. 

This  Is  shown  as  follows:  From  the  equation  I^(riE)/(Rp+gr)f  it  is 
evident  that  /  is  a  maximum  when  Rp+griaA  minimum.    Write  this  in  the 

form  (\/Sp — Vgr)* + 2y/Rpqr,  The  term  2\/Rpqr  is  a  constant  for  a 
given  external  resistance  and  a  given  number  of  cells.    Hence  the  value  of 

the  expression  is  least  when  (\/i2p— \/gr)*»0,  that  is,  when iSp^gr,  or 
R  ^gr/p.  But  qr/p  is  the  battery  or  internal  resistance.  Hence  the  current 
is  a  maxhnum  when  the  internal  resistance  is  equal  to  the  external  resistance. 
Half  of  the  energy  of  the  current  In  this  last  case  goes  into  heating  the  cells. 

THERMOELECTRICITY 

477.  Thermoelectric  Currents. — If  a  copper  and  an  iron  wire 
are  joined  to  form  a  circuit  (Fig.  343)  and  one  junction  of  the  two 
metals  is  heated,  an  electric  current  is 
set  up.  The  current  flows  from  iron 
to  copper  across  the  cold  junction  for 
ordinary  ranges  of  temperature.  Such  j 
an  arrangement  of  metals  forms  a 
ttiermocoupie.  This  phenomenon  of 
thermoelectricity  was  discovered  in 
1821  by  Seebeck  who  showed  that 
such  currents  were  produced  by  the  unequal  heating  of  junc- 
tions in  circuits  of  any  dissimilar  metals.    The  electromotive 

forces  produced  in  this  way  are 
very  small,  only  a  small  frac^ 
tion  of  a  volt  per  couple  in  the 
most    favorable    combinations. 


Iron 


o 


Gold 
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ff  100'     276'     460' 660'  Temp, 


(See  $479.) 

If  one  junction  of  iron-copper 
couple  is  kept  at  0^  C,  and  the 
temperature  of  the  other  junc- 
tion is  raised,  the  e.m.f.  in- 
creases until  a  temperature  of 
about  275^  C.  is  reached.  This  is  called  the  neutral  tempera- 
ture for  the  couple.     The  e.m.f.  now  decreases  and  becomes 
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sero  when  the  temperature  oi  the  hot  junction  is  about  650^ 
C.  Beyond  550^  the  e.m.f .  is  in  the  inverse  direction,  that  is, 
from  copper  to  iron  across  the  cold  junction.  If  the  tem- 
perature of  the  cold  junction  is  raised,  say  to  lOO^C,  the 
temperature  of  inversion  is  lowered  to  450°G.,  that  is,  the  mean 
of  the  temperatures  of  the  cold  and  hot  junctions  at  inversion  is 
equal  to  the  neutral  temperature.  The  general  form  of  the  curve 
for  the  temperature  and  the  e.m.f .  is  shown  in  Fig.  344.  In  this 
tc  and  <w  are  the  temperatures  of  the  cold  and  warm  junctions 
and  in  the  neutral  temperature.  It  has  been  found  for  most 
cases  to  be  a  parabola,  and  so  the  curve  can  be  determined  for 
a  particular  couple,  if  the  e.m.f.  is  known  for  three  suitable 
temperatures. 
From  the  above  it  is  seen  that  the  thermal  e.m.f.  depends  upon: 

(a)  the  metals  of  the  couple; 

(b)  the  difference  of  temperature  of  the  junctions; 

(c)  the  mean  temperature  of  the  junctions. 

478.  Effect  of  Intermediate  Metals. — ^In  the  circuit  ABCD  A  (Fig. 
345)  consisting  of  the  two  metals  B  and  D  with  junctions  A  and 
C,  at  temperatures  t^  and  t^  respectively,  let  the  junction  C  be 
broken,  and  let  a  third  metal  X  be  introduced.     If  the  new 
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junctions  remain  at  the  temperature  i^,  experi^ll^nt  shows  that 
the  e.m.f.  of  the  circuit  is  not  changed. 

From  this  we  see  that  the  junction  of  two  metals  for  a  thermo- 
couple can  be  made  either  directly  or  by  solder;  further  that  we 
can  connect  a  galvanometer  in  the  circuit  of  a  thermo-couple  by 
intermediate  wires  without  affecting  the  e.m.f.,  provided  the 
temperature  of  the  junctions  in  the  connecting  circuit  are  kept 
constant.  If  the  temperatures  of  the  new  junctions  are  not 
uniform,  the  effect  is  that  of  introducing  additional  thermo- 
couples into  the  circuit. 
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479.  Thenno-electric  Powor  and  the  Theinno-^lectric  Diagram. — ^Thermo^ 
couples  have  found  a  large  use  for  measuring  differences  of  temperature. 
For  this  use  we  want  to  know  the  e.m.f,  per  degree  temperaiure  difference. 
This  is  called  the  thermo-eleetrie  power  of  the  couple,  and,  as  we  have  seen* 
it  depends  upon  the  mean  temperature  of  the  junctions.     In  Pig.  346,  the 
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ordinates  represent  the  thermo-electric  powers  ol  a  number  of  metals 
referred  to  lead  and  the  abscissas  represent  the  miean  temperatures.  These 
experimental  curves  of  the  thermonelectric  powers  are  practically  straight 
lines  within  these  limits  of  temperature.  To  get  the  thermo-electric  power 
of  any  couple  for  a  given  mean  temperature,  for  example^  an  iron-copper 
couple  for  a  mean  temperature  of  50^,  we  read  the  length  of  the  ordinate 
between  the  iron  and  copper  lines  at  the  abscissa  distance  of  60^.     In  this 
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case,  it  is  about  8.7  microvolts  per  degree  difference  in  temperature.  From 
the  points  where  the  lines  of  the  two  metals  intersect,  we  get  the  neutral 
temperature  for  the  couple. 

400.  Peltier  Effect— Peltier  discovered  in  1834  that  if  a  current  is  sent 
through  the  circuit  of  a  thermo-couplci  heat  is  given  out  at  one  junction 
and  absorbed  at  the  other  junction.  If  the  current  is  reversed,  the  junotion 
thai  was  heated  Is  now  cooled  and  the  other  is  heated.  Ilils  effeot  is  doe  to 
the  fact  that  at  one  junction  the  current  opposes  the  potential  difference 
between  the  two  metals,  and  hence  work  is  done  there  by  the  current,  and 

this  electric  energy  appears  as  heat.  At  the  other 
junction,  the  potential  difference  of  the  two  metals 
acts  with  the  current  and  there  is  cooling.  To 
show  this  heating  and  cooling  effect  Peltier  made  a 
cross  of  bars  of  antimony  and  bismuth  and  Joined 
a  battery  and  a  galvanometer  as  shown  In  Fig.  847. 
When  the  current  flows  from  the  antimony,  DC^ 
to  the  bismuth,  CB,  there  is  a  cooling,  as  shown 
by  the  thermo-couple  circuit  CAGE;  when  the 
current  Is  reversed,  that  is,  so  as  to  flow  from 
bismuth  to  antimony,  the  galvanometer  shows  a  heating  of  the  junotion. 
Tyndall  demonstrated  the  same  phenomenon  by  passing  a  current  through 
ao  ordinary  thermo-pile  and  upon  breaking  the  current,  quickly  introduced 
a  galvanometer  in  drcuit.  The  galvanometer  showed  an  inverse  current 
in  the  thermo-couple^  corresponding  to  the  unequal  temperatures  at  the 
two  sets  of  junctions  from  the  Peltier  effect  of  the  first  ourxent. 

481.  Thomson  Effect. — ^Lord  Kelvin  has  shown  that  if  an  electric  ourrent 
is  passed  through  a  bar  along  which  there  is  a  flow  of  heat,  there  Is  an  absorp- 
tion or  generation  of  heat  in  the  bar,  which  depends  upon  the  direction  of 
the  current  and  the  nature  of  the  metal.  Thus  if  an  electric  ourrent  passes 
along  a  copper  bar  from  the  cold  to  the  warm  part,  the  copper  is  cooled. 
If  the  current  is  reversed  so  as  to  pass  from  the  warmer  part  to  the  colder, 
the  copper  Is  warmed.  In  iron  the  Thomson  effect  is  opposite  to  that  in 
copper.  The  effect  in  lead  is  practically 
sero,  and  hence  lead  is  commonly  used  as 
the  comparison  metal  in  thermo-electric 
diagrams. 

482.  Applications  of  Thermo-couples. — 
As  generators  of  electric  currents,  thermo- 
couples have  little  use  owing  to  their  small 
e.m.f .,  and  their  comparatively  high  internal 
resistance.  But  they  have  found  a  large 
and  valuable  use  for  temperature  determinations,  particulariy  for  very 
sniall  differences  of  temperature,  for  very  high  and  very  low  temperatures, 
and  for  the  temperatures  of  bodies  inaccessible  to  ordinary  thermometers. 

For  small  temperature  differences,  thermo-couples  are  often  arranged  in 
the  form  of  a  thmtruhpiU,  This  consists  of  alternate  ban  of  the  two  metab 
arranged  in  a  ligsag  order  (Fig.  348)  and  built  into  a  cubical  block  or 
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pile.  Hie  eveu'tiumberad  junotlona  form  one  faoe  of  the  i^e,  and  the  odd- 
numbeied  junotiona  the  oppoaite  face.  A  diSeranoe  of  temperature  betwMn 
the  two  fftcee  thua  praduoea  a  leriea  of  e.m.f.'s,  the  addition  of  which  fomu 
the  total  e.mJ. 

One  of  tLe  moat  aenaitiva  thermo-eleotdo  ammgements  for  deteetinc 
amalt  difterenoea  of  temperature  ia  Bo^a'  radio-miorometer.  Thia  oonriata 
of  a  ringle  bismuth  andmonj  oouple,  the  oirouit  of  whioh  ia  completed  bjr  a 
loop  of  copper  wire,  which  la  auipended  hf  a  quarta  fiber  between  the  polea 
at  a  strong  magnet  (Fig.  M9).  The  loop  of  wire  thus  forma  the  ocil  of  a 
d'Araonval  galvanometer,  and  givea  a  very  aenaitive  meana  of  detecting  a 
thermal  current  from  the  antimony-biamuth  couple.  The  oouple  li  dia- 
magnetic  and  so  has  to  be  eoreened  magnetically  by  a  soft  iron  block. 


i 


With  this  Instrument  it  ia  said  that  the  heat  of  a  candle  five  hundred  yards 
away  can  be  detected,  or  a  rise  iu  temperature  of  lees  than  one  millionth  of  a 
degree. 

Duddcll  has  made  an  important  appUoatiou  of  the  Boya'  ladto-miero- 
meter  in  a  thcrmo-galTanometei  for  measuring  small  oodllatory  ourretita, 
■uoh  aa  are  uaed  in  telephony  and  in  the  antenna  of  wireleas  telegraphy. 
The  current  heats  a  ooil  K  (Pig-  3^0)  which  ia  placed  just  below  the  sus- 
pended thermo-couple  AB.  The  heat  generated  in  A  Is  determined  by  the 
deflections  of  the  coil  of  the  radio-micrometer,  and  thus  a  measure  of  the 
ourrent  is  obtained.  Since  the  heating  does  not  depend  on  the  direction 
or  the  frequency  of  the  eurrent,  this  galvanometer  can  be  usedf  or  osdllatory 
ourrenta  of  any  period.  Instruments  of  thia  kind  have  been  made  aeneitive 
to  2.2XIO-'  amperes. 

For  measuring  temperatures,  from  600°  to  1600°C.,  a  thermo-couple  of 
platinum  and  an  alloy  of  platinum  with  ten  per  cent,  rhodium  la  found  most 
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Mtiflfaotory.  Tlia  LeChatalier  '^ thermo-eleotrio  pyrometer"  eoiurfBte  ci 
•uoh  a  thermo-couple  with  a  suitable  millivoltmeter  graduated  with  a 
temperature  scale.  For  lower  temperaturee,  oopper-constantan  couples 
are  much  used. 

ELECTROMAGNETS  AND  MAGNETIC  INDUCTION 

483.  Electromagnets. — A  coil  of  iosulated  wire  around  an  iron 
core  forms  an  dectromagnet,  when  an  electric  current  flows  in  the 
coil.  The  direction  of  the  magnetization  is  determined  by  the 
direction  of  the  magnetic  field  of  the  coil.    Thus  in  a  helix  AB 

(Fig.  351a)  the  current  flows 
anti-clockwise  when  we  look 
at  the  face  B,  and  hence  that 
end  is  a  magnetic  N  face  with 
lines  emerging  as  indicated 
( §427) .  The  same  helix  with 
Fia.  351a.  an  irou  core  (Fig.  3616) ,  shows 

the  same  direction  of  mag- 
netization, since  the  molecular  magnets  of  the  iron  tend  to  line 
up  in  the  direction  of  the  magnetic  field  of  the  coil.  Electro- 
magnets are  used  instead  of  permanent  magnets,  (a)  where  very 
strong  fields  or  very  strong  poles  are  needed;  and  (b)  where  it  is 
desired  to  vary  the  strength  of  the  magnet  or  to  reverse  its 
polarity.  The  latter  can  be  done  by  varying  or  reversing  the 
magnetizing  current.  The  common  uses  of  electromagnets  are 
to  produce  magnetic  fields  as  in  dynamo  machines,  and  to 
exert  forces  as  in  magnets  for 


lifting  loads,  and  in  signaling     v^//77/y/y7y77r/777777'  /\ 
apparatus  (telegraphy, electric     >L  {{[[[[[^^^^^^ 
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bells,  etc.). 

The  design  of  an  electro- 
magnet involves  a  study  of 
the  magnetic  properties  of  the 
iron  core,  and  also  a  calculation  of  the  magnetic  field  of  the  coil. 
The  magnetic  field  of  the  coil  depends  upon  the  dimensions  of  the 
coil  and  the  current,  as  has  already  been  indicated  for  some 
special  cases  (§430). 

4B4u  Magnetization  of  Iron. — When  a  piece  of  iron  is  placed  in 
a  magnetic  field,  it  becomes  magnetized,  but  only  for  special 
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forms  of  the  specimen  is  the  direotion  of  the  magnetisation  the 
same  as  that  of  the  external  magnetic  field.  The  induced  poles 
act  against  the  external  field  and  so  have  a  demagnetizing  action. 
In  some  cases,  as  in  that  of  a  short  bar,  this  demagnetizing  action 
Lb  very  strong.  In  general  the  intensity  and  direction  of  the 
resultant  field,  and  hence  the  magnetisation,  does  not  admit  of 
calculation.  In  two  cases  it  is  possible  to  calculate  the  resultant 
magnetising  force  acting  on  the  iron — (1)  that  of  an  ellipsoid  of 
revolution  with  an  axis  in  the  direc- 
tion of  the  field  and  (2)  that  of  an 
anchor  ring  or  toroid. 

(1)  The  case  of  the  ellipsoid  is 
attained  closely  enough  for  practical 
purposes  by  using  a  cylindrical  rod 
with  its  length  400  or  600  times  its 
diameter,  the  axis  of  the  rod  being 
in  the  direction  of  the  field.    The  uni-  _ 

Fko.  862. 

form  field  is  produced  by  a  solenoid, 

which  IB  somewhat  longer  than  the  rod.  The  poles  induced  in 
the  rod  are  so  distant  that  they  do  not  appreciably  change  the 
direction  of  the  field  near  the  middle  of  the  solenoid,  and  there 
the  direction  of  the  field  and  of  the  magnetisation  coincide. 

(2)  In  the  second  case,  that  of  the  anchor  ring,  the  magnetic 
field  is  produced  by  an  endless  solenoid  wound  on  the  ring  as 
core  (Fig.  362).  There  are  no  free  poles  in  the  ring  and  hence 
the  field  of  the  solenoid  and  the  magnetization  have  the  same 
directions. 

There  are  two  ways  of  expressing  definitely  the  magnetic  con< 
dition  of  iron  or  other  magnetized  substance.  In  the  first  way, 
we  use  a  quantity  called  '*  the  intensity  of  magnetization/'  this 
being  represented  by  the  letter  "IJ*  In  the  second  way,  we 
use  a  quantity  called  'Hhe  magnetic  induction,"  this  being 
represented  by  the  letter  "B."  We  shall  define  "/"  and  "B" 
in  the  following  sections,  and  describe  the  methods  of  testing  the 
magnetic  qualities  of  iron. 

486.  Intensity  of  Magnetization.  IH  Curve  of  Magnetization. — 
Consider  a  small  right  cylinder  of  the  iron  of  volume  v  magnetized 
parallel  to  its  axis.  Let  its  length  be  I  and  the  area  of  its  end  s. 
If  Jlf  is  its  ma^etic  moment,  then  M/v,  or  the  magnetic  moment 
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per  unit  volume,  is  called  the  irUeneity  of  magnetigation,  I,  that  is, 
I^M/v. 

If  m  is  the  strength  of  the  pole,  M^nd  and  v^d.  Hence 
I^M/v^mL/d^m/Sf  where  m  is  the  pole  strength  for  the 
sectional  area  a.  Hence  7,  the  intensity  of  magnetization,  is 
equal  to  the  pde  strength  per  unit  area  of  a  cross-section  at  right 
angles  to  the  magnetization. 

In  the  case  of  a  long  thin  cylinder,  placed  parallel  to  the  field, 
the  magnetization  is  in  the  direction  of  the  field,  and  hence  the 
free  polarity  is  wholly  on  the  ends.  In  this  case,  the  intensity  of 
magnetization  is  /sm/;rr',  where  m  is  the  pole  strength  and  srr* 
is  the  area  of  the  cross-section. 

We  can  measure  the  pole  strength  m  by  the  deflection  of  a 
magnetic  needle  as  described  in  the  next  section.  The  area  irr' 
is  known,  and  thus  7  can  be  calculated.    The  corresponding 

value  of  H,  the  magnetising 
force,  is  found  from  the  cur- 
rent and  the  constants  of  the 
solenoid.  The  relation  be- 
tween 7  and  H  can  now  be 
shown  by  drawing  a  curve 
with  the  values  of  ff  as  ab- 
scissas, and  of  7  as  ordinates. 
Fig.  353  shows  such  an  IE 
curve  of  magnetimUon  for 
Norway  iron.  At  first,  from 
0  to  A,  the  curve  rises  very  slowly,  and  then  it  rises  rapidly 
to  a  saturation  bend  B.  The  part  AB  is  almost  a  straight 
line.  From  B  it  rises  very  slowly  for  large  increases  of  the  field 
intensity  H. 

The  explanation  of  this  curve  is  simple.  During  the  first  part, 
that  is  from  0  to  ii,  the  groups  of  little  magnets,  formed  by  their 
mutual  attractions,  are  being  broken  up.  As  soon  as  these 
groups  are  broken  up,  the  elementary  magnets  fall  rapidly  into 
the  line  of  the  field,  so  that  at  B,  almost  all  of  them  are  pointing  in 
the  direction  of  the  field. 

The  ratio  of  the  intensity  of  magnetisation  to  the  intensity  of 
the  magnetizing  field  is  called  the  magnetic  susceptibility,  k,  of 
the  material.    Hence 
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If  the  magnetic  susceptibility  k  were  a  constant,  the  IH  curve  of 
magnetization  would  be  a  straight  line.    It  is  evident  from 
the  experimental  curve  that  k  depends  not  only  on  the  mag- 
netic substance,  but  also  upon 
its  intensity  of  magnetization. 
In  Fig.  354,  we  have  IH 
curves  for  several  materials, 
showing  how  these  substances 
differ  in  their  magnetic  sus- 
ceptibility.    The  results  are 
only    approximate  since  the 
magnetic  properties  of  a  ma- 
terial change  with  treatment. 

488.  MagiMtometric  Method  for  Fia.  854. 

Obtaining  Magnetization  Curves. — 

The  method  as  used  by  Ewing  is  shown  in  Fig.  355a.  The  iron  to  be  tested  is 
a  long  thin  wire,  fM,  in  a  magnetiaing  solenoid,  AB.  This  la  placed  vertieaily 
with  the  upper  end  of  the  wire  na  on  the  same  level  as  a  small  magneto- 
meter, M,  and  either  east  or  west  (magnetically)  from  Af .    The  magneto- 
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meter  consists  of  a  short  magnetic  needle  suspended  by  a  fine  quarts  or 
silk  fiber,  and  supplied  with  a  mirror  for  reading  scale  deflections  with  a 
lamp  or  telescope,  (Fig.  8556).  The  horizontal  field  R  acting  on  Af ,  due  to 
the  magnetised  wire  ns,  is  calculated  as  follows:  The  intensity  at  Af  due 
.  to  +m  is  m/d*!;  the  intensity  at  Af  due  to  —  m,  resolved  horisontally  la 
—  m/d*,  {djd^.    Hence  the  total  horiaontal  intensity  at  Af  due  to  ru  is, 
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Substitutiiig  for  m  it*  value  wr*!,  we  get 

If  ^  18  the  intensity  of  the  field  directing  the  magnetometer  "  northward, 
then  by  the  tangent  law  (1882),  we  have 


»> 


or 


^"|l-(d,/dJM^ 
We  can  thua  calculate  /  from  the  deflections  of  M, 


<^ 
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To  get  the  magnetic  intensity  due  to  ns,  independently  of  the  action  of 
the  solenoid  AB  on  M,  a  compensating  coil  C  carrying  the  same  cur- 
rent as  AB  is  placed  so  that  M  is  not  deflected  by  the  curients  in  AB 
and  C  when  the  iron  ns  is  not  in  AB,    The  field  H,  is  calculated  from 

the  formula  for  the  solenoid,  H  •*  — y-  ( {430) .    The  current  %  is  measured  by 

the  galvanometer  or  ammeter  0,  and  is  increased  or  decreased  by  means  of 
the  rheostat  R.  From  the  values  of  H  and  corresponding  values  of  /  a  curve 
is  plotted. 

487.  Magnetic  Lines  closed  Loops.  Lines  of  Magnetization. 
Magnetic  Induction. — We  have  seen  that  the  space  about  a  mag- 
net is  a  region  of  magnetic  stresses  which  are  shown  by  the  lines 
of  magnetic  force.  As  we  have  described  these  lines,  they 
emerge  at  the  north  pole  and  enter  at  the  south  pole,  their  whole, 
course,  so  far  as  it  has  been  described  up  to  this  time,  being  in  the 
air  or  other  non-magnetic  medium.     In  this  respect  the  mag- 
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aetio  lines  seem,  at  first  sight,  to  be  exactly  similar  to  electro- 
static lines  of  force,  which,  as  we  have  seen,  start  from 
positive  electricity  and  terminate  in  an  equal  quantity  of 
negative  electricity,  and  do  not  continue  into  the  conductors 
(§398).  That  is,  electrostatic  lines  are  not  closed  loops.  We 
shall  show  now  that  the  magnetic  lines  of  a  magnet  are  con- 
tinued into  and  through  the  iron  and  form  closed  loops. 

It  has  been  already  seen  that  the  magnetic  lines  around 
currents  are  closed  loops.  Thus  aroimd  a  linear  circuit  we  have 
circular  lines,  and  about  a  solenoid  lines  which  emerge  from  the 
N  face,  enter  the  S  face  and  complete  the  loop  through  the 
solenoid  (see  Figs.  300  and  301,  §427). 

Consider  now  the  case  of  an  anchor  ring  magnetized  by  a  helix 
or  solenoid  which  is  wound  on  the  ring  as  core.  Here  there  are 
no  poles,  and  so  there  is  no  magnetic  field 
outside  of  the  ring.  But  the  ring  is  mag- 
netized, as  could  be  seen  by  cutting  the  ring 
into  sections.  Each  section,  as  in  the  case  of 
the  broken  magnet  (§366),  would  be  found 
to  be  a  magnet.  Suppose  a  narrow  gap  to  be 
cut  normally  across  the  ring  (Fig.  356).  On 
one  side  of  this  gap  we  find  a  N  pole  and  on  "^s-^/s 

the  opposite  side  a  S  pole.     If  7  is  the  *^°"  '^*- 

intensity  of  magnetization,  and  s  the  area  of  the  section, 
the  pole  strengths  at  the  gap  are  +  Is,  and  —  Is.  Hence,  47tls 
lines  of  force  (§374)  cross  the  gap  from  the  positive  to  the  nega- 
tive side.  Since  this  will  hold  for  any  and  every  gap  however 
narrow,  we  are  led  to  think  of  these  inis  lines  as  continuous 
lines  extending  round  the  ring.  In  an  air  gap  these  are  lines  of 
force,  but  in  the  metal,  they  are  called  lines  of  magnetization,  and 
we  may  suppose  them  to  be  due  to  the  lined-up  elementary  mag- 
nets of  the  metal.  But  it  is  to  be  noted  that  a  line  of  force  in  the 
gap  is  the  continuation  of  the  line  of  magnetization  in  the  metal. 

In  addition  to  these  lines  of  magnetization  there  are  lines  of 
force,  H  per  square  centimeter,  due  to  the  magnetizing  solenoid. 
In  the  present  case  the  magnetizing  field  and  the  magnetization 
coincide  in  direction,  that  is,  the  lines  H  and  4;r/  (per  square 
centimeter)  are  to  be  added  algebraically.  The  total  number  of 
lines  per  square  centimeter  is  therefore  H-h49r/.     This  sum  is 
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called  the  mcLgnetic  induction,  and  is  represented  by  the  letter 
B.    That  is, 

B^H+iKl 

488.  Magnetic  Flux. — The  total  number,  N,  of  magnetic  lines 
that  pass  through  an  area,  S,  normal  to  the  field  is  evidently  equal 

to  the  product  of  the  area  and  the 
^'  ^^     magnetic  inductioni  that  is, 

N^BS 

A  "tube"  bounded  by  magnetic 
lines  (Fig.  357)  evidently  has  the 
property  that  the  product  of  the 
area  of  any  normal  section  by  the  magnetic  induction,  BS,  is  a 
constant.  This  is  exactly  analogous  to  the  steady  flow  of  a  fluid 
in  a  pipe,  where  the  product  of  the  flow  per  unit  section  and  the 
area  of  the  section  is  a  constant.  Hence,  Maxwell  and  others 
have  used  the  term  magnetic  fiux  or  flow  of  magnetic  induction 
for  the  product  BS  =  N.  The  idea  suggested  by  the  term  is  very 
helpful  in  discussing  the  magnetic  induction  in  transformers  and 
other  electromagnetic  apparatus. 

489.  BH  Curves  of  Magnetization. — From  the  IH  curve  of 
magnetisation  of  Fig.  353  and  the  relation  B^H+^kI,  we  can 
calculate  B  and  draw  a  curve 
showing  the  relation  between  B 
and  H  (Fig.  358).  The  BH 
curve  is  in  many  ways  more  val- 
uable than  the  IH  curve,  partic- 
ularly in  connection  with  appa- 
ratus for  electromagnetic  induc- 
tion. In  such  apparatus  we 
need  to  know  BS » N,  the  total 
magnetic  lines  or  flu^,  and  also 
the  magnetising  field  H,  which  will  produce  this  magnetic  flux. 

BH  curves  can  be  made  by  the  magnetometric  method  as  de- 
scribed above  (§486),  but  are  as  often  made  by  an  electromag- 
netic induction  method  as  described  later  (§516). 

490.  Magnetic  Permeability. — ^We  have  seen  that  the  efiFect  of 
placing  a  piece  of  iron  in  a  magnetic  field  is  to  increase  the 
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magnetic  lines  from  H  per  square  centimeter  in  air,  to  B  lines 
per  square  centimeter  in  iron.  Faraday  expressed  this  fact  by 
saying  that  the  iron  has  a  greater  conductivity  for  magnetic  lines 
than  air  has.  The  same  fact  is  now  more  frequently  expressed 
by  the  term  magnetic  permeability.  The  magnetic  permeability,  pt, 
of  a  substance  is  defined  as  the  ratio  of  the  induction  to  the  magnetis- 
ing force  in  the  evbitance,  or 

fi^B/H 

The  table  below  shows  the  permeability  of  a  specimen  of  iron 
for  various  values  of  H.  It  is  seen  that  beyond  the  bend  of  the 
curve,  where  the  magnetisation  approaches  saturation,  the  permea- 
bility decreases  rapidly.  Knowing  the  permeability  of  a  certain 
kind  of  iron  for  a  given  induction,  we  can  find  the  magnetising 
force  required  to  produce  the  induction.  The  magnetic  suscepti- 
bility k,  and  the  permeability  are  connected  by  the  relation /u» 
1  +47ck.  This  follows  directly  by  substituting  values  for  B  and  7 
in  the  expression  B^^H+inl,  and  then  dividing  by  H. 


H 

.  / 

'4 

B 

B 

0 

0 

•  • 

0 

.... 

0.32 

3 

9 

40 

120 

0.84 

13 

16 

170 

200 

1.37 

33 

24 

420 

310 

2.14 

93 

43 

1,170 

660 

2.67 

296 

110 

3,710 

1,390 

3.24 

681 

179 

7,300 

2,250 

3.80 

793 

204 

9,970 

2,660 

4.60 

926 

206 

11,640 

2,690 

5.17 

1,009 

195 

12,680 

2,460 

6.20 

1,086 

176 

13,640 

2,200 

7.94 

1,166 

145 

14,510   • 

1,830 

9.79 

1,192 

122 

14,980 

1,630 

11.67 

1,212 

105 

16,230 

1,320 

16.06 

1,238 

82 

15,570 

1,030 

19.76 

1,266 

64   . 

15,780 

800 

21.70 

1,262 

58 

• 

15,870 

'   780 

491.  Magnetic  Cireuit — Maxwell's  term  magnetic  flux  or  flow  of  induction 
iiaa  lead  to  the  development  of  the  vefy  useful  oonoeption  of  a  "magnetic 


(S) 
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circuit"  uulopnu  to  th»t  of  An  aloetrio  alroidt.  In  tk  aloettfa  dnutt  im 
have  Aa  eloetrie  flux;  tb»t  k,  ut  eleotiio  cuirent  i  produced  by  an  eleotiv- 
motlve  force  £,  in  a  drouit  of  oonduotuioa  C  or  of  reelitanee  B,  where 
A  -  ^  end  the  relation  i  -  CB  -  ~  holda  (eee  Ohm'i  law,  (442).  In  a 
magnetic  circuit  a  magnetio  flux  of  JV  i«  produced  hy  a  magnetiaiiig  fieU 
(i.9.  "a  magnetomotive  force")  around  a  drouit  ol  iron  or  other  mateilale 
of  greater  or  leee  magnetic  permeability.  Let  ue  take  the  dmple  eaae  of  an 
iron  anchor  ring  wound  with  a  coil  of  n  tunu.  From  {430,  we  have  H  •> 
— ^,  where  L  la  the  length  of  the  mean  length  of  the  cote  of  a  droular  eole- 
Doid.  Then  the  Induction  B  —  „H,  where  ft  i*  the  permeability  of  the  core. 
If  £  ia  the  area  of  the  crone  acotion  of  the  ooi«,  we  get  the  total  flux  ft  —  B3 
—  H^.  Subetitutlng  the  value 
of  ff,  we  get  AT -*?^.    Thl. 

can  aleo  be  written  In  the  form  ^ 
_  Aiwni  _  magnetomotive  force, 
magnetic    reoistance 

let   4riit—    m.mJ.    the 

magnetic  motive  foroe,  and  —=, 

mS 

equal  the  magnetic  "  teeiatanoe" 

or  magnetio    reluctance.     The 

magnetic  reeletanoe  of  a  drouit 

thui  variee  directiyaa  the  length 

of  the  drcuit,  Invereely  aa  the 

eroet-eectlon,  and  as  aome  eon- 

■tant  l-j  whicdiwemayoalltbe 

Ac.  8W.  ipedfio  magnetic  reeletaiice  of 

tha  materia. 

Thij  parallelism  to  the  electric  circuit  can  be  extended  to  a  oompodte 

drcuit,  where  there  are  two  air  gape  as  In  the  case  of  the  magnetio  field  of 

a  dynamo,  and  la  (uoh  caeea  becomes  of  great  convenience  la  calculationa. 

492.  Effects  of  High  Pemuability.  Magnetic  Shielding.— When 
a  magnetic  siibatance  is  placed  in  a  magnetic  field,  it  changea  the 
distribution  of  lines  of  force.  This  is  shown  by  the  arrangement 
of  iron  filings  about  an  iron  disk  placed  in  a  uniform  field 
(Fig.  359).  The  lines  tend  to  go  through  the  iron,  because  of  its 
higher  permeability.  Fig.  '360  taken  from  a  paper  t>t  Lord 
Kelvin,  shows  the  field  around  and  through  a  sphere  of  high 
permeability. 

Fig.  234e  ({368)  ahowB  the  lines  about  a  thick  iron  ring  lo  a 
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aniform  magnetic  field.  It  is  to  be  noticed  that  the  lines  are 
diverted  toward  the  ring  on  account  of  its  higher  permeability; 
and  also  that  the  filings  on  the  inside  of  the  ring  show  little  if 
any  directive  action.  This  ''screening"  effect,  of  soft  iron  is 
made  use  of  in  protecting  sensitive  galvanometers  from  magnetic 
disturbances  (§437).  The  same  principle  is  used  in  shielding 
the  interior  coils  of  the  ring  armature  (§519) . 

493.  Magnetization  and  Temperature. — When  soft  iron  is 
raised  to  a  temperature  of  785°G.,  it  ceases  to  be  ferro-mag- 
netic,  though  remaining  slightly  magnetic.  This  temperature  is 
called  the  critical  temperature.  For 
nickel,  the  critical  temperature  is  340^ 
C,  for  cobalt,  1075^0.,  for  magnetite 
535°G.,  and  for  a  certain  hard  steel 
Hopkinson  found  a  value  of  690^0. 
The  permeability  of  a  substance  for 
strong  magnetizing  forces  in  general  de-  ^^  ^^ 
creases  as  the  temperature  rises,  though 

there  are  some  variations  from  this  that  are  not  yet  explained. 

494,  Diamagnetic  Substances. — ^A  bar  of  bismuth,  suspended 
between  the  pointed  poles  of  a  strong  electromagnet  takes  a 
position  at  right  angles  to  the  lines  of  force,  and  a  small  ball  of 
bismuth  is  repelled  from  strong  to  weak  parts  of  the  field.  This 
action  is  just  opposite  to  that  of  iron  in  a  magnetic  field,  and 
hence  Faraday  called  bismuth  and  other  bodies  showing  similar 
magnetic  action,  diamagnetic  substances.  Bismuth,  antimony, 
copper,  sine,  silver,  lead,  glass,  etc.,  are  diamagnetic.  The  action 
of  bismuth,  the  strongest  of  the  diamagnetic  substances  is  how- 
ever feeble  compared  to  the  magnetic  action  of  iron,  nickel  and 
cobalt. 

496.  Para-magnetic  and  Ferro-magnetic  Substances. — Faraday 
found  that  many  bodies,  supposed  to  be  non-magnetic  show 
magnetic  properties  in  the  field  of  a  strong  electromagnet. 
Such  bodies  are  called  para-magnetic  substances.  The  strongly 
para-magnetic  substances,  iron,  nickel,  cobalt,  Heusler  alloy,  are 
known  as  ferro-magnetic  substances.  The  following  table  gives 
the  susceptibilities  of  some  substances,  negative  susceptibilities 
indicating  diamagnetic  substances.  The  susceptibility  of  the 
ferro-magnetic  substanees  as  we  have  seen  depends  upon  the 
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magnetising  force.  As  the  susceptibility  is  changed  by  slight 
impurities,  the  values  given  by  different  observers  vary  some- 
what. Since  the  permeability  /c  is  equal  to  l+ink,  it  is  seen 
that  negative  susceptibilities  indicate  permeabilities  less  than 
unity. 

Iron-dlioon  alloy  melted  Aluminum 0 .  0000018 

in  a  vacuum 40,000+  Air 0.000000032 

Ordinaiy  soft  iron,  max.  200+  Copper -0.00000082 

Nickel,max 23+  Lead -0.00000124 

Cobalt,  max 13.8+  SUver -0.00000161 

Oxygen  at  182*"  C 0.000324  Antimony -0.0000062 

Platinum 0.000020  Bismuth -0.0000138 

496.  Ampere's  Theory  of  Magnetism.  Electron  Theory  of 
Magnetism. — The  ''molecular''  theory  of  magnetism  (§366) 
explains  the  structure  of  a  magnet  but  shifts  the  problem  of  the 
nature  of  "magnetism"  to  the  elementary  magnets.  Ampere 
suggested  that  the  molecule  of  a  magnetic  substance  is  a  magnet 
because  it  has  an  electric  current  flowing  about  it;  as  we  have 
already  seen  (§427)  a  circuit  in  which  a  current  flows  has  N  and 
3  polarity  like  a  magnet.  ''According  to  Ampere's  theory/' 
says  Maxwell,  "all  the  phenomena  of  magnetism  are  due  to 
electric  currents,  and  if  we  could  make  observations  of  the 
magnetic  force  in  the  interior  of  a  magnetic  molecule,  we  should 
find  that  it  obeyed  exactly  the  same  laws  as  the  force  in  a  region 
surrounded  by  any  other  electric  circuit."  That  is,  Ampere's 
theory  makes  magnetism  a  section  of  electrokinetics. 

How  the  elementary  electric  current  started  and  how  it  can 
continue  to  flow  about  the  "molecule"  without  consuming 
energy,  were  not  explained  by  Ampere.  In  the  electron  theory  of 
magndiem  which  is  an  extension  of  Ampere's  theory,  the  electric 
current  is  explained  as  due  to  electrons  or  corpuscles  which 
revolve  about  the  atom.  The  magnetization  of  the  elementary 
magnet  is  by  this  theory  due  to  the  magnetic  action  of  the 
revolving  electrons. 

According  to  the  electron  theory  of  matter,  one  or  more  eleotrons  are 
revolving  about  every  atom.  If  the  number  of  electrons  revolving  dock* 
wiae  is  equal  to  the  number  revolving  anti-clookwifle,  then  the  atom  is 
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non-magnetio.  But  if  suoh  an  atom  is  brought  into  a  magnetic  field,  the 
e£Feot  is  the  tame  as  bringing  a  dosed  circuit  into  the  field,  and  in  accordance 
with  Lens's  law  ({501),  magnetic  lines  are  set  up  which  are  opposite  to 
those  of  the  field  and  repulsion  results.  The  atom  is  thus  diamagnetic. 
The  character  of  the  electronic  orbit  is  changed  in  this  case  by  addition 
of  another  motion.  If  the  number  of  electrons  having  one  direction  of 
rotation  is  greater  than  the  number  having  the  opposite  direction,  then  the 
atom  is  naturally  para-magnetic.  In  the  case  of  pan^magnetic  atoms,  it  is 
usually  assumed  that  not  only  are  all  the  velocities  in  the  electronic  orbits 
changed,  but  also  the  planes  of  the  orbits  and  probably  the  atoms  them- 
selves are  rotated  by  the  external  field. 

While  the  electron  theoiy  of  magnetism  is  the  most  promising  of  present 
theories,  it  is  not  developed  in  a  form  to  explain  all  the  facts. 

The  dlscoveiy  by  Heusler  of  a  strongly  ferro-magnetic  alloy  of  manganese, 
copper  and  aluminum,  the  component  parts  of  which  aro  practically  non- 
magnetic, has  introduced  new  questions  as  to  the  naturo  of  magnetism. 
As  these  ferro-magnetic  alloys  all  contain  manganese,  ortherolated  element 
chromium,  it  seems  probable  that  manganese  and  chromium  become 
ferro-magnetic  under  sertain  conditions  of  temperature  and  combination. 
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497.  Residual  Magnetic  Effects. 
Hysteresis. — It  is  well  known  that 
hardened  steel  retains  its  magnetization, 
not  only  after  the  ifiagnetizing  force  is 
removed,  but  also  against  opposing 
magnetic  fields  of  considerable  strength. 
Even  soft  iron  shows  small  magnetic 
effects  of  the  same  kind.  These  after- 
effects are  due  to  the  resistance  or  "  re* 
luctanee''  which  the  molecular  magnets 
experience  to  free  rotation.  To  over- 
come this  resistance  to  changes  of 
magnetisation,  work  is  required.  In  the  case  of  iron  subjected 
to  thousands  of  magnetic  reversals  in  a  minute,  as  in  the  alternat- 
ing current  transformer,  the  energy  expended  in  the  cyclic 
changes  of  magnetization  may  become  a  large  quantity. 

To  study  and  measure  these  phenomena  of  magnetic  lag,  the 
magnetization  curve  for  a  complete  cycle  is  made.  Starting 
with  non-magnetized  iron,  it  is  magnetized  by  an  increasing 
magnetic  field  until  it  approaches  saturation.  This  gives  us 
the  curve  Oabc  sometimes  called  the  "  virgin  curve.''  Then  the 
magnetizing  field  is  gradually  reduced  to  zero,  giving  the 
curve  ed,  which  shows  that  for  zero  magnetizing  field  H,  there 
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10  remanent  magnetism  represented  by  Od.  This  gives  a  measure 
of  the  retentivity  or  "  remanence."  The  magnetising  force  B 
is  now  reversed,  and  for  a  value  —Ha  Oe,  the  iron  is  demag- 
netized. This  value  of  —  H  measures  the  coercive  farce  of  the 
meal.  As  —  H  is  increased  to  a  maximum,  decreased,  reversed, 
and  +  H  increased  in  the  original  direction,  the  parts  of  the 
curve  through  /,  g  and  h  are  traced,  until  the  loop  is  completed 
at  c.  There  is  thus  shown  to  be  a  lagging  of  the  magnetization 
behind  the  magnetizing  force  during  the  cycle. 

In  the  above  process  the  elementary  magnets  have  imdergone 
a  double  reversal  in  direction,  and  work  has  been  done  against 
what  is  sometimes  called  "magnetic  friction."  Ewing  has 
shown  by  his  model  (§366)  that  this  "magnetic  friction''  can 
be  explained  by  the  mutual  actions  of  the  elementary  magnets. 
The  phenomenon  is  called  hysteresis.  The  hysteresis  loss  is 
stated  in  ergs  per  cu.  cm.  per  cycle  and*  is  proportional  to  the 
area  enclosed  by  the  hysteresis  loop.  This  energy  is  dissipated 
in  heating  the  iron.  It  should  be  noted  that  this  is  entirely 
different  from  the  heating  due  to  induced  eddy  currents  in  the 
iron  (5607). 

Iron  varies  greatly  in  its  quality  as  regards  hysteresLB.  Thus  Ewing 
found  for  a  certain  soft  iron  at  a  maximum  induction  of  5000  lines,  a  loss 
of  910  ergs  per  cu.  cm.  per  cycle  and  at  an  induction  of  9000  a  loss  of  2300 
eigs  per  cycle.  For  cast  iron  at  the  same  maximum  induction  the  loss 
may  reach  a  value  of  ten  times  the  above.  It  may  be  added  that  a 
loss  of  2300  ergs  per  cu.  cm.  per  cycle  represents  1.36  watts  per  pound 
of  iron  per  100  cycles  per  second,  or  over  three  and  a  half  H.  P.  per  ton 
of  iron. 

498.  Energy  of  Magnetic  Field. — A  magnetic  field  contains  energy  in'the 
form  of  strains  of  some  kind  in  the  "ether."  The  amount  of  this  energy 
per  cubic  centimeter  is  calculated  as  in  the  case  of  an  electrostatic  field 
({419),  and  is  given  by  the  similar  expression  energy  E  '^  plH^/Bk,  where  £ 
is  in  ergs,  H  is  the  intensity  of  the  field  and  fi  is  the  permeability  of  the  medium. 
The  importance  of  this  energy  of  the  magnetic  field  appears  in  electro- 
magnetic induction.  In  the  case  of  the  alternating  transformer  ({520),  the 
energy  of  the  primary  circuit  is  converted  into  the  energy  of  the  magnetic 
field  and  this  magnetic  energy  is  then  transformed  into  the  deotrical  eneigy 
of  the  secondary  circuit.  «In  the  impedance  or  choking  coO  ({523),  the 
energy  of  the  circuit  is  transformed  into  the  energy  of  the  magnetic  field, 
and  then  transformed  back  into  the  energy  of  the  electric  circuit  as  many 
times  a  second  as  there  are  alternations. 
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499.  Induced  Electric  Curreats. — On  November  24,  1831, 
Michael  Faraday  described  to  the  Koyal  Society  of  London  a 
series  of  experiments  showing  that  electric  currents  can  be 
produced  in  a  closed  conducting  circuit,  (a)  by  moving  neigh- 
boring  magnets;  or  (b)  by  changing  the  current  in  a  neighbor- 
ing electric  circuit;  or  (c)  by  moving  a  neighboring  electric 
circuit.  An  electric  current  thus  produced  is  said  to  be  induced, 
and  the  phenomenon  is  called  dectromagnetie  induction.  Few 
discoveries  in  science  have  bad  such  important  practical  results 
as  this  discovery  of  Faraday's.  Almost  every  modern  indus- 
trial application  of  electricity  depends  upon  electromagnetic 
induction. ' 

600.  Faraday's  Ezperiments. — The.  experiments  on  induced 
currents  made  by  Faraday  were  the  following:  (I)  A  coil  of 
wire  B  forms  a  closed  circuit  through  a  sensitive  galvanometer 
0  (Fig.  362).     When  the  pole  of  a  m&gnet  is  brought  up  to  B,  a 
momentary  current  is  induced  in  B,  and  the  galvanometer  needle 
is  deflected.    When  the  magnet  pole  is  removed,  a  momentary 
current  is  again  induced,  but  in  the  opposite  direction  to  that 
upon  approach.    The  following  facts  may  be  noted:  (a)  The 
essential  motion  is  relative,  that  is,  moving  the  coil  to  or  from 
the  magnet  produces  the  same  effect  as  moving  the  magnet; 
(b)  the  current  teste  only  during  the  time  of  motion;  when  the 
m^net  and  the  coil  are  relatively 
at  rest,  there  is  no  induced  cur- 
rent; (c)  bringing  up  a  ^  pole 
to  ft  coil  induces  a  current  anti- 
clockwise as  seen  from  the  pole; 
thftt    is,    the    induced    current 
makes  this  face  a  N  face  (£427). ' 
Thus  the  approaching  N  pole  Ib 
repelled  by  the  magnetic  action 

of  the  induced  current.     Removing  the  N  pole  induces  a  clock- 
wise current,  that  is,  makes  the  coil  face  a  5  face.    Thus  the  JV 

1  WorUnc  at  tba  wn*  Uma,  Joaepb  Banir  diaoovand  indapandantly  tlia  tuDdamMilal 
faata  of  elsittroiiUHtiiette  bduoUoo,  and  probably  avan  antlcdpated  Faimdar  in  loma  oMaa, 
But  PmtMaor  Hanir  workad  undar  toanr  dindvantacM  In  Iba  iaaUted  tows  el  Albany. 
New  Tort,  ud  hia  dtaoorarfet  weia  not  widely  known  at  the  tlma  they  weia  made. 
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pole  18  attracted  as  it  is  removed.    An  approaching  jS  pole 
induces  a  current  in  the  same  direction  as  a  receding  N  pole,  and 

vice  versa  (Fig.  363).  Or  in  general,  the  mag- 
netic action  of  the  induced  current  opposes  the 
motion  of  the  magnet  This  is  evidently  a 
case  of  action  and  reaction.  If  the  approach- 
ing magnet  were  attracted  by  the  induced 
current,  it  would  require  no  work  to  bring  the 
magnet  up,  and  we  would  get  an  electric  cur- 
rent, which  represents  energy,  without  the 
expenditure  of  work.  This  would  be  contrary 
to  the  principle  of  the  conservation  of  energy 
(§341). 

We  can  now  describe  the  above  experiment 
in  the  convenient  terms  of  the  magnetic  field 
and  the  magnetic  lines  of  force,  as  conceived 
by  Faraday  (§368).  The  magnet  is  sur- 
rounded by  a  magnetic  field,  and  the  lines  of 
force  emerge  from  the  N  pole,  and  enter  at  the 
iS  pole.  The  motion  of  the  magnet  thus 
changes  the  number  of  lines  of  force  included  by  the  coil.  The 
experiment  thus  shows  that,  (a)  a  change  of  the  number  of  lines 
of  magnetic  force  included  by  a  circuit  induces  a  current  in  the 
circuit;  (b)  the  current  induced  is  proportional  to  the  rate  of 
change  of  included  lines  of  force;  and  (c)  the  magnetic  lines  from 
the  induced  current  increase  as  the  magnetic  lines  from  the 
magnet  decrease  through  the  circuit,  and  vice  versa.  The 
positive  direction  of  change  of  lines  is  to  be  reckoned  in  the 
same  direction  for  both  magnet  and  current.  Faraday's  other 
experiments  are  now  easily  described. 

(II)  Substitute  for  the  magnet  NS,  a  coil  carrying  an  electric 
current  A  is  thus  surrounded  by  a  magnetic  field  (§427),  and 
moving  A  in  front  of  B,  changes  the  number  of  magnetic  lines 
included  by  B,  and  thus  induces  an  electric  current  in  B  during 
the  time  of  motion.  When  A  is  approaching  B,  the  opposing 
faces  of  the  two  coils  are  either  both  N  or  both  S;  and  for  this 
case  the  induced  current  in  B  must  be  inverse  in  direction  to  the 
current  in  A.  Similarly  it  is  seen  that  upon  the  receding  of  A^ 
the  induced  current  is  direct  to  that  in  A. 
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Tbe  coil  A  carrying  the  original  or  inducing  current,  is  called 
the  primary  coil  {JPr) ,  and  its  current  the  primary  current.  The 
coil  B  is  called  the  secondary  coil  {S^^  and  the  induced  current, 
the    secondary    current.      A 

current  in  the  same  direction  ^         ^ 

as  the  .  primary  current  is 
called  dirwA^  and  a  current 
in  the  opposite  direction  is 
called  inverzt. 

(Ill)  With  two  coils  A  and 
B  as  before,  we  can  change  Fia  8M. 

the  number  of  lines  of  force 

through  jB,  by  changing  the  current  in  A  (Fig.  364).  Thus  we 
find  that,  making  or  increasing  the  Pr  current  induces  a 
momentary  inverse  current  Sc  in  B;  and  that,  breaking  or  de- 
creasing the  Pr  current  induces  a  direct  current  in  the  secondary 
circuit. 


Fio    866. 

The  coils  A  and  B  may  be  placed  anjrwhere,  provided  that  the 
magnetic  lines  from  A  pass  through  B.  Coils  wound  over  or 
alongside  of  each  other  on  a  cylinder  are  common  arrangements 
for  obtaining  maximum  Induced  currents  (Fig.  365).  Two 
straight  parallel  wires  may  similarly  form  primary  and  secondary 
circuits.  This  is  often  the  case  in  telephone  circuits,  and  is  the 
cause  of  the  "cross  talking '^  in  the  lines. 

(IV)  If  A  and  B,  one  or  both,  have  an  iron  core,  the  induced 
currents  are  greater,  but  in  the  same  direction  as  without  the 
iron  cores.  This  is  easily  explained  in  terms  of  the  magnetic 
lines.  Iron  has  a  greater  magnetic  permeability  (§491)  than 
air,  so  that  a  given  change  in  the  primary  current  produces  a 
greater  change  in  the  magnetic  flux  through  the  secondary  circuit, 
and  thus  causes  a  greater  induced  current.    Figs.  365  and  366 
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how  common  arrangements  of  the  primary  and  secondary  coils 
on  iron  cores.  The  arrangement  shown  in  Fig.  366  is  one  Fara- 
day used  in  his  earliest  experiments. 

601.  Lenz's  Law. — In  1834,  Lena  stated  the  following  impor- 
tant relation  between  the  induced  current  and  the  motion  of  the 
electrical  circuit  or  the  magnet  causing  the  induction:  The  in- 
dueed  current  is  in  <ucA  a  direction  as  to  oppose  by  its  electromagnetic 
action  the  motion  of  the  magnet  or  the  coil  which  produces  the 
indtuUion.  We  have  already  seen  that  this  holds  in  the  case  of 
the  motion  of  a  magnet/  and  it  is  easily  seen  that  it  also  holds 
for  two  coils  moving  relatively  to  each  other. 


Fio   807a. 


Fio.  8676. 


Lens's  law  can  be  extended  to  the  case  of  a  current  induced 
by  the  variation  of  a  primary  current,  but  the  reactions  are  then 
purely  electromagnetic.  When  the  current  is  induced  in  a 
secondary  coil  B  by  making  or  breaking  the  ciurrent'in  a  primary 
coil  Af  we  have  a  reaction  of  B  on  the  current  in  A.  That  is  the 
electromagnetic  induction  is  mutual.  We  thus  have  the  follow- 
ing series  of  actions  and  reactions:  Starting  a  current  in  A 
produces  magnetic  lines  througl^  A,  and  part  oPthem  pass 
through  B.  There  is  thus  an  inverse  current  induced  in  B.  But 
this  induced  current  started  in  B  produces  lines  which  are  oppo- 
site to  those  produced  by  the  primary  current  in  A.  The  effect 
of  the  induced  current  is  thus  to  oppose  and  retard  the  building 
up  of  the  magnetic  field  through  the  coils. 

Upon  breaking  the  primary  current,  the  current  induced  in  B 
is  direct;  that  is,  this  induced  current  produces  magnetic  lines 
which  are  in  the  same  direction  as  those  produced  by  A.     The 
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effect  of  the  induced  current  in^B  [b  thus  to  maintain  the  field, 
that  is,  to  delay  the  decrease  of  the  number  of  lines  of  force 
through  the  coils. 

It  can  thus  be  seen  that  in  general,  the  magnetic  action  of  the  in- 
duced current.opposes  the  magnetic  action  of  the  inducing  current. 

The  study  of  the  actions  and  reactions  of  the  primary  and  sec- 
ondary currents,  with  their  energy  relations,  is  very  important 
in  understanding  the  complete  theory  of  the  induction  coil  (§511), 
and  of  the  alternating  current  transformer  (§620). 

602.  Induction  by  Cutting  Lines  of  Force. — One  of  Faraday's 
early  observations  was  that  "single  wires,  approximated  in  certain 
directions  toward  the  magnetic  pole  (of  a  large  electromagnet), 
had  currents  induced  in  them.''  It  is  often  convenient  to  con- 
sider the  induction  as  due  to  the  motion  of  a  single  wire  across 
lines  of  force,  or  as  we  often  say,  due  to  "  cutting  lines  of  force." 


o 


field     « 
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Thus  suppose  the  wire  AB  moved  across  the  field  between  the 
poles  N  and  8  (e.g.,  of  a  U-shaped  magnet).  In  case  (a)  the 
wire  forms  part  of  a  complete  circuit  ABO.  In  moving  AB  down, 
the  number  of  lines  through  the  circuit  is  increased,  and  an 
anti-clockwise  current  (seen  from  below)  is  induced,  that  is  from 
A  to  B  in  the  part  AB  of  the  circuit.  In  case  (b),  the  wire  forms 
part  of  the  circuit  ABO',  and  the  motion  downward  induces  a 
current  iiythe  circuit,  so  that  the  current  flows  from  A  to  B. 
The  current  is  clockwise  as  seen  from  below.  When  the  motion 
is  upward,  the  current  is  evidently  from  B  to  A.  The  three 
directions,  of  magnetic  field,  motion,  and  induced  current,  are 
thus  mutually  at  right  angles,  as  indicated  in  the  rectangular 
axes  of  Fig.  368a.  Professor  J.  A.  Fleming  has  given  a  conven- 
ient rule  for  remembering  these  relative  directions.  Holding 
the  right  hand  as  indicated  in  Fig.  368b,  with  the  thumb,  the  fore- 
finger and  the  center  finger,  making  right  angles  with  each  other, 
then  if  the  forefinger  is  held  in  the  direction  of  the  magnetic 
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fidd,  and  the  thumb  in  the  direction  of  the  motion^  the  center 

•finger  will  indicate  the  direction  of  the  current. 

608.  Numerical  Calculation  of  Induced  E.MJP. — By  Ohm's  law,  the 
induced  current  varies  directly  as  the  induced  electromotive  force  and 
inversely  as  the  resistance  of  the  circuit.  The  resistance  is  a  constant  for 
the  circuit  ({442).  Experiments  show  that  the  electromotive  force 
induced  in  a  circuit  is  proportional  to  the  rate  of  variation  of  lines  of  force 
through  the  circuit,  that  is, 

where  t  Is  the  time  in  seconds,  and  N^  and  N^  are  the  number  of  lines  at 

the  beginning,  and  at  the  end  of  the 
time  interval  <•  If  the  variation  of  N 
is  uniform  during  the  time  i,  then  the 
e.m.f .  induced  is  constant.  When  the 
variation  is  not  uniform  the  e.m J.  at 
any  instant  is  given  by  the  differential 
coefficient,  that  is,  E'^-KdN/di. 
In  these  expressions  JC  is  a  constant. 
If  B,  N.  and  t  are  expressed  in  e.  g.  s. 

units,  then  it  can  be  shown  that  K  becomes  unity  ({504).    To  express  B 

in  volts,  we  divide  by  10*  ({441),  that  is, 

dN 


FiQ,  3C9. 


i?  (volts) jgj_.«__ 


The  negative  sign  is  explained  as  follows:  The  positive  direction  of  the 
lines  of  force  is  taken  as  that  of  the  advance  or  thrust  of  a  right-Banded 
screw.  Fig.  809,  where  the  rotation  of  the  same  gives  the  positive  direction 
of  the  e.m.f.,  or  current.  Thus  a  positive  increase  of  N  corresponds  to 
a  negative  induced  e.m.f. 

604.  A  Second  Numerical  Statement  of  Induced  £Jf .F. — ^It  is  often 
convenient  to  calculate  the  induced  e.m.f.  in  terms  of  the  number  of  linee 
of  force  cut  by  a  conductor  per  second.  Let  IT » the 
strength  of  the  magnetic  field,  —the  number  of  lines  of 
force  per  square  centimeter  section  of  the  field  ({874), 
and  let  {—the  length  of  the  conductor  in  centimeters, 
and  9— the  velocity  in  centimeters  per  second.  If  the 
motion  is  perpendicular  to  the  lines  of  force  and  also 
to  the  length  direction  of  the  conductor,  then  the 
number  of  lines  cut  per  second  is  IvH,  or  the  induced 
e.m.f«  is 

E'^lvH,  or  ^(volts)  -  j^ 

In  case  the  velocity  v  and  the  conductor  length  are  not  at  right  angles  to 
the  field  ff ,  their  components  at  right  angles  to  H  are  to  be  taken. 

We  can  derive  the  above  equation  by  equating  the  mechanical  work  done 
in  moving  the  conductors  across  the  magnetic  field  to  the  electrical  energy 
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of  the  induced  current.  Hi  ia  the  induced  current,  the  electrical  energy 
produced  in  time  iiaW'^Eit  ({441).  In  {520  it  is  proved  that  a  force 
F^Hil  acts  on  the  conductor,  and  that  this  force  is  in  the  opposite  direction 
to  the  motion  which  induces  the  current.  The  distance  moved  by  the  con- 
ductor in  the  time  t  is  d»i^.  Hence  the  mechanical  work  is  W^Fd^ 
HUU.  Equating  the  electrical  energy  to  this,  we  get  E^Hvl,  Hence 
the  constant  K  in  the  equation  of  {508  must  be  unity  for  the  absolute 
c.g.B.  units. 

60S.  Calculations  for  Current  and  Electric   Quantity. — In  the  above 
section  ({503)  it  has  been  shown  that  the  induced  e.m.f. 

«        N,^N,       dN 


The  current  is  then 


dN 


Rdt 


Thus  we  have  It'''-(N^^N;)/B  and  Idi^-dN/B.  But  It^Q,  the 
total  flow,  of  electric  quantity  in  the  time  t,  and  Idt — dQ,  the  electric  quantity 
in  the  time  df .    Thus  the  total  quantity  of  electricity  induced  is 

Q-    N,^N, rdN 


R 


/dN 
R 


This  quantity  can  be  measured  by  the  throw  of  a  ballistic  galvanometer, 
when  the  time  of -induction  is  a  small  fraction  of  the  period  of  the  galvano- 
meter needle  ({480).    The  above  relations  are  in  ahBohUe  uniU* 

606.  Faraday's  Disk  Dynamo. — One  of  Faraday's  earliest  ex- 
periments in  electromagnetic  induction  was  to  rotate  a  copper 
disk  between  the  poles  of  a  magnet,  the  plane  of  the  disk  being 
perpendicular  to  the  field  (Fig. 
371).  A  galvanometer  .circuit 
was  completed  by  wires  sliding 
on  the  axle  and  on  the  circum- 
ference of  the  disk,  and  a  current 
was 'shown  by  the  deflection  of 
the  galvanometer  during  the  rota- 
tion of  the  disk.  In  this  ma- 
chine each  radius  of  the  disk  cuts 
the  lines  of  the  field  at  the  rate  of 
nrhiH  per  second,  where  nr^  is  the 
area;  of  the  disk,  H  is  the  strength 
of  the  field  assumed  uniform,  and 
n  is  the  number  of  revolutions  per  second  of  the  disk.    Thus 
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Fxa.  872. 


This  arrangement  made  the  first  dynamo-eleotrio  maohiua. 
Forbes  and  others  have  attempted  to  use  this  as  a  model  for 
commercial  electric  generators,  but  the  e.m.f.,  with  any  practical 
diameters  and  speeds  is  too  small  for  industrial  uses. 

607.  Foucault  or  Eddy  Currents. — ^It  was  observed  a  number 
of  years  before  Faraday's  discovery  of  induced  currents,  that  a 

vibrating  magnetic  needle  quickly  came 
to  rest  when  near  or  over  a  copper  plate. 
Arago  had  in  1824  also  shown  that  a 
magnetic  needle  suspended  over  a  rotat- 
ing copper  disk,  rotates  with  the  disk 
(Fig.  372).  Both  the  damping  of  the 
needle,  and  Arago's  disk  experiment 
were  explained  byFaraday  as  phenomena 
of  electromagnetic  induction.  The  rela- 
tive motion  of  the  magnet  and  the  disk 
induces  an  e.m.f.  in  the  metal  disk.  The  current  thus  generated 
circulates  in  the  disk,  producing  a  magnetic  action,  which  by 
Lenz's  law  tends  to  hold  the  magnet  at  rest  relative  to  the  disk 
or  plate. 

Electric  currents,  thus  induced  and  circulating  in  a  metal  mass, 
are  called  eddy  currents  or  Foucault  currents.  The  energy  of 
such  currents  is  dissipated  in  heat.  The  iron  cores  of  armatures 
of  dynamo  machines  and  transformers  are  always  laminated  so  as 
to  offer  very  high  resistance  to  the  formation  of  such  currents, 
and  thus  to  stop  the  heat  losses. 

An  interesting  example  of  damping  by  eddy 
currents  is  shown  in  Fig.  373.  The  pendulum 
with  its  copper  plate  swings  freely  if  the  electro- 
magnet is  not  excited,  but  is  damped  immediately 
when  the  magnetic  field  is  made. 

This  damping  action  of  eddy  currents  is  often 
taken  advantage  of  in  d'Arsonval  or  movable  coil 
galvanometers  (§438),  to  bring  the  moving  coil  to 
rest  quickly.  The  coil  is  wound  on  a  closed  copper 
frame  in  which  the  eddy  currents  are  generated  during  the 
vibration.  The  coil  itself  is  damped  in  the  same  way  on  closed 
circuit.  The  magnetic  needles  of  galvanometers  are  also  often 
damped  by  suspending  them  in  openings  in  copper  blocks. 
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608.  Self-induction. — Several  persons  seem  to  have  obseryed 
independently  about  1832,  that  there  is  a  bright  spark  when  a 
current  is  broken  in  a  circuit  containing  an  electro-magnet.  On 
making  a  current  in  the  same  circuit,  there  is  no  such  spark. 
This  extra  current  at  break  was  noticed  by  persons  receiving  a 
shock  upon  breaking  the  circuit  of  an  electromagnet,  if  they  had 
the  terminals  in  their  hands  at  the  time  of  break.  In  investi- 
gating this,  Faraday  observed  the  following  facts.  Upon  break- 
ing the  circuit  of  a  helix  without  an  iron  core,  a  similar  bright 
spark  id  obtained,  only  less  than  in  the  case  of  an  electromagnet. 
Likewise,  when  the  current  in  a  long  straight  wire  was  broken, 
a  spark  occurred,  only  less  bright  than  in  the  case  of  the  helix. 
Upon  breaking  a  current  in  a  short  wire  there  was  practically  no 
spark.  Also  in  the  case  of  a  long  wire  doubled  back  on  itself, 
there  was  no  extra  spark  at  break.  "  The  first  thought  that  arises 
in  the  mind, "  wroteFaraday, "  is  that  the  electricity  circulates  with 
something  like  momentum,  or  inertia  in  the  wire,  and  that  thus, 
a  long  wire  produces  effects  at  the  instant  the  current  is  stopped, 
which  a  short  wire  cannot  produce.  Such  an  explanation 
is  however  at  once  set  aside  by  the  fact  that  the  same  length  of 
wire  produces  the  same  effects  in  very  different  degrees,  according 
as  it  is  simply  extended,  or  made  into  a  helix,  or  forms  the  circuit 
of  an  electromagnet."  Faraday  then  proceeded  to  show  that  this 
extra  current  was  due  to  electromagnetic  induction,  from  the 
varying  current  acting  on  its  own  circuit.  This  phenomenon  of  a 
current  inducing  an  extra  electromotive  force  in  its  own  circuit, 
is  called  self-dnduciion.  A  circuit  includes  in  general  lines  of 
force  due  to  its  own  current.  Breaking  the  current  thus  removes 
the  lines  of  force,  or  has  the  same  effect  as  removing  a  magnet. 
Suppose  the  current  flows  clockwise  in  a  circular  circuit;  break- 
ing the  current  then  removes  positive  lines,  or  is.  the  same  as 
removing  a  north  pole.  But  this  induces  a  clockwise  e.m.f., 
that  is  a  direct  current;  this  adds  itself  to  the  current  being 
broken,  and  thus  causes  the  bright  spark  of  break.  The  effect  of 
an  iron  core  is  to  increase  the  magnetic  induction,  and  thus  to 
increase  the  e.m.f.  of  self-induction  at  break.  Self-induction 
thus  prolongs  the  current  at  break,  or  acts  to  retard  a  decrease 
of  the  current.  When  the  circuit  is  wound  back  on  itself,  so 
that  it  includes  no  lines  of  force,  there  can  be  no  change  of  lines 
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of  force,  and  hence  no  self-induction.  Such  circuits  are  said 
to  be  non-inductive  or  inductionless.  The  wire  in  resistance 
boxes  is  wound  doubled  from  its  middle  point  as  is  shown  in 
Fig.  321.  ^ 

When  a  current  is  made  or  increased  in  an  inductive  circuit, 
such  as  a  helix,  magnetic  lines  are  put  through  the  circuit.  Thus 
positive  lines  enter  at  the  face  in  which  the  current  is  clockwise 

(5  face),  and  this  is  equiva- 

^^y^  ^"^\.  lent  ta  bringing  up  a  iV  pole. 

2s —    gy^  ^jjjg  induces  an  anti-clock- 

wise  e.m.f.,  that  is  an  e.m.f. 
inverse  to  the  starting  current.  That  is,  the  building  up  of  a 
current  in  a  coil*  is  accompanied  by  an  induced  inverse  e.  m.  f. 
at  the  time  of  the  current  increase.  Here  again  the  self-induc- 
tidn  opposes  and  delays  the  current  changes.  Fig.  374  shows 
the  growth  and  dying  away  of  currents  in  an  inductive  circuit 
as  observed  in  an  oscillograph  (§524).  Helmholtz  deduced  in 
1851  an  equation  showing  the  law  of  the  growth  of  currents  in 
inductive  circuits  and  these  oscillograph  curves  confirm  the 
Helmholtz  equation.^ 

609.  Coefficient  of  Self-induction  or  Inductance. — ^The  e.m.f. 
of  self-induction  in  a  circuit  thus  depends  upon  the  change  in  the 
number  of  lines  of  force  through  the  circuit,  caused  by  the  varia- 
tion of  the  current.  The  number  of  lines  evidently  depends  upon 
(a)  the  current  /,  and  (b)  upon  the  dimensions  of  the  circuit, 
and  (c)  the  presence  of  magnetic  substances,  such  as  an  iron  core. 
For  a  circuit  without  iron,  N  the  number  of  lines  included  by  the 
circuit  varies  directly  as  /,  or  N^LI,  where  L  is  the  coefficient 
of  sdf •induction  or  the  indudance  of  the  circuit.  Thus  the  induc- 
tance of  a  circuit  is  numerically  equal  to  the  increase  in  the  num- 

trhere  /,  B,  R,  L  and  I  repraient  the  quantitiM  indioated  in  this  and  th«  next  Motion,  and 
•  ia  the  basa  of  tlia  Naparian  togarfthma.  Thia  aquation  ia  dadaoad  aa  foDovt.  Tlie 
i.  m.  i.  in  Iha  eiroidt  at  any  inatant  ia  aqoal  to  the  impnaaed  a.  m.  f .  km  tha  aoontar  a.  m.  f . 
of  aalf-indnetion,  or  •  "-^ — L  dl/di.    Hanoa  tha  ourrant  ia 

B       L  dl 
B^  B  dt 

By  intacratlon  of  thia  diffarantial  aquation  wa  gat  tha  abova  aquation  of  Halmholta. 
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ber  of  magnetic  lines  included  by  the  circuit  for  tinit  increaw  of 
the  current.  For  a  circuit  vith  an  iron  core,  this  increase  of 
magnetic  lines  per  unit  current  is  not  con* 
stant,  because  the  magnetic  permeabQity 
of  iron  vtaiea  with  the  magnetizing  force 
(S491).  Hence  L  the  inductance  of  acircuit 
with  an  iron  core  is  a  vfuriable  depending 
upon  the  magnetic  curve  of  the  iron. 

We  can  also  express  the  inductance  of  a 
circuit  in  terms  of  the  e.m.f.  induced  for 
unit  rate  of  change  of  the  current  in  the 
circuit.     This  is  shown  as  follows:     The 
number  of  magnetic  lines  through  a  circuit 
is  lt=H;  hence  the  induced  e.m.f.  is  £  = 
—  dNldt=—L{dI/<U),    If  the  rate  of  change  of  the  current  is 
unity,  that  is  if  dl/dt  =  l,  then  E=L.    We  can  thus  define  unit 
inductance,  as  the  inductance  of  a  circuit  in  which  unit  e.m.f.  is 
induced  by  unit  change  of  current  per  second  in  the  circuit.    The 
practical  unit  of  inductance  is  the  henry  and  is  equal  to  10*  C.G.3 
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units  of  inductance.  The  henry  can  be  defined  as  the  inductance 
(rf  a  circuit,  in  which  a  change  of  one  ampere  per  second  produces 
an  induced  e.m.f.  of  one  volt.  Standards  of  inductance  are 
used  in  the  shape  of  coils  wound  on  marble  or  other  non-magnetic, 
and  permanent  cores.  These  are  graduated  in  multiples  or 
Bubmultiptes  of  the  henry.  A  variable  standard  of  inductance 
can  be  made  by  two  coils  joined  In  series  and  arranged  so  that 
they  can  be  rotated  in  r^erence  to  each  other,  and  thus  change 
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the  total  lines   included.    Such   an   inductance   standard   is 
illustrated  in  Fig.  375. 

610.  Bzperiments  on  Self-induction. — ^To  demonstrate  extra-currents 
due  to  self-induction,  Faraday  made  the  following  experiment:  In  a  circuit 
containing  a  large  helix  or  electromagnet  Af,  there  is  a  galvanometer  (7, 
the  galvanometer  bdng  in  parallel  with  the  helix  M  (Fig.  870).  The  current 
from  the  battery  B  is  made  or  broken  by  the  key  JBl.  In  the  steady  con- 
dition, the  current  divides  between  the  helix  and  the  galvanometer,  and  there 

is  a  steady  deflection  of  the  galvanometer 
^j       b  /^^  needle,  say  of  n  degrees  to  the  right.    A 

|P'Vx'''n^\Jf'B^  stop  is  placed  so  that  the  needle  can  not 

■^"^       '  ^  deflect  to  the  right.     Upon  breaking  the 

current  at  K^  there  is  a  throw  of  the 
galvanometer  to  the  l^  due  to  the  extra- 
current  of  break  flowing  back  through  the 
galvanometer  circuit.  Evidently  the  extra- 
current  in  Af  is  in  the  same  direction  as  the 
current  being  broken* 

A  striking  variation  of  the  above  experi- 
ment is  to  put  an  incandescent  lamp  in 
parallel  with  an  electromagnet,  passing  just  enough  current  to  bring  the 
lamp  to  a  red  glow  (Fig.  377).  Upon  breaking  the  current,  the  lamp 
flashes  brightly  ^or  an  instant,  due  to  the  e.m.f .  of  self-induction  at  break. 
The  best  way  of  showing  the  effects  of  self-induction  is  by  the  use  of  the 
Wheatstone  bridge,  as  described  by  Maxwell.  In  the  bridge  arrangement. 
Fig.  878,  the  resistances  JB|,  JB,  and  JB,  are  wound  non-inductively  (1006), 
and  Bm  is  the  resistance  of  an  electromagnet.  The  resistances  are  arranged 
so  that  B^:  B^^Bgi  Bm-  There  is  accordingly  no  deflection  of  the  galva- 
nometer O  when  the  current  is  in  a  steady  state.  But  upon  making  the 
current  by  closing  the  key  K,  there  is  a  momentary  throw  of  the  galva- 
nometer needle,  the  deflection  of  the  needle  being  again  sero  when  the  current 
reaches  a  steady  state. .  Upon  breaking  the  current,  there  is  a  throw  ci  the 
needle  in  the  opposite  direction  to  that  at  make.  If  all  four  of  the  resistances 
are  non-inductive,  there  are  no  such  momentary  throws  of  the  galva- 
nometer needle  at  make  and  break.  Suppose  the  current  enters  at  c;  then 
the  current  reaches  its  full  value  in  eBJb  sooner  than  in  eBw^,  so  that  there 
will  be  a  deflection  of  the  galvanometer  showing  a  momentary  current  from 
b  to  d.    Upon  break  the  momentary  flow  will  be  from  dtob. 

The  explanation  of  this  is  evident  from  {608.  The  above  method  of 
showing  the  extra-currents  has  been  developed  by  Maxwell  and  others  into 
a  method  of  measuring  the  coefficient  of  self-induction.  For  these  methods 
the  reader  must  refer  to  the  laboratory  manuals. 

611.  The  Induction  Coil. — The  induction  coil  is  a  piece  of  appa- 
ratus for  producing  pulsating  currents  or  discharges  of  high 
e.m.f.  in  a  secondary  circuit,  by  making  and  breaking  a  current 
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in  a  primary  circuit.  The  current  in  the  primary  circuit  may  be 
from  a  battery  with  only  a  few  volts  e.m.f.  In  Fig.  379,  we  have 
a  diagram  showing  the  parts  and  ar- 
rangement of  the  ordinary  induction 
coiL  The  primary  circuit  Pr  consists 
of  (a)  a  solenoidal  coil  P  with  a  bundle 
of  soft  iron  wires  as  core;  (b)  an  inter- 
rupter K  for  making  and  breaking  the 
primary  current.  When  the  inter- 
rupter is  mechanical  as  shown  in  the 
figure,  there  is  a  condenser  joined 
across  the  gap  to  lessen  the  extra  spark  of  break,  and  thus 
cause  a  quicker  break  of  the  current;  (c)  the  secondary  circuit 
8e  consisting  of  a  solenoidal  coil  8  surrounding  the  coil  P,  and  a 
spark  gap  D.  The  secondary  coil  is  wound  with  many  turns 
of  fine  wire.  To  increase  the  insulation,  this  coil  is  also  wound 
in  disk  sections.  The  primary  coil  is  wound  with  a  compara- 
tively few  turns  of  much  larger  wire. 

Making  the  primary  current  produces  magnetic  lines  which 
thread  through  the  secondary.  These  lines  are  removed  upon 
breaking  the  primary  current.  Thus  there  is  induced  in  the 
coil  8  an  inverse  e.m.f.  at  make,  and  a  direct  e.m.f.  at  break  of 
the  primary  current.  The  break  in  most  coils  is  much  quicker 
than  the  make,  and  thus  the  direct  induced  e.m.f.  in  jSc  is  so 
much  greater  than  the  inverse  induced  e.m.f.,  that  the  discharge 
effects  are  mostly  uni-directional.  The  reason  for  this  is  that 
the  growth  of  the  primary  current  at  make  is  retarded  by  the 
inductance  of  the  circuit  (§508) ,  while  with  .a  good  interrupter 
and  proper  condenser,  the  break  can  be  made  very  sharp.     The 

greater  the  number  of  turns  of  the  secondary  coil, 
the  greater  the  induced  e.m.f.  The  resistance  of 
the  coil  is  of  course  high,  and  consequently  the 
current  small. 

In  small  induction  coils  the  Wagner  hammer  is 
the  common  form  of  interrupter.  This  is  shown 
at  JT  in  Fig.  379,  and  its  action  can  be  easily 
seen.  In  large  coOs,  a  form  often  used  consists 
of  a  brush  sliding  on  a  revolving  commutator  driven  by  an 
electric  motor.    The  electroljrtio  interrupter  of  Wehnelt  is  also 
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frequently  used  (see  Fig.  380) .  P  is  a  platinum  wire  in  a  solu- 
tion of  sulphuric  acid,  L  is  a  lead  plate.  Only  the  point  of  the 
wire  is  exposed  to  the  acid.  When  P  is  made  the  anode,  and  L 
the  kathode,  gas  forms  at  P,  interrupts  the  current,  and  escapes 
in  bubbles,  and  thus  the  current  is  again  made. 

612.  The  Tesla  Induction  CoU.— To 
obtain  currents  of  very  high  fre- 
quencies and  high  electromotive 
forces,  Tesla  used  a  form  of  induction 
coil  in  which  the  oscillatory  discharge 
of  a  Ley  den  jar  (§541)  is  used  as  in- 
terrupter. The  terminals  of  the 
secondary  of  an  induction  coil  /  (Fig. 
381),  are  connected,  one  to  the  inner 
coating,  and  one  to  the  outer  coating 
of  an  insulated  Leyden  jar  C.  The  circuit  is  completed 
through  the  primary  winding  of  the  Tesla  coil,  and  the 
discharge  balls.  The  primary  of  the  Tesla  coil  A,  consists 
of  a  half  dozen  turns  of  wires  on  a  non-magnetic  core.  The 
coils  A  and  B  are  separated  by  air  or  oil  as  insulation.  The 
alternations  at  D  from  the  Leyden  jar  may  have  a  frequency 
of  several  millions  per  second  (§641).  Hence  the  currents 
induced  in  B  are  not  only  of  high  e.m.f.  but  also  of  very  high 
frequency. 

613.  Electromotive  Force  in  a  Coil  Rotating  in  a  Magnetic 
Field. — In  the  earth  inductor  and  in  many  dynamo-electric 
machines,  electric  currents  are  produced  by  rotating  coils  of  wire 
in  a  magnetic  field.  We  take  the  simple  case  of  a  rectangular 
coil  in  a  uniform  magnetic  field.  The  coil  A  BCD  is  rotated  n 
times  per  second  about  an  axis  00\  which  bisects  the  coil  and  is 
perpendicular  to  the  field  (Fig.  382  a,  b).  Let  l  =  AB  =  DC^  and 
r  =  AO  =  DO.  The  direction  of  rotation  looking  on  the  end  AOD  is 
anti-clockwise.  Let  XOX'  and  YOY'  represent  the  planes 
through  0,  respectively  parallel  and  at  right  angles  to  the  mag- 
netic field.  The  side  AB  is  evidently  cutting  lines  of  force  most 
rapidly  at  X  and  X',  where  it  is  moving  at  right  angles  to  the 
lines;  while  at  Y  and  Y'  it  is  moving  parallel  to  the  field,  so  it 
is  cutting  no  lines,  and  hence  has  no  e.m.f.  induced  in  it  at  this 
instant.    The  e.m.f.  induced  in  AB  is  a  maximum  at  X,  and 
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zero  at  Y,  a  negative  maximum  at  X',  and  zero  again  at  Y\ 
Thus  the  e.m.f.  in  AB  is  from  A  to  B  while  the  coil  is  mov- 
ing from  Y  through  X  to  F';  it  is  from  £  to  A  while  moving 
from  y  through  X'  to  Y.  (These  directions  follow  in  accord- 
ance with  Fleming's  rule,  §502.)  The  e.m.f.  induced  in  the 
opposite  side  DC  evidently  adds  itself  to  that  in  AB  to  pro- 
duce a  single  alternating  current  in  the  circuit  A  BCD.  The 
ends  BC  and  DA  do  not  cut  lines,  and  hence  have  no  e.m.f. 
induced  in  them.  There  is  thus  induced  in  the  coil  A  BCD 
an  e.m.f .  which  goes  through  a  complete  cycle  once  in  a  revolution. 
It  can  be  shown  that  this  e.m.f.  at  any  instant  is  proportional 
to  the  sine  of  the  angle  0  which  the  plane  of  the  coil  makes  at 
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that  instant  with  the  plane  perpendicular  to  the  field.  Thus  in 
Fig.  382b,  the  e.m.f.  is  equal  to  e=£  sin  (7,  where  E  is  the  maxi- 
mum e.m.f.  induced,  and  d  is  the  angle  of  the  coil  with  the  plane 
YOY\ 

614.  Fonnula  for  the  £•  H.  F.  in  a  Rotating  Coil.— Let  V  = 
the  uniform  tangential  speed  of  AB  (and  CD),  At  the  instant 
when  the  angle  between  the  coil  and  the  plane  perpendicular  to 
the  field  is  d,  this  velocity  is  represented  by  AR,  Fig.  383.  The 
velocity  component  at  right  angles  to  the  field  is  RS^V  sin  d. 
Let  £r=the  strength  of  the  field  (s=the  number  of  magnetic  lines 
per  square  centimeter) ;  then  VIH  sin  0  is  the  number  of  magnetic 
lines  cut  by  AB  (»={)  per  second.  Hence  the  e.m.f.  induced 
in  AB  and  CD  is  e^2VlH  sin  0  =  E  sin  6.  Here  E==2VIH^ 
e.m.f.  when  the  coil  is  passing  through  the  points  X  and  X' 
where  it  is  cutting  the  lines  at  the  maximum  rate,  or  when  d  »  90® 
or  as 270®.  The  curve,  Fig.  384,  represents  this  e.m.f.  during  a 
single  rotation.    The  ordinates  are  proportional  to  the  e.m.f. 
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oad  the  abscissafi  are  proportional  to  the  angles.  Sinoe  the 
rotation  is  uniform,  the  abecissaa  are  also  proportional  to  the 
time.  Ordinates  above  the  line  represent  electromotive  forces 
in  one  direction,  and  ordinates  below  represent  electromotive 
forces  in  the  reverse  direction.  That  is,  a  rectangular  coil  rotated 
uniformly  in  a  uniform  magnetic  field,  has  induced  in  it  an  alter- 
nating e.m.f.  which  varies  as  the  sine  of  an  angle,  and  is  repre- 
sented by  a  sinusoidal  curve. 


The  formula  e=2VlH  ain  6,  can  be  changed  into  the  form 
«  =  2irn  N^  sin  6,  where  n  is  the  number  of  revolutions  per  second, 
and  iVo  is  the  total  magnetic  lines  through  the  coil  when  it  is  at 
right  angles  to  the  field.  To  prove  this,  put  V'=29mr,  and  we 
get  s=4)mrl  H  sin  B.  But  2rl=S,  the  face  area  of  the  coO,  and 
SH=N^  Hence  e=>2;[n  N,  sin  0.  It  is  easy  to  show  that  this 
equation  holds  for  any  shape  of  the  rotating  coil. 

Tbe  varying  o.m.f.  induced  in  a  rotating  ooQ  of  an^  fonn  and  of  area  S 
oan  be  obtained  from  the  letadon  E  ~  ~  -^.  N  Is  the  total  numb«r  of 
lines,  or  flux,  of  magnetic  force  tluough  tbe 
coil  and  is  evidently  equal  to  the  flux  through 
the  projeotion  of  the  ooil  on  the  plane  YY"  or 
HS  COS  9.  Hence  B  -  BSOae^  -  ffSg^dn  $ 
where  u  —  the  angular  velocity  —  3rn. 

616.  The  Earth  Inductor.— The  earth 

inductor  is  a  coil,  Fig.  3SS,  usually  of 

a  large  number  of  windings,  which  is 

I  mounted  so  that  it  can  be  rotated  about 

p,g  g^  either  a  horizontal  or  a  vertical   axis. 

Suppose  the  axis  vertical  and  the  plane 

of  the  coil  at  ri^t  angles  to  the  magnetic  meridian.    By  rtvolv- 
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ing  the  coil  through  180®,  the  magnetic  flux  is  taken  out  of  one 
face  and  put  in  at  the  other  face.  Let  H^  the  horizontal  in- 
tensity of  the  earth's  magnetic  field,  S  »  the  area  of  the  coil 
face,  and  R »  the  resistance  of  the  circuit.  Then  the  quantity 
of  electricity  flowing  in  the  coil  during  a  rotation  of  180®,  is 
q=  (2HS)IB  (§606).  This  can  be  measured  by  the  throw  of  a 
ballistic  galvanometer.  Similarly  when  the  axis  is  placed  hori- 
zontally, g'  =  (275)/B.  where  V  is  the  vertical  component  of 
the  earth's  field.  We  thus  get  (g'/g)  =  7/£r=tan  <f>,  where  ^ 
is  the  dip  or  inclination  (§386). 


516.  Use  of  Induced  Currents  to  Compare  Fields  and  to  Measure  Magnetic 
Induction. — From  the  above  we  see  that  the  intensitieB  of  two  magnetic 
fields  can  be  compared  by 
quickly  rotating  the  same  Bt  Y^^IAm 

coil  in  the  two  fields  and  ^^ \\i\- 

comparing  the  throws  of  a 
ballistic  galvanometer. 
More  often  a  smaU  coil, 
often  termed  a  "flip  coil"  is 
quickly  jerked  out  of  the 
field,  and  the  throw  of  the 
galvanometer  noted. 

The  change  of  magnetic 
induction  B,  in  a  ring  mag- 
net 19  determined  in  Row* 
land's  method  of  obtaining 
BH  curves,  by  observing  the 

galvanometer  throw  due  to  the  current  induced  in  a  secondary  coil  Sc.  The 
arrangement  is  shown  in  Fig.  386.  The  iron  anchor  ring  is  woimd  uniformly 
with  the  magnetising  coil  Pr.  The  current  is  measured  by  the  ammeter 
Am,  and  regulated  by  the  rheostat  B.  Changes  in  the  current  in  Pr  produce 
changes  in  the  magnetic  induction  B  through  the  iron.  Starting  from  zero 
the  current  is  increased  by  steps,  and  the  increments  in  the  induction  B  are 
calculated  from  the  galvanometer  throws.  The  total  induction  is  gotten  by 
adding  the  increments.  The  magnetising  force  H  is  calculated  from  the 
dimensions  of  the  coil  Pr  and  the  current  t.  The  ballistic  galvanometer  0 
is  calibrated  by  observing  the  throw  from  revolving  the  earth  inductor  /  in 
the  earth's  magnetic  field.  The  values  of  H  and  the  corresponding  values 
of  B  thus  determined  are  then  plotted  to  give  the  usual  curves  ({400). 
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617.  Simple  Alternating  Current  Dynamo. — ^In  Fig.  387,  we 
have  a  coil  revolving  in  the  field  betv^een  the  poles  of  a  magnet. 
The  ends  of  the  coil  are  connected  with  the  insulated  metal  rings 
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N  aDd  M,  on  the  ebaft  OCy.  Metal  springs  or  "brushes"  rest  or 
slide  on  these  collector  rings.  Thus  the  current  induced  is  the 
coil  ABCD  flows  through  the  external  circuit.  Such  a  machine 
forma  &  simple  alternating  current  dynamo.  By  winding  the 
cofl  on  an  iron  cylinder,  the  intensity  of  the  magnetic  field  is 
increased,  and  thus  a  greater  e.m.f.  is  induced.  But  this  iron 
core  being  itself  a  conductor  will  have  eddy  currents  induced  in 
it,  unless  it  is  laminated,  so  aa  to  make  the  resistance  infinitely 
great  in  the  direction  of  the  induced  e.m.f.  Hence  the  core  is 
built  up  of  insulated  iron  disks  as  represented  in  Fig.  388. 
Commercial  alternating  current  dynamos  are  alwa}r8  multipolar. 
One  of  the  reasons  for  this  is  that  for  practical  electric  lighting 
and  power  transmission,  frequencies  of  from  25  to  125  alterna- 


tions per  second  are  desirable.  A  common  frequency  for  most 
purposes  is  now  60  alternations  per  second-  To  get  such  fre- 
quencies with  safe  speeds  it  is  necessary  to  have  field  magnets 
with  multiple  poles.  Fig.  389  shows  a  multipolar  alternating 
current  dynamo. 

618.  Smpl«  Direct  Current  Dynamo. — To  obtain  a  current  con- 
stant in  direction,  a  commutator  is  used  instead  of  collector  rings. 
Fig.  390  represents  a  two-part  commutator.  This  consists  of  a 
copper  ring,  which  has  been  cut  into  half  rings.  These  half  rings 
are  insulated  and  form  the  ends  of  the  coil  ABCD.  The  brushes 
R  and  S  are  set  180°  apart,  so  that  one  rests  on  one-half  of  the 
commutator,  white  the  other  rests  on  the  opposite  half.  These 
brushes  thus  make  the  connections  for  the  current  with  the 
external  circuit.  The  brushes  axe  set  so  that  the  connections 
with  th«  external  circuit  are  reversed,  just  at  the  instant  in  which 
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the  current  in  the  rotating  coil  is  reveraed  (that  is,  approximately 
as  the  eoQ  paaaes  through  the  plane  perpendicular  to  the  field). 
The  current  in  the  external  circuit  is  thus  uoi-directional,  and 
varies  as  represented  in  Fig.  391.  The  above  is  a  aimplo  direct 
current  (D.  C.)  dynamo  with  a  two-part  commutator.  In  Fig. 
392  we  have  two  coila  at  right  angles  to  each  other;  by  joining  to 
a  proper  commutator  we  obtain  in  the  external  circuit,  the 
current  represented  in  Fig.  393.    This  ia  the  sum  of  two  pulsating 


currents,  which  differ  in  phase  by  90°.  It  is  seen  that  the  per 
cent,  of  variation  is  much  less  than  ia  the  current  from  a  dynamo 
with  a  two-part  commutator.  In  modem  direct  or  continuous 
current  dynamos  there  are  often  hundreds  of  coils,  joined  to  a 
commutator  of  many  sections,  and  the  resulting  current  is  prac-  • 
tically  constant.  The  inductance  of  the  circuit  also  operates  to . 
lessen  the  variations  of  the  current  in  these  machines. 
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619.  Dynamo-electric  Hachines.^ — The  parts  of  a  dynamo- 
electric  machine,  or  a  dynamo,  are  (1)  the  field  magnets  for 
producing  the  magnetic  field;  (2)  the  armature,  or  the  coUs  in 
which  the  currents  are  induced.  The  armature  coils  are  nearly 
always  on  a  laminated  iron  core,  and  are  supplied  with  slip  rings 
or  a  commutator,  and  brushes  to  make  connection  with  the 
external  circuit.     In  the  simple  forms  of  dynamos  described  in 
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previous  seetiona,  the  armature  revolves,  and  the  field  magnets 
are  stationary.  In  large  dynamos  for  high  electromotive  foreea, 
the  armature  is  often  made  the  stationary  part  and  the  field 
magnets  revolve.    In  one  type  of  A.  C.  dynamos,  the  revolving 


parts  are  iron  masses  which  change  the  magnetic  flux  through 
the  armature  coils,  the  magnet  coils  being  also  stationary.  1^ 
type  of  dynamo  is  called  the  "  inductor"  form. 

Dynamos  are  "direct"  currrait  (D.  C),  or  alternating  current 
(A.  C.),  according  to  the  character  of  the  e.m.f.  at  the  terminals 


of  the  machine.    The  field  magnets  may  be  bi-polar  or  multi- 
polar.   Several  common  forms  of  field  magnets  are  shown  in 
Fig.  394.    In  some  of  the  early  dynamos,  permanent  magnets 
were  used  for  field  magnets.    Such  machines  were  called  mag- 
neto-electric   machines    or 
magnetos.    The    small    ma- 
chines often  used  in  telephone 
call    boxes     are    magnetos. 
But  the  field  magnets  of  all 
modem  power  dynamos  are 
electromagnets. 

Fig.  3dS,  a,  b,  e,  4,  shows  the 

different  methods  in  which  the 

field  magnets  are  excited.    These  are  (a)  separately  excited, 

that  is  the  current  in  the  field  coils  comes  from  a  separate 

generator;  (b)  "series  wound,"  that  is  the  field  coils  are  in  series 
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with  armature  and  the  external  circuit,  so  that  all  the  current  of 
the  armature  passes  through  the  field  coils  as  well  as  the  external 
circuit;  (c)  ''shunt  woundi"  that  is,  the  field  coils  and  the  ex- 
ternal circuit  are  in  parallel,  so  that  only  a  part  of  the  current  of 
the  armature  passes  through  the  field  coils;  (d)  ''compound 
woimd,"  that  is,  part  of  the  field  coils  are  series  and  part  shunt 
windings.  The  choice  of  windings  of  the  field  coOs  is  largely  a 
question  of  regulation  of  the  electromotive  force  under  different 
loads.  For  a  discussion  of  these  methods,  the  student  must 
consult  special  manuals. 

The  two  most  common  forms  of  D.  C.  armatures  are:  (a)  the 
ring  annature,  sometimes  called  the  Gramme 
armature,  after  its  inventor,  and  (b)  the  drum 
armature.  The  ring  armature  is  represented 
diagrammatically  in  Fig.  396.  The  coils  are 
woimd  aroimd  a  closed  ring  of  soft  iron,  and  _ 

connected  as  indicated.    The  core  of  the  ring 
is  laminated.     Only  the  wires  on  the  outside  of  the  ring  are 
inductors,  as  the  wires  on  the  inside  are  shielded  magnetically. 
The  course  of  the  lines  of  force  is  indicated  in  the  figure. 

The  first  and  the  simplest  form  of  drum  armature  is  the 

''shuttle''  armature  used  by  Siemens  in 
his  machine  of  1856.    A  section  is  shown 

in  Fig.  397.    The  iron  core  increases  the 

^^T^j^ magnetic  flux  through  the  coil.     This 

Vm.  806  '^^°^  ^  ^^^  ^^^^  ^^^  ^^  small  magnetos. 

The  winding  and  commutator  connec- 
tions of  a  modern  drum  armature  are  very  complicated.  The 
coils  may  be  on  the  surface  or  in  tunnels  or  grooves  in  the 
core  of  the  armature.  The  magnetic  lines  go  from  pole  to  pole 
as  indicated  in  Fig.  398.  For  the  study  of.  the  forms  of  armature 
and  of  their  actions  and  reactions,  the  student  must  consult 
special  treatises  on  dynamo-electric  machinery. 

6ii0.  The  Alternating  Current  Transformer. — ^The  alternating 
current  transformer  is  a  form  of  induction  coil,  used  for  trans- 
forming alternating  currents  of  one  potential  into  alternating 
currents  of  a  different  potential.  It  consists  of  a  primary  coil 
Pr,  and  a  secondary  coil  Sc,  and  a  laminated  iron  core  to  increase 
the  magnetic  flux.    It  is  most  commonly  used  to  "step  down" 
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from  a  higher  voltage  to  a  lower  voltage.  The  energy  of  the 
secondary  current  in  well-designed  transformers,  is  equal  within 
a  small  percentage  to  the  energy  of  the  primary  circuit.  Thus  a 
current  of  one  ampere  at  1000. volts  is  transformed  into  approxi- 
mately 10  amperes  at  100  volts.  The  Pr  coil  has  in  this  case  ten 
times  the  number  of  turns  of  the  Sc  coil.  The  only  limit  to  the 
potentials  that  can  be  obtained  with  transformers  is  that  of  in- 
sulation. The  coils  of  tansformers  for  high  potentials  are  gen- 
erally immersed  in  a  high  insulating  mineral  oil. 

621.  Advantages  of  Alternating  Currents  in  Power  Transmis- 
sion.— Within  recent  years,  electric  power  has  been  transmitted 
scores  of  miles,  and  alternating  currents  are  used  exclusively  on 
these  long  distance  power  lines.  The  reasons  for  this  general  use 
of  the  alternating  current  in  transmitting  electric  energy  over 
longer  distances  are  (a)  the  ease  of  transforming  the  alternating 
current  from  high  to  low  potentials;  (b)  the  possibility  of  securing 
high  insulation  in  alternating  current  machinery;  (c)  the  inven- 
tion of  the  A.  C.  induction  motor  (§638). 

Electric  power  is  measured  by  the  product  of  the  current  and 
of  the  potential,  or  equals  le;  thus  the  same  power  can  be  trans- 
mitted at  a  high  potential  with  a  small  current,  or  at  a  low  poten- 
tial with  a  correspondingly  larger  current.  But  the  weight  of 
copper  needed  in  the  lines  increases  rapidly  with  the  current,  since 
heating  efifects  vary  as  PR  (§458).  There  is  thus  a  great  econ- 
omy in  the  transmission  of  electric  power  at  high  potentials,  and 
indeed  only  in  this  way  is  it  commercially  possible.  Potentials 
of  from  30,000  to  60,000  volts  are  in  use  for  such  transmission. 
But  these  high  potentials  cannot  be  used  safely  in  lamps  or  in 
moving  apparatus,  so  that  it  is  necessary  to  transform  to  lower 
potentials  before  using  the  currents.  For  alternating  currents, 
this  can  be  easily  and  efficiently  done  by  the  A.  C.  transformer 
(§520).  Such  changes  of  potentials  are  not  possible  with  any 
D.  C.  apparatus.  The  use  of  high  potentials  with  alternating 
currents  is  also  possible,  because  A.  C.  machinery  can  be  insulated 
to  stand  the  highest  potentials.  The  A.  C.  dynamo  has  no 
commutator  and  the  armature  can  in  addition  be  made  the 
stationary  part.  The  A.  C.  induction  motor  (§638)  also  shares 
in  the  advantages  of  high  insulation  as  well  as  efficiency  and 
simplicity. 
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622.  Two  Phase  and  Three  Phase  A.  C.  Dynamos. — ^The 
alternating  current  dynamo  is  often  made  so  as  to  generate  more 
than  one  alternating  current.  The  alternating  currents  in  such 
machines  always  differ  in  phase,  and  so  they  are  known  as  polyphase 
currents.  The  only  systems  in  commercial  use  are  the  two  and 
three  phase  systems.  The  currents  are  generated  in  coils  placed 
at  different  angles  on  the  armature.  Thus  in  a  two  phase 
machine,  there  are  two  sets  of 
armature  coils,  the  first  set  cut- 
ting the  magnetic  field  at  a 
maximum  rate,  when  the  in- 
duced e.m.f.  in  the  second  set 
is  zero,  etc.  Fig.  390  shows  an 
arrangement  of  coils  for  a  simple 
bi-polar  machine  by  which  two 
such  currents  could  be  gener- 
ated. These  currents  differ  in 
phase  by  a  quarter  period  or  90^,  and  so  a  system  using  such 
currents  is  called  a  "quarter  phase"  system.  Fig.  400  shows 
the  phase  of  two  such  currents.  Fig.  401  represents  the  phase 
relations  of  the  three  currents,  where  the  phase  difference  is 

120^.     A  machine  wound  to  generate 
only  one  alternating  current  is  called  a 
single-phase  machine,  to  distinguish  it 
from    the    polyphase   machines.      The 
frequencies  used   with  two    and   three 
phase  alternating  currents,  are  the  same 
as  with  single  phase  alternating  currents, 
that  is,  60  alternations  per  second  for  ordinary  conditions,  with  as 
low  as  25  for  power  purposes  alone.    As  already  explained  the  com- 
mercial machines  are  always  multipolar  for  mechanical  reasons. 

The  advantage  of  two  and  three 
phase  alternating  currents  is  that  the  in- 
duction motor  can  be  used.  A  polyphase 
machine  has  also  generally  a  larger  out- 
put for  weight  of  machine  than  a  Fio.  4oi. 
single  phase  machine.  The  relative  advantage  of  the  two  and 
three  systems,  lies  in  the  size  of  conductors  required  for  the  dis- 
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tribution  of  A  given  power.    For  a  discuBsion  of  this,  special 
treatises  must  be  consulted. 

623.  Effect  of  Inductance  In  an  A.  C.  Circuit. — When  an  alter- 
nating e.m.f.  acts  in  a  non-inductive  circuit,  the  current  /  and 
the  e.m.f,  are  in  the  same  phase  as  is  represented  in  Fig.  402. 
Here  the  current  /  at  any  instant  is  equal  to  EjR,  vhere  B  is 
resistance  of  the  circuit,  and  E  is  the  e.m.f.  in  the  circuit  at  the 
instant.  When  the  e.in.f.  is  sero,  the  current  is  zero,  and  the 
maximum  current  corresponds  in  time  to  the  maximum  e.m.f., 
etc.    If  the  circuit  is  inductive,  then  experiments  with  the  oscillo- 


graph ($624)  show  that  the  current  lags  behind  the  external  or 
impressed  e.m.f.,  that  is,  the  current  reaches  a  maximum  later 
than  the  impressed  e.m.f.  This  lag  is  due  to  self-induction.  We 
have  seen  that  starting  or  increasing  a  current  in  an  inductive 
circuit  produces  an  e.m.f.  of  self-induction  which  tends  to  retard 
the  current  growth,  and  similarly  breaking  or  decreasing  a  cur- 
rent produces  an  e.m.f.  of  self-induction  which  tends  to  prolong 
the  current.  Thus  the  actual  e.m.f.  at 
any  instant  in  an  inductive  circuit  is  the 
algebraic  sum  of  the  external  or  im- 
pressed e.m.f.  (produced  by  generator, 
etc.),  and  the  e.m.f.  of  sdif-induction. 
This  e.m.f.  of  self-induction  is  equal  to 

-Lidl/dt)  (S609). 

In  fig.  403  we  have  the  curves  of  the 
impressed  e.m.f.  E,  of  the  effective  e.m.f.,  which  is  equal  to  IR, 
and  oi  the  e.m.f.  of  self-induction  —Ld//dl,  represented  in  their 
phase  relations. 

In  the  «dl  of  ui  aleotroiiuiignet,  where  the  induotanoe  la  Iftrge,  the 
e.m J.  of  Mlf-induotioii  ia  ooriMpondingly  laige,  and  thli  majr  be  mffldent  to 
maka  the  eSeoUve  e.m J.  pnotioallf  lero.    Sueh  a  ooil  U  eallwl  a  eAoMif  eoQ, 
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or  an  tmpMlanM  wit.  Thereti»famo»of  an  tnduoUveeirouittomaltoTmliDg 
eun«nt  U  oalled  imptdanet.  It  o&n  ba  shown  that  the  Impedanoe  of  a 
oirailt  is  equal  to  \/S*+4w*n'i',  when  £  ia  the  reaiatance,  L  ia  the  in- 
ductanoe  of  the  circuit,  and  n  ia  the  frequency  of  the  alternating  current. 
The  proof  of  thia  b  gjven  in  treatiaea  on  alternating  euraenta.  Thia  fact 
of  impedance  ezpliuna  why  little  cunent  goes  through  the  primaiy  of  a 
tranaformer  when  the  aecondaiy  drcuit  la  not  oloeed. 

It  ia  to  be  noticed  that  the  Impedanoe  increasea  with  the  frequeney 
n.  The  freqneno;  of  a  Leyden  jar  diaoharge  ia  ordinarily  very  high 
(I  S4I},  and  ao  a  dlaoharge  haa  a  large  impedanoe  even  throu^  a  single 
loop.  Htua  in  Tig,  404  the  diaoharge  will  leap  aoroM  a  eonalderable  air- 
gap,  sooner  than  go  through  the  loop  of  wire. 

S24.  The  Oscillograph. — An  ordinary  galvanometer  ehoTS  no 
deflection  from  an  alternating  current,  because  tlie  needle  system 
has  BO  much  inertia  that  it  cannot  follow  the  rapid  impulse  from 
the  alternating  current.  Blondel,  Duddell,  and  others  have 
made  galvanometers  with  very  light  moving  parts  and  of  high 
frequency,  so  that  the  needle 
system  can  follow  the  changes  in 
the  alternating  currents.  A  gal- 
vanometer with  a  high  frequency 
needle  system,  so  that  its  de- 
Sections  show  the  variations  in 
alternating  currents,  is  an  oscillo- 
graph. Fig.  405  shows  diagram- 
matically  one  of  the  best  forms  of 
oscillographs.  It  consists  of  a 
narrow  loop  of  phosphor  bronze  ,^  ^^ 

strip,   which   is   stretched    with 

considerable  tension,  by  a  spring  t,  so  as  to  have  a  very  short 
natural  period  of  vibration.  This  is  in  the  strong  magnetic  field 
and  placed  with  the  plane  of  the  loop  parallel  to  the  magnetic 
field.  The  strip  is  thus  twisted  by  the  magnetic  forces  when  a 
aurrent  passes  through  the  loop.  The  natural  frequency  of  the 
loop  iscommonlyfrom3,000  to  10,000  vibrations  per  second,  80  that 
its  deflections  can  follow  very  (josely  all  ordinary  variations  in 
alternating  currents.  The  deflections  are  recorded  by  a  beam  of 
light  which  is  reflected  from  a  small  mirror  M,  attached  to  the 
loop.    This  beam  of  light  falls  on  a  photographic  plate  which 
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moves  at  right  angles  to  the  deflections.    It  thus  leaves  a  curve 
showing  the  variations  of  the  current. 

Another  form  of  oscillograph  is  the  Braim  cathode  tube.  The  current 
passes  through  a  helix,  and  thus  acts  magnetically  on  a  pencil  of  cathode 
rays  in  a  special  form  of  Crookes  tube  (Fig.  406).  When  not  deflected, 
this  pendl  of  cathode  rays  produces  a  luminous  spot  on  a  phosphorescent 
screen  in  one  end  of  the  cathode  tube.  Under  the  action  of  an  alternating 
current  through  the  helix  the  luminous  spot  from  the  cathode  rays  vibrates 
in  a  luminous  line  on  the  phosphorescent  screen.  Looked  at  in  a  rotating 
mirror  this  is  drawn  out  into  an  alternating  current  curve.  The  same 
may  be  photographed  on  a  plate  moving  at  right  angles  to  the  vibrations  of 
the  luminous  spot. 


Fio.  406.  Fio.  407. 

626.  The  Telephone. — ^The  telephone,  invented  by  Bell  in  1876, 
consists  of  a  thin  iron  plate  or  membrane,  supported  in  front  of 
the  pole  of  a  permanent  magnet,  and  a  spool  of  wire  over  the 
magnet  pole  (Fig.  407).  Sounds  can  be  transmitted  electrically 
to  a  distance  by  using  two  telephones,  one  for  a  transmitter, 
and  the  other  for  the  receiver.  The  two  wire  spools  are  con- 
nected in  series  by  the  wires  joining  the  two  stations.  The  sound 
waves  set  the  thin  iron  plate  in  vibration,  and  the  approach  or 
receding  of  this  plate  changes  the  magnetic  flux  through  the  coil. 
This  induces  currents  in  the  coils  and  the  line  which  undulate  in 
unison  with  and  in  proportion  to  the  sound  waves.  These  cur- 
rents strengthen  and  weaken  the  attraction  of  the  magnet  of  the 
receiver,  and  thus  produce  vibrations  of  the  receiver  plate  which 
correspond  to  the  vibrations  of  the  transmitter  plate.  The 
electric  currents  induced  in  the  above  cases  are  very  feeble,  and 
can  transmit  sounds  only  short  distances.  For  longer  distances, 
the  microphone  described  in  the  next  section  is  used  as  a 
transmitter. 

626.  The  Microphone. — ^The  microphone  depends  upon  a  fact 
discovered  by  Hughes  in  1878,  that  the  electrical  resistance  of  a 
loose  contact  between  two  conductors  changes  under  the  action 
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of  sound  waves.  Variations  of  the  current  can  thus  be  produced 
in  a  circuit,  these  variations  corresponding  to  the  sound  waves 
which  produce  them.  A  simple  form  of  microphone  consists  of  a 
piece  of  carbon  resting  on  two  pieces  of  carbon,  and  thus  com- 
pleting a  circuit  which  includes  a  battery  and  a  Bell  receiver. 


Flo.  406. 
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The  carbons  can  be  mounted  on  a  sounding  box.  Such  an  ar- 
rangement makes  an  effective  transmitter  (Fig.  408).  In  the 
Hunning's  transmitter,  which  has  been  extensively  used  in  long 
distance  telephony,  granulated  carbon  is  placed  in  between  two 
metal  plates  as  shown  in  Fig.  409. 

ELECTRODYNAMICS 


627.  Motion  of  a  Circular  Circuit  in  a  Magnetic  Field.  Max- 
well's Rule, — If  a  conductor  carrying  a  current  is  placed  in  a 
magnetic  field  (§  368),  there  is  in  general  a  force  tending  to  move 
the  conductor.  It  has  been  shown 
(§427)  that  a  circular  circuit  or 
other  plane  closed  circuit,  acts  like 
a  magnet,  and  that  the  lines  of  force 
due  to  the  current  enter  the  face 
in  which  the  current  flows  clock- 
wise, and  emerge  from  the  face  in 
which  the  current  flows  anti-clock- 
wise (Fig.  410).  When  suoh  a  coil  is  placed  between  the  poles 
of  a  magnet,  the  coil  tends  to  place  itself  so  that  its  plane  is 
at  right  angles  to  the  field,  the  clockwise  face  of  the  coil  being 
toward  the  N  pole;  in  other  words,  the  coil  places  itself  so  that 
the  lines  of  force  of  the  field  and  of  the  coil  coincide.  Maxwell 
has  generalized  this  into  a  rule — An   electric  circuit  tends  to 
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Motion 


move  in  a  magnetic  fidd  so  as  to  include  the  maximum  number  of 

lines  of  force.  Thus  the  lines  of 
the  field  and  of  the  circuit  are  in 
the  same  direction  when  stable 
equilibrium  is  reached 

628.  Force  on  a  Linear  drcuit 
in  a  Magnetic  Field.— In  Fig.  41 1 
is  represented  an  experiment  for 
showing  the  action  between  a 
linear  circuit  and  a  magnetic  field 
at  right  angles  to  the  circuit. 
AB  is  A  strip  of  flexible  copper 
foil  hanging  vertically  and  mak- 
ing connection  with  the  mercury 
cup  C.  The  current  flows  from  A  to  £  as  indicated.  The  mag- 
netic field  is  that  of  a  U-shaped  magnet  and  is  horizontal.  The 
flexible  conductor  is  acted  on  by  a  force  at 
right  angles  to  the  plane  of  the  field  and  of  "^ 
the  current.  The  relative  directions  of  the 
current,  the  field  and  the  motion,  are  shown 
in  Fig.  412.  Fleming  has  given  the  following 
convenient  rule  for  remembering  these  direc- 
tions, the  rule  being  similar  to  that  for  in- 
duced currents  (§602).  Hold  the  left  hand 
with  the  thumb,  the  forefinger  and  the  middle  or  center  finger, 
so  that  each  is  at  right  angles  to  each  of  the  others;  then,  if  the 
forefinger  is  in  the  direction  of  the  field  and  the  center  finger  in 
^  the  direction  of  the  cur- 

rent, the  thumb  will  in- 
dicate the  direction  of 
the  resulting  force  on 
the  linear  circuit. 

Fig.  413  shows  the 
distribution  of  the  mag- 
netic lines  about  a  cur- 
rent which  is  at  right 
angles  to  a  uniform  magnetic  field  (A).  The  current  flows  down, 
at  right  angles  to  the  plane  of  the  figure,  and  hence  its  magnetic 
lines  are  clockwise  (B).    This  is  compounded  with  the  uniform 
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magnetic  field,  strengtheiuDg  the  field  on  the  side  C  and  weak- 
ening  it  on  the  side  D.    The  movement  of  the  circuit  in  the 
direction  C  to  D,  can  be  considered  as  due  to  the  tendency  of 
the  lines  on  the  side  C  to  contract.    The 
addition  of  the  fields  is  indicated  at  F. 

828.  Hnmoricftl  Valna  cf  the  Fom  on  a  Linear 
Circuit  la  a  Hagnotic  Field. — We  have  seen  Id 
(428  that  a  oireuit  element  ida  acts  on  a  magnetie 
pole  m  at  a  perpendicular  distance  r  with  a  force 

F  —  ■  .-.     There  ii  evidently  an  equal  and  op- 

podtelj  direoted  foroe  acting  on  idt  due  to  the 

&dd  on  m,  that  ia  a  force  —F,  which  ia  at  right 

anglee  to  the  plane  of  the  pole  and  the  circuit.  *  pia.  «i4. 

The  field  due  to  m  is  ff — m/r*.     Hence  the  force  on 

idt  ia  F~Hidt.    For  a  drouit  of  length  L,  F'-HiL.    That  ia,  a  linear  eir- 

euU  Li  at  rifbt  anglea  to  a  uniform  magnetic  fidd  H  m  adtd  on  hy  a  foree  a} 

HU  dyno*,  and  this  foroe  Is  at  right  anglea  to  the  plane  of  H  and  iL.    If 

\L  is  not  af  right  anglea  to  H,  iL  tin  6  the  component  of  iC  at  right  angles  to 

?  is  to  be  taken,  where  9  is  the  angle  between  H  and  iX. 

fi30.  Force  Between  Two  Parallel  Circuits. — If  two  circular 
coils  carrying  currents  are  hung  by  flexible  wires  parallel  to  each 
other  (Fig.  414}  they  attract  each  other  when  the  currents  in  the 
two  coils  are  in  the  same  direction,  and  repel  each  other,  when  the 
currents  are  in  opposite  directions.  It  is  easy  to  see  that  each  of 
the  circuits  thus  tends  to  move  so  as  to  include  the  maximum 
number  of  lines  of  force.  Rectangular  or 
other  plane  closed  circuits  can  be  substituted 
for  the  circular  circuits. 

Lord  Kelvin  makes  use  of  the  forces  between 
parallel  circuits  in  his  electrodynamio  balance 
for  measuring  electric  currents. 

5S1.  Force  Between  Two  Circular  Currents 
at  Right  Angles. — Two  circular  currents  at 
right  angles  to  each  other,  tend  to  rotate  and  place  themselves 
in  the  same  plane,  and  with  the  currents  in  the  same  direction. 
Amp^e,  who  was  the  first  to  study  the  actions  of  currents  on 
currents,  used  his  " electrodynamic  apparatus"  shown  inFig.416. 
The  two  mercury  cups  o  and  6,  are  at  the  ends  of  the  conducting 
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supports  A  and  B,  and  a  ia  vertically  over  h.    The  wire  frame 
mnop  is  bent  so  that  ita  ends  dip  in  the  mercury  cups,  and  the 
wire  frame  ia  thus  free  to  rotate  about  a 
vertical  axis  through  oft. 

The  force  of  rotatioa  between  ooU*  !■  uied 
in  the  eleotrodTiuimometer  for  meuuring  cur- 
Tsnts.  Fig.  418  shorn  the  Siemenj'  fonn  ti 
the  eleotrodynamometer.  The  ooUb  uv  kept 
kt  right  onglM  to  eMh  other  by  putting  mon 
ot  leoa  torrion  in  a  tplral  ■pring  vhioh  !■ 
attttobed  to  the  movable  o<^.  The  amount 
of  torsion  la  nad  by  a  tonion  heftd  and  oirda 
on  top.  The  force  between  the  ooila  ia  pro- 
portional to  the  aquftre  of  the  current,  &nd 
the  oppodng  force  of  torsion  ia  proportional 
Fra.  410.  to  0,  the  aogla  of  tonion.     Henoe  I*—k*9, 

or  7— D^AiVbere  fc  ia  a  eonstant  to  be  d» 
termined  for  each  instrument.  Thia  inatrument  ia  adapted  to  the  mea- 
suring of  both  direct  and  ftlteruAting  eurrenta. 

B32.  Force  between  Parallel  Linear  Circuits. — By  using  his 

electrodynamic  apparatus,  Ampere  was  able  to 

show  that  two  parallel  straight  circuits  attract 

each  other  when  the  currents  are  in  the  same 

direction.    An  arrangement  of  the  apparatus  to 

demonstrate  this,  ia  shown  in  Fig.  417.     In  Fig. 

418  A  and  B  are  normal  sections  across  the  I 

parallel  conductors,  and  the  circular  lines  of  I 

force  are  shown  for  the  case  of  both  currents  | 

flowing  away  from  the  reader.    Evidently  the 

maximum  number  of  lines  of  force  for  each 

circuit  exists  when  A  and  B  are  close  together.    Hence  we 

should  expect  attraction  from  Maxwell's  rule.  The  repulsion 
between  oppositely  directed  currents 
follows  similarly. 

Amp^e  extended  the  above  law  as  fol- 
lows :  Two  straight  conductors  which  cross 
each  other  obliquely,  attract  each  other 
when  their  currents  both  flow  toward  or 

both  away  from  the  point  of  crossing;  when  one  current  flows  away 

and  the  other  toward  the  crossing  point,  they  repel  each  other. 
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583.  Rogef  •  Spiral* — An  interesting  case  of  the  attraction  between 
parallel  drcuits  Ib  that  of  Roget'e  spiral  (Fig.  419).  A  spiral  brass  ooil  AB 
hangs  vertioally,  and  its  end  B  dips  in  a  mercury  cup  Af .  When  a  current 
passes  through  AB  the  parallel  coils  attract  each  other  and  lift  B,  thus 
breaking  the  circuit;  the  attraction  ceases  and  contact 
at  B  is  again  made.     This  repeats  itself  indefinitely.  ^  '     ^^^ 

634.  Electromagnetic  Rotation. — The  first 

apparatus  to  produce  rotation  of  a  conductor 

from  electric  currents  and  magnets  was  de- 
scribed by  Faraday  in  1821.      A  glass  tube, 

Fig.  420  is  stopped  at  both  ends  with  corks, 

and  the  lower  cork  is  covered  with  mercury, 

and  has  one  pole  of  a  magnet  NS  stuck  through  it.  A  platinum 
wire  hangs  by  a  hook  from  the  upper  cork  and  dips  in 
the  mercury  below.  When  a  current  flows  through  the 
platinum  wire  the  wire  revolves  about  the  magnetic  pole, 
and  continues  as  long  as  the  current  flows.  Reversing 
the  current  reverses  the  direction  of  the  rotation.  This 
is  evidently  a  case  of  a  conductor  moving  at  right  angles 
to  the  plane  of  the  current  and  of  the  magnetic  field 
from  the  pole  (§528).  Fig.  421,  shows  a  common  form 
of  an  electromagnetic  rotation  apparatus.    Its  action 

Pio.  420.  ^^^  YyQ  followed  from  the  above. 

636.  Barlow's  Wheel. — ^This  consists  of  a  metal  disk  mounted 
to  revolve  about  a  horizontal  axis  over  a  mercury  trough  (Fig. 
422).    The  lower  edge  of  the  disk  touches  the  surface  of  the  mer- 
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cury.  A  U-shaped  magnet  lies  so  that  its  lines  of  force  cut  the 
lower  half  of  the  disk  at  right  angles.  When  an  electric  current 
flows  from  the  axis  through  the  disk  to  the  mercury,  the  disk 
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rotates.  Reversing  the  direction  of  either  the  current  or  of  the 
magnetic  field  reverses  the  direction  of  rotation.  A  star-pointed 
wheel  as  shown  in  the  figure  is  often  used  instead  of  the  solid  disk, 
in  order  to  reduce  the  friction  at  the  mercury  surface.  Each 
radius  of  the  wheel  in  turn  as  it  dips  in  the  mercury  becomes  a 
part  of  the  circuit,  and  is  acted  upon  by  a  force  at  right  angles  to 
plane  of  the  magnetic  field  and  the  current  (§528),  and  thus 
causes  continuous  rotation.  Barlow's  wheel  and  Faraday's  disk 
(§506),  are  evidently  inverse  machines,  the  first  using  electrical 
energy  to  produce  mechanical  motion,  and  the  second  using 
mechanical  energy  to  produce  electrical  energy. 

636.  Direct  Current  Motors. — ^The  direct  current  dynamo  be- 
comes a  motor  when  an  external  current  is  sent  through  its  field 
magnets  and  armature.  It  then  transforms  electrical  energy 
into  the  mechanical  energy  of  the  rotation  of  the  armature.  The 
forces  acting  on  the  armature  circuits  follow  laws  already  treated 
in  the  sections  on  the  motion  of  circuits  in  a  magnetic  field. 

The  rotation  of  the  armature  in  the  magnetic  field  induces  in 
the  armature  coils  an  e.m./.  which  opposes  the  current  driving 
the  machine.  This  back  6.m./.  increases  with  the  speed  of  the 
motor.  Thus  the  current  through  the  motor  decreases  as  the 
speed  increases.'  When  the  speed  causes  a  back  e.m./.  equal  to 
the  impressed  e.ni./.,  there  is  no  current  through  the  armature. 
This  occurs  when  a  frictionless  motor  runs  under  no  load,  and  is 
accordingly  doing  no  work.  At  starting,  there  is  no  motion  and 
no  back  e.m./.,  and  hence  the  current  is* a  maximum.  To  prevent 
injury  from  the  "rush"  of  the  current  before  the  motor  reaches  a 
speed  to  produce  a  back  e.m./.,  a  starting  resistance  is  commonly 
placed  in  series  with  the  armature.  This  starting  resistance  is 
gradually  reduced  as  the  speed  of  the  motor  increases. 

637.  Alternating  Current  Motors. — ^Two  similar  single-phase 
A.  C.  machines  can  be  used  as  generator  and  motor,  provided  the 
motor  is  first  brought  to  a  synchronizing  speed  with  the  genera- 
tor. An  A.  C.  machine  thus  used  as  a  motor  is  called  a  synchron- 
ous motor.  The  sjmchronous  motor  is  efficient,  but  has  the  great 
disadvantage  of  not  being  self-starting,  and  also  of  stopping  if  the 
motor  is  thrown  "out  of  step"  by  overloading.  Hence  syn- 
chronous motors  are  not  in  general  use.  The  successful  use  of 
alternating  currents  for  power  transmission  has  been  due  to  the 
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nvention  of  the  polyphase  induction  motor.  The  principle  of 
thia  motor  was  fint  discovered  and  stated  by  Ferraris,  in  18S5, 
and  its  application  was  developed  by  Teala  and  others.  Both 
two  and  Utree  phase  currents  have  been 
successfully  used  in  these  motors. 

S3B.  Simple  Two  Phaw  Induction  Motor.— 
Fig.  423  we  have  represented  two  Mts  of  helices 
AA'  and  BB',  placed  at  right  angles  to  each  other. 
An  alteroating  current  through  the  helix  AA' 
produces  an  alternating  magnetic  field  in  the  line 
AA'.  If  the  current  tluvugh  AA'  is  stnuMldal, 
represented  by  the  equdtion  i^  — /  sin  p(  (f  614) 
then  the  intensity  of  the  field  is  represented  by 
A^— ^/sin  pi— i/ sin  pt,  where  ^  is  a  constant  depending  upon  the  num- 
ber of  windings  on  AA',  etc.  Similarly,  an  A.  C.  in  BW  will  produoe  an 
alternating  magnetic  field  in  the  line  B&.  Suppose  the  A.  C.  in  BB'  to 
„  differ  in  phase  from  that  in  AA'  by  a  quarter 

phase,  that  is,  f^-J  sin  (pt+QO°}  -J  cos  p<. 

Then  the  field  BB*  Is  Ag  —Nl  cos  pt-ZT  oos  p<. 
The  field  at  any  instant  is  thus  the  resultant  of 

the  two  oomponent  fields^  A^—ff  sin  pi,  and  An 

—H  COS  p<.    The  resultant 
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F-\/AA'+ftB'-\/S'C8ln»pi+oos»pt)-ff 

That  is  the  resultant  is  oonstant  in  strength.    It  evidently  rotates  with 
every  complete  alternation  of  the  current. 

Suppose  we  place  in  this  rotating  magnetic  field,  a  "squirrel  cage"  anna- 
ture,  whioh  can  rotate  about  its  axis  OO*,  which  is  perpeadioular  to  the  field. 


The  construction  of  this  "squirrel  cage"  armature  can  be  seen  from  Fig.  424. 

'  It  oonnsts  of  two  copper  disks  mounted  on  a  shaft  0(y,  and  with  copper 

bats  around  the  drcumferenoe  of  the  disks,  joining  the  disks.     It  Is  found 
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that  such  an  armature  rotates  approximately  synchronouBly  with  the 
rotating  magnetic  field.  The  explanation  is  simple.  If  the  armature  were 
held  still,  there  would  be  electric  currents  induced  in  the  bars.  By  Lens's 
law  these  induced  currents  would  react  magnetically  on  the  rotating  field, 
with  a  force  tending  to  prevent  the  relative  motion  of  the  armature  and  the 
field.  In  other  words,  there  is  a  torque  causing  the  armature  to  rotate  with 
the  field.  Figs.  425-7  show  a  series  of  simple  experiments  for  demonstrating 
the  principle  of  the  rotating  field,  and  the  induction  motor.  In  Fig.  426 
we  have  an  aluminum  disk,  mounted  on  a  pivot.  Under  this  is  a  magnet 
mounted  on  a  whirling  table  so  that  it  can  be  rotated.  The  disk  rotates 
with  the  magnet.  This  is  the  inverse  of  Aiago's  disk  (|607}f  and  the 
explanation  by  electromagnetic  induction  is  the  same.  In  Fig.  426,  the 
experiment  is  Varied  by  substituting  a  "squirrel  cage"  cylinder,  pivoted 
on  a  vertical  axis  between  the  poles  of  the  rotating  magnet  N8.  In  Fig.  427, 
we  substitute  for  the  rotating  magnet,  two  coils,  placed  with  the  planes  at 
right  angles.  By  passing  through  the  coils  alternating  currents,  which  differ 
in  phase  by  a  quarter  period,  a  rotating  magnetic  field  is  produced,  and  the 
"squirrel  cage"  rotates. 


ELECTRIC  06CILLATI01IS  AND  WAVES 

639.  Electric  Oscillations. — In  the  preceding  sections,  we  have 
described  alternating  electric  currents  with  frequencies  which  are 
commonly  between  25  and  125  per  second.  It  has  been  seen  that 
these  alternating  currents  follow  special  laws  which  are  due  to 
the  special  importance  of  inductance  in  such  circuits.  At  still 
higher  frequencies,  alternating  currents  bring  in  new  phenomena 
with  additional  laws.  Alternating  currents  of  high  frequency 
are  called  oscillatory  currents,  or  dectric  oscillations.  The  lowest 
frequency  for  which  the  term  oscillatory  is  used  is  naturally  not 
definite,  but  we  may  in  general  think  of  an  electric  oscillation  as 
having  at  least  1,000  alternations  per  second.  It  is  often  several 
millions  per  second. 

The  study  of  electric  oscillations  has  been  in  recent  years  one 
of  the  most  important  and  fruitful  in  physics.  It  has  led  to  the 
discovery  of  electromagnetic  disturbances  in  the  space  about 
oscillatory  currents,  disturbances  which  are  propagated  outward 
as  electric  waves.  These  electric  waves  have  been  shown  to  be 
identical  physically  with  light  waves,  except  in  being  of  longer 
wave-length.  Heinrich  Hertz,  the  discoverer  of  electric  waves, 
was  thus  able  to  prove  experimentally  the  theory  of  James 
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Clerk  Mftxwelli  that  light  is  an  electromagnetic  phencnBenon 
(§543).  The  experiments  of  Marconi  and  others  have  resulted 
in  using  electric  waves  to  transmit  signals  by  the  electric-wave 
telegraphy.  Lodge  and  his  fellow  workers  have  also  explained 
many  of  the  ''mysteries''  of  lightning  discharges  by  laws  proved 
for  oscillatory  currents. 

640.  Methods  of  Generating  Electric  Oscillations,  Alternators. — 
Two  general  methods  of  producing  high  frequency  electric  cur- 
rents or  oscillations  have  been  used,  (a)  by  multipolar  alternating 
dynamos,  and  (b)  by  an  electric  discharge  in  a  circuit  containing 
capacity  and  inductance  in  certain  ratios,  with  low  ohmic 
resistance. 

A  high  frequency  dynamo-electric  machine  must  have  a  large 
number  of  poles,  and  be  driven  at  a  high  velocity.  Such  ma- 
chines have  been  constructed  by  Tesla,  Ewing,  DuddeU  and 
others.  Frequencies  of  from  10,000  to  15,000  per  second  were 
ordinarily  reached,  and  in  one  machine  a  frequency  of  120,000 
per  second  is  recorded.  But  the  velocity  of  the  moving  parts 
must  be  so  high  that  only  small  machines  are  mechanically 
possible.  The  high  frequency  alternator  has  only  recently  been 
developed  as  a  generator  of  electric  oscillations,  and  then  only 
for  special  work. 

The  generally  used  method  of  producing  oscillations  of  the 
highest  frequency  is  based  on  the  oscillatory  character  of  the  dis- 
charge of  a  circuit  containing  capacity.  This  will  be  described 
in  the  next  section. 

541.  Oscillations  by  a  Condenser  Discharge. — When  a  Leyden 
jar  is  discharged,  there  is  a  flash  which  to  the  eye  appears  as  a 
single  spark.  But  as  early  as  1842  Joseph  Henry  concluded  that 
this  discharge  of  a  Leyden  jar  "is  not  correctly  represented  by 
the  single  transfer  of  an  imponderable  fluid  from  one  side  of  the 
jar  to  the  other.''  "The  phenomena,''  he  continues,  "require 
us  to  admit  the  existence  of  a  principal  discharge  in  one  direction, 
and  then  several  reflex  actions  backward  and  forward,  each 
more  feeble  than  the  preceding  until  equilibrium  is  obtained." 
Henry  reached  this  striking  conclusion  by  observing  the  irregular 
magnetization  of  steel  needles  by  Leyden  jar  discharges. 
Henry's  conclusion  was  confirmed  by  the  mathematical  theory 
of  Lord  Kelvin,  published  in  1853.     Kelvin  showed  that  the 
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character  of  the  discbarge  depended  upon  the  reeistance  R,  th* 
capacity  C,  and  the  inductance  L,  and  that  the  frequency  ia 
given  by  the  equation, 


1   l±    ^ 


If  R*liL'  ia  so  small  aa  to  be  n^Iected  compared  to  1/LC,  then 
the  frequency  ia 

or  the  period  T  =  2}i\/LC.    That  ia,  if  the  reeistanceof  the  dis- 
charging circuit  ia  small,  then  the  dia- 
(<')  charge  ia  oscillatory.    These  oscillations 

are  rapidly  damped.  When  the  reaist- 
ance  R  ia  large  then  the  term  under  the 
radical  is  negative  and  the  frequency  be- 
comes imaginary.  The  discharge  is  uni- 
directional, dying  aw^  slowly.  Figs. 
428,  a  and  b,  are  curves  showing  these 
"■'  '"■  two  types  of  discharge. 

In  1858  Feddersen  confirmed  Kelvin's  theory,  showing  by 
examining  the  spark  discharge  with  a  revolving  mirror  that  the 
spark  consists  of  a  series  of  alternating  and  diminishing  flashes. 
Others  have  photographed  these  flashes.    One  of  the  most 
beautiful  confirmations  of  the  oscilla- 
tory   character  of  Leyden  jar  dis- 
charge is  shown  in  the  photograph 
reproduced  in  Fig.  429.     This  was 
made  by  Zenneck  in  1904,  using  a 
Brauntubeasan  oscillograph  (§624.) 
The  discbarge  of  a  condenser  is  thus 
analogous  to  the  vibrations    of  an 
elastic  rod  clamped  at  one  end.    When 
bent  and  released,  the  rod  in  general 
vibrates  back  and  forth  about    an  Fm.  *». 

equilibrium  position,  dissipating  its  energy,  and  finally  coming 
to  rest.  But  if  the  rod  is  immersed  in  a  heavy  ofl,  which  offers 
considerable  resistance  to  motion,  the  rod  comes  slowly  to  rest 
without  vibrating  beyond  its  equilibrium  position. 
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642.  Electric  Oscillations  and  Waves.  Resonance.— In  1888 
Heinrich  Herts  showed  that  a  conducting  system  in  which  electric 
oscillations  are  produced  becomes  the  source  of  electric  waves, 
and  that  these  waves  can  be  detected  by  oscillations  set  up  in  a 
sinular  circuit  called  a  resonator.  Fig.  430  shows  one  of  Herts's 
arrangements.  The  discharge  rods  A  and  B  are  connected  to 
terminals  of  the  secondary  of  the  induction  coil  C,  and  are  sepa- 
rated by  the  discharge  gap  P.  The  metal  spheres  S  and  S'  slide 
on  the  rods,  so  that  the  length  of  the  discharge  circuit  can  be 
varied.  For  a  receiving  circuit  or  resonator,  Herts  used  a  loop  of 
wire  R  broken  by  the  spark  gap  P'.    He  found  that  when  the 
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two  circuits  were  ''  in  tune/'  a  discharge  at  P  caused  a  spark  at 
P;  or  in  other  words,  oscillations  in  the  first  circuit  produced 
oscillations  in  the  second  circuit.  The  explanation  is  evidently 
exactly  like  that  of  the  experiment  of  resonance  between  two 
tuning  forks  on  resonators.  The  sound  waves  sent  out  from  a 
tuning  fork  A  set  in  vibration  a  second  fork  B,  provided  the  two 
forks  are  of  the  same  pitch.  The  electric  waves  from  the  oscil- 
lator produce  the  electric  oscillations  in  the  resonator,  provided 
they  are  "  in  tune."  Fig.  431  shows  a  striking  class-room  experi- 
ment due  to  Lodge  for  showing  electrical  resonance.  A  and  B 
are  two  equal  Leyden  jars.  The  jar  il  has  a  wire  loop  L  which 
forms  the  discharge  circuit,  the  gap  being  between  the  polished 
balls  at  P.    The  jar  is  charged  by  a  small  static  electric  machine. 
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The  inner  and  outer  coatings  of  the  jar  B  are  connected  by  a  wire 
loop  L\  the  inductance  of  which  can  be  varied  by  the  sliding  wire 
Af •  By  using  a  tin-foil  strip,  a  small  gap  Q  is  left  between  the 
inner  and  outer  coatings  of  £.  When  the  two  circuits  are  in  tune, 
a  discharge  in  A  produces  oscillations  in  B,  which  are  shown  by 
a  bright  spark  at  (7. 


Fro.  431. 


643.  Electromagnetic  Theory  of  Light. — Using  his  spark  gap 
detector,  Hertz  showed  that  electric  waves  are  reflected  from 
plane  and  curved  metal  surfaces  in  accordance  with  the  same 
laws  as  light  waves;  that  they  are  refracted  in  passing  through 
prisms  of  resin,  paraffine  and  other  dielectrics;  that  they  are 
polarized  by  a  coarse  metal  grating,  and  hence  are  transverse 
waves.  He  measured  their  wave-length  and  computed  from  his 
oscillator  their  frequency;  and  thus,  from  the  formula  v=n>l,  he 
determined  that  the  velocity  of  electric  waves  is  the  same  as  that 
of  light.  The  electric  waves,  which  Hertz  produced,  generally 
had  wave-lengths  of  eight  or  nine  meters.  The  shortest  electric 
wave  yet  produced  has  a  wave-length  of  about  four  millimeters, 
still  many  times  the  length  of  the  longest  infra-red  line  (§733). 

Twenty  years  before  Hertz's  experiments  were  performed, 
Maxwell  advanced  the  view  that  waves  of  light  are  electro- 
magnetic waves  of  very  short  wave-length.  From  theoretical 
calculations  Maxwell  found  that  the  velocity  of  such  waves  equal 
l/\/kJit  where  k  is  the  dielectric  constant  of  the  medium  and  n 
its  permeability,  both  being  expressed  in  electromagnetic  units. 
The  velocity  thus  calculated  for  air  agrees  with  the  velocity  of 
light  ( (644) .    The  value  of  fi  for  transparent  substances  is  nearly  1 . 
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Hence  the  index  of  refraction  (§667)  from  a  substance  of  dielec- 
tric constant  k^  to  another  of  dielectric  constant  A;,  is  n  —-%/*,/*,. 
This  relation  has  also  been  verified  in  many  cases,  but  the  depend 
ence  of  n  on  the  wave-length  makes  the  test  dif&cult  in  other  cases. 
The  waves  started  from  Hertz's  oscillator  (§542)  are  plane 
polarised.  At  P  there  is  an  alternating  electrostatic  force  in 
the  plane  of  the  diagram  and  an  alternating  magnetic  force  per- 
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pendicular  to  that  plane.  These  together  constitute  the  vibra- 
tion in  the  front  of  the  wave  and  a  plane  polarized  wave  of  light 
is  similarly  constituted.  Thus  the  electromagnetic  theory  supple- 
ments the  wave  theory  stated  in  Light,  by  explaining  the  nature 
of  the  wave-motion. 

544.  Electric  Waves  along  Wires. — ^Fig.  432  shows  a  form  of 
Hertz  oscillator  as  modified  by  Lecher  to  show  electric  waves 
along  wires.    The  oscillations  produced  by  the  discharge  across 


Fig.  488. 

Pf  act  by  static  induction,  and  produce  waves  which  traverse  the 
wires  C  and  D  and  are  reflected  back,  thus  forming  standing 
waves  by  interference  between  the  advancing  and  the  reflected 
waves  (§253),  similar  to  the  standing  waves  in  organ  pipes  (§600). 
The  nodes  and  loops  can  be  detected  by  sliding  a  small  gap  along 
the  wires,  or  easier  by  a  device  due  to  Arons,  shown  in  Fig.  433. 
Arons  enclosed  the  two  wires  in  an  exhausted  glass  tube.  The 
loops  are  indicated  by  the  electrical  discharges,  while  the  nodes 
remain  dark. 

Seibt  has  arranged  a  beautiful  class-room  experiment  (Fig.  434) 
in  which  he  uses  a  Tesla  transformer  T  (§512)  as  oscfllator,  and 
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a  special  resonance  coil  CD  to  show  standing  waves.  The  verti- 
cal coil  CD  is  about  two  meters  high  and  consists  of  a  coil  of  silk- 
covered  wire  on  a  wooden  core.  Parallel  to  it  and  insulated  from 
it,  is  a  stretched  wire  MN.  The  nodes  and  loops  come  out 
brilliantly  in  a'darkened  room  as  indicated  in  Fig.  434b. 


Fio.  434a. 
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646.  Detectors  of  Electric  Waves. — The  spark  gap,  which  Herts 
used  so  successfully  in  his  investigations,  has  been  largely  re- 
placed by  more  sensitive  detectors.  (Cymoscope  has  been  pro- 
posed as  a  general  name  for  electric  wave  detectors.)  Almost 
every  effect  of  an  electric  current  has  been  used  in  these  de- 
tectors, such  as  heating,  magnetic,  electrolytic  and  resistance 
effects.  Only  two  of  these  detectors,  the  coherer,  and  the  crystal- 
rectifier  will  be  described  here.  The  reader  is  referred  to  special 
treatises  for  accounts  of  the  others. 

The  coherer,  in  the  form  given  to  it  by  Marconi,  consists  of  a 
small  glass  tube  TT  Fig.  435,  in  which  there  are  two  silver  elec- 
trodes PP^,  separated  by  a  small  quantity  of  loosely  packed 
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metal  filings.  A  mixture  of  05  per  cent,  nickel  and  5  per  cent, 
silver  filings  has  been  successfully  used  by  Marconi.  Marconi 
also  found  that  exhausting  the  tube  of  air  increased  the  relia- 
bility of  the  coherer.  The  action  of  the  coherer  depends  upon  a 
discovery  made  by  Branly  in  1900.  He  discovered  that  loosely 
packed  metal  filings,  which  offered  practically  infinite  resistance 
to  an  electric  current,  suddenly  acquire  good  conductivity  under 
the  action  of  an  electric  wave.  When  lightly  tapped  or  shaken,  the 
filings  again  lose  their  conductivity. 
The  generally  accepted  explanation 
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to  the  welding  action  of  the  infin- 
itesimal-sparks produced  by  the  electric  wave,  and  hence  the 
name  coherer  was  given.  The  coherer  is  not  selective  in  its 
action,  that  is,  it  responds  to  electric  waves  of  many  or  all 
lengths.  The  method  of  using  the  coherer  can  be  seen  from 
the  diagram  in  the  next  section. 

It  has  been  found  that  certain  crsrstals,  such 
as  silicon,  molybdenite,  and  carborundum, 
have  the  property  of  offering  much  greater 
resistance  to  the  passage  of  one-half  of  a  rap- 
idly alternating  electric  current  than  to  the 
other  half.    If  such  a  cr3rstal  is  included  in 
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the  circuit  of  a  receiving  antenna,  it  allows  the 
electric  oscillations  in  one  direction  to  pass,  but 
practically  cuts  out  the  oscillations  in  the  op- 
posite direction;  that  is,  it  "rectifies"  a  train 
of  rapidly  alternating  oscillations  into  a  train 
of  unidirectional  pulsations.  These  trains  of 
Fio.  43e.  electric  pulsations  can  be  detected  by  the 

clicks  in  a  telephone  circuit  which  is  connected 
with  the  antenna.    In  Fig.  436  is  shown  the  connections;  B 
represents  the  crystal  rectifier,  ABE  part  of  the  antenna  circui 
and  T  a  telephone. 

646.  Electric  Wave  Telegraphy  and  Telephony. — Since  1895, 
Marconi  has  developed  a  system  of  electric  wave  telegraphy, 
more  often  called  wireless  telegraphy,  for  transmitting  signals  to 
a  distance.  Using  very  powerful  oscillators  and  extremely  sensi- 
tive detectors,  Marconi  has  transmitted  messages  thousands  of 
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miles.  This  system  has  been  particularly  successful  in  com- 
municating with  and  between  ships  at  sea.  Fig.  437  shows  a 
diagram  of  a  very  simple  electric  wave  telegraphic  arrangement. 
A  and  A'  are  high  vertical  lines,  called  antenns.  P  is  the  spark 
gap  of  the  sending  station,  C  is  the  coherer,  JB  is  a  relay  operated 
by  any  current  through  C.  This  throws  in  the  battery  £„  and 
excites  the  magnet  M  which  decoheres  C  by  tapping  it.    E  and 


A' 


Fm.  487. 

E  are  earth  connections.  Instead  of  the  coherer  C  and  sounder, 
more  reliable  and  more  sensitive  detectors  are  now  used. 

One  of  the  most  important  developments  in  electric  wave 
telegraphy  has  been  in  the  methods  of  producing  trains  of  im- 
damped  waves.  The  difference  between  damped  and  undamped 
waves  is  indicated  by  Fig.  438a. 

The  waves  produced  by  an  ordinary  spark  discharge  are  as  we 
have  seen  damped  ]waves  (see  Fig.  429).  The  simplest  means 
of  producing  undamped  waves  is  by  an  alternating  current 
dynamo;  but  the  design  of  such  a  machine,  so  as  to  have  a 
high  frequency  with  sufficient  output  of  electrical  energy,  is 
not  easy  because  there  is  a  limit  to  the  speed  at  which  an 
armature  can  be  safely  rotated.  An  entirely  different  method 
of  producing  undamped  electric  waves  is  that'first  patented  by 
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Elihu  Thomson  in  1892.  This  is  shown  in  Fig.  4386.  The 
circuit  of  the  electric  generator  D  consists  of  a  coil  /  of  high 
inductance,  of  a  condenser  C,  an  inductance  L,  and  in  parallel 
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a  spark  gap  S.  When  a  spark  discharge  passes  across  S, 
persistent  electric  oscillations  are  set  up  in  the  circuit,  and 
hence  undamped  waves  are  sent  out.  Duddell  substituted  hard 
carbons  for  the  balls  S  of  the  spark  gap,  and  thus  produced 
the  "singing  arc.''  Poulsen  has  developed 
the  method  still  further  by  using  a  hydro- 
carbon gas  about  the  arc,  making  the  posi- 
tive electrodes  of  copper,  etc.  Several  other 
systems  of  undamped  waves  are  also  in  use. 
A  great  advantage  of  undamped  waves  in 
wireless  transmission  is  that  more  power  can 
be  used  and  longer  distances  can  be  covered. 
The  most  striking  advantage  is,  however, 
that  it  makes  wireless  telephony  possible, 
if  the  frequency  of  the  undamped  waves  is  Fig.  4386. 
20,000  or  over.  This  frequency  produces  a  note  so  high  that  it 
is  not  audible.  The  lower  frequencies  of  the  voice  are  now 
superimposed,  by  introducing  a  telephone  transmitter,  as  varia- 
tions of  the  undamped  electric  waves,  and  these  variations  are 
reproduced  in  the  distant  receiving  apparatus,  without  inter- 
ference from  the   fundamental  waves.     In    1915,    a   notable 
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advance  was  made  in  electric  wave  telephony  by  tranwmiiwion 
of  speech  between  Washington,  D.G.  and  Eiffel  Tower  in  Paris. 
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547.  Kinds  of  Blectrical  Units. — Three  kinds  of  eletrical  units 
have  been  defined  and  used  in  the  previous  sections,  the  electro- 
static units,  the  electromagnetic  units,  and  the  ''practical"  units. 
The  practical  units  have  been  defined  as  multiples  of  the  elec- 
tromagnetic units,  the  multiples  being  chosen  so  as  to  make  units 
of  convenient  sizes  for  calculations  in  the  technical  application 
of  electricity.  The  electrostatic  and  electromagnetic  units  are 
both  ''absolute  units''  that  is,  are  based  by  definitions  on  simple 
relations  to  the  fundamental  units,  the  units  of  length,  mass  and 
time  ((160).  The  particular  absolute  system  long  universally 
used  in  electricity  and  magnetism  is  that  based  on  the  centimeter, 
the  gram  and  second,  or  the  e.g. a.  system  ((160).  The  follow- 
ing table  shows  the  relations  of  the  practical  and  absolute 

electrical  units. 

ELECTRICAL  UNITS 


Name  of 

praotioal 

Unit 

Value  of  praetioal'Unit 

UDit  of 

inC.G.8. 
E.M.U. 

inao.& 

E.s.n. 

Current.  •  > 

Ampere 

Coulomb 

Volt 

Ohm 

Farad 

Henry 

io-» 

10-» 

10* 

10» 

io-» 

10» 

8.10* 

Quantity 

8.10* 

^w""^""*— "V     ••••••••••••••• 

Electromotive  force 

Redftanot 

1/(8X10«) 
1/(OX10'>) 

Capacity 

•.10" 

Inductance  . , 

1/J©X10") 

The  establishment  and  universal  use  of  an  absolute  system  ot 
units  in  electricity  and  magnetism  has  contributed  much  to  the 
progress  of  the  science  both  in  its  theory  and  in  its  applications. 
The  relations  of  the  units  of  electric  quantity,  current,  potential, 
etc.,  to  the  units  of  energy  and  power  are  clear  and  direct  in  an 
absolute  system.  Thus  the  product  of  the  number  of  units  of 
current  and  of  potential  gives  directly  the  number  of  units  of 
power  or  activity,  no  arbitrary  constants  entering  into  the  calcu- 
lations.   The  advantage  of  this  simplicity  is  evident.    Again  the 
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study  of  the  dimensions  of  the  units  (§151),  has  led  to  a  clearer 
view  of  the  nature  of  electrical  and  magnetic  quantities,  and  of  the 
relations  of  electrical  phenomena  to  other  phenomena.  Thus  the 
comparison  of  the  dimensions  of  the  electrostatic  and  electromag- 
netic units  suggested  to  Maxwell  important  similarities  of  the 
electrical  and  optical  effects,  and  contributed  much  to  Maxwell's 
electromagnetic  theory  of  light  (§543).  This  last  theory  was 
again  a  starting-point  for  speculations  which  resulted  in  Hertz's 
epoch-making  experiments  on  electric  waves  and  their  prop- 
erties (§642).  The  dimensions  of  electrical  and  magnetic  units 
thus  have  a  greater  importance  than  that  of  translating  results 
from  one  absolute  system  to  another  (§151). 

648.  Dimenrions  of  Electrical  Units. — ^The  following  table  gives  the 
dimensioiiB  of  five  of  the  more  usual  electrostatio  and  electromagnetic 
units. 


Name 

1 

Symbol 

Electrostatic 

Electromagnetic 

Electric  qtiantity 
Magnetic  quantity 
Magnetic  field 
Current 
Potential  or 
Electromotive  force 

q 

tn 
H 

1 

[Llr-WVl 

[Llr-'Af*;**] 

The  method  of  deriving  the  above  dimensions  from  the  definitions  is 
shown  by  the  following  examples. 

Electrostatic  Unit  of  Quantity.     We  have  by  definition  (§401)  q'^r^/Fk 
Using  the  dimensions  of  r  and  F^  we  get  [q[^[L^T^^M^k^].    In  this  k  is 
the  specific  inductive  capacity  or  dielectric  constant  (§401),  a  quantity 
arbitrarily  assumed  as  unity  for  air  but  of  undetermined  dimensions. 

Electrostatic    Unit   of   Current.     By   definition   (§429)  [/l-*ff/<.     Sub- 
stituting the  dimensions,  we  get  [/]«[L'r-*AfW]. 

The  starting-point  in  the  electromagnetic  system  is  the  definition  of  unit 

magnetic  pole  (§372),  tn^ry/Fn,  where  fi  is  the  magnetic  permeability 

(§491),  a  quantity  arbitrarily  assumed  as  unity  for  air,  but  of  undetermined 

dimensions.     From   this   we    get   the   dimensions   of    [m]^[L^T^^M^pi^], 

From  the  relation  that  F,  the  force  at  a  point  in  a  magnetic  field  is  mH 

we  get  H'^F/m,    The  dimensional  equation  for  intensity  of  magnetic 

field  is  thus  [/n-[^-*r-»Af  j/*-*]- 
31 
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Electromagnetio  Unit  of  Current.  The  strength  of  magnetic  field  at  the 
center  of  a  circular  coil  of  |^U8  r,  and  carrying  a  current  /,  is  J7—2ir//r 
(1428):  substituting  dimensions,  we  get  [i]-[H]  [L]-[£r>2'->Af>/(-i]. 

Electromagnetic  Unit  of  Quantity.  From  the  relation  ff— Zt,  we  get 
[g]-[LiMi/i-q. 

Comparing  the  electrostatic  and  electromagnetic  units  of  quantity,  we 
get  the  ratio  [Lir-»JfW]+[L«Jf«/i-i]-[Lr-*«i;i»].  But  Lr-«  is  a 
▼elodty  (1150).  This  velocity  **v"  ako  appears  in  the  ratios  d  the 
other  units,  though  not  always  as  the  first  power.  If  an  electric  quantity 
is  measured  in  air  both  electrostatically  and  electromagneticallyy  then  both 
k  and  /I  are  assumed  as  unity  and  the  value  of  this  velocity  "v**  can  be 
determined.  This  was  first  done  by  Weber  and  Eohlrausch  in  1856,  by 
determining  the  electric  quantity  in  a  condenser  from  its  electrostatio 
capacity  and  potential  (i410)i  and  also  by  discharging  the  same  quantity 
through  a  balUstic  galvanometer  ({489).  They  obtained  the  value 
V— 310,704,000  meters  per  second.  This  number  is  within  limits  of 
error  the  same  as  the  velocity  of  light.  This  equality  has  been  established 
by  numbers  of  later  determinations.  The  dose  connection  between  the 
velocity  of  light  and  the  ratio  of  the  electrostatic  and  electromagnetio 
units  confirmed  Maxwell  in  the  theory  that  light  is  a  phenomenon  of  the 
same  nature  as  that  of  electromagnetic  actions  ({643). 

If  we  asqpme  the  equality  of  the  two  units  of  quantity,  without  assuming 

k  and  pt  as  umty,  we  get  directly  that  "v"  —  Ifs/k/t.  This  is  a  very  signifi- 
cant relation,  and  has  been  the  subject  of  much  experiment  but  has  been 
only  partially  confirmed. 
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Excellent  books  presenting  the  subject  as  completely  as  possible 
without  advanced  mathematics. 

Cabhabt,  H.  8.    Primary  Batteries. 

MoBSB,  H.  W;    Storage  BaUeries. 

Lb  Blano.    Electrochemistry. 

Nbbnst,  W.    Theoretical  Chemistry. 

LoDQB,  OuvBR  J.    Lightning  Conductors  and  Lightning  Ouards. 
The  most  satisfactory  book  on  an  obscure  subject. 

Thompson,  8.  P.    Dynamo-dectrie  Machinery. 

Bulky  and  containing  many  details  of  only  special  interest,  but  also 
giving  an  excellent  presentation  of  the  physics  of  dynamos  and  motors. 

Flbmino,  J.  A.    The  AUemate  Current  Transformer. 

A  dear  presentation  of  electromagnetic  induction  in  the  transformer. 

Enotclopbdia  Bbitannica,  eleventh  edition. 

The  electrical  articles  are  by  masters  and  form  in  themselves  a  very 
valuable  and  complete  reference  library  in  eleetridty  and  magnetism. 
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Problems 

1.  Find  the  intensity  of  field  at  a  point  40  cm.  from  a  magnet  in  the  per- 
pendicular bisector  of  the  line  joining  the  poles  of  the  magnet  6  cm. 
long  and  of  pole  strength  100  e.m.u.  Calculate  the  force  on  a  pole 
of  +80  e.  m.  u.  if  placed  at  the  point.  Ans.  .0148  e.m.  u.;  1.19  dynes. 
2.  A  magnet  N3  30  cm.  long  is  held  yertically;  each  pole  has 
Magnetic  a  strength  of  9  units;  what  is  the  force  on  a  unit  pole  at 

Field.  a  point  20  cm.  horisontal  distance  from  the  upper  pole? 

What  is  the  horisontal  component  of  this  force? 

8.  The  point  P  is  on  the  perpendicular  bisector  of  a  magnet  NS,  at  a 
distance  of  30  cm.  from  N8,  A  pole  of  strength  8  at  P  is  acted  on 
with  a  force  of  3  dynes.    Find  the  moment  of  the  magnet  N8. 

4.  To  hold  a  magnetic  needle  NS  at  an  angle  of  60®  with  the  earth's  field 
requires  a  torque  of  0.6  dynes  acting  at  a  lever  arm  of  2  cm.;  the  hori- 
sontal  intensity  of  the  earth's  field  is  0.2;  what  is  the  moment  of  the 
magnet? 

6.  A  short  bar  magnet  is  placed  with  its  axis  perpendicular  to  the  magnetic 
meridian,  and  with  the  line  of  the  axis  passing  through  the  center  of  a 
compass  needle.  At  a  station  X,  the  compass  needle  is  deflected 
througih  an  angle  ^,  when  the  center  of  the  magnet  is  40  cm.  from  the 
center  of  the  needle.  At  a  station  Y,  the  distance  from  magnet  to 
needle  is  35  cm.  for  the  same  deflection  ^.  Compare  the  horisontal 
intensities. 

6.  The  horizontal  intensity  of  the  earth's  field  at  Indianapolis  is  0.2,  and 
at  Minneapolis  it  is  0.18;  if  a  magnetic  needle  makes  100  vibrations  at 
Indianapolis,  what  will  its  period  be  at  Minneapolis? 

7.  To  deflect  a  suspended  magnet  through  an  angle  of  20®  from  the  mag- 
netic meridian  requires  180®  of  torsion  in  the  wire  suspension;  how 
many  degrees  of  torsion  must  be  given  the  suspension  to  produce  a 
deflection  of  45®  from  the  magnetic  meridian? 

8.  A  horiiontal  magnetic  needle  makes  40  oscillations  per  minute  at  a 
place  where  the  dip  is  70®,  and  50  oscillations  per  minute  where  the  dip 
is  60®.  The  total  intensity  at  the  first  place  is  0.6;  what  is  it  at  the 
second  place? 

9.  The  center  of  a  short  bar  magnet  is  at  the  comer  A  of  a  square  A  BCD 
and  its  axis  is  in  line  with  the  side  AB.  The  moment  of  the  magnet  is 
400,  and  the  length  of  one  side  of  the  square  is  60  cm.;  find  the  Intensity 
of  the  magnetic  field  at  the  corners  B  and  D,  due  to  the  bar  magnet. 

10.  Two  small  spheres,  each  weighing  1  decigram,  having  equal  charges, 

are  suspended  from  the  same  point  by  silk  fibers  80  cm.  long.    If  the 

spheres  are  kept  8  cm.  apart  by  repulsion,  what  is  the  charge  on  each? 

11.  Two  charges  +90  and  —40  are  30  cm.  apart.    Find 

Electrostatic  the  intensity  of  field  at  a  point  in  the  line  joining  them 

Fields.  60  cm.  from  the  negative  and  90  cm.  from  the  positive 

charge,  and  calculate  the  force  on  a  charge  of  +20  if 
placed  at  this  point. 
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12.  Two  small  oharged  spheres  repel  eaoh  other  yrith  a  foroe  of  10  djnes 
when  2  cm.  apart.  If  the  charge  on  one  of  the  spheres  is  doubled,  and 
the  distance  between  the  spheres  is  doubled,  what  is  the  repulsion? 

13.  What  work  is  done  in  carrying  a  charge  of  10  units  from  a  point  where 
the  potential  is  25  to  a  point  where  it  is  40? 

^.        ..        14.  A  Leyden  jar  of  capacity  10  e.s.u.  is  raised  from  a  poten- 
™   ^'  tial  —10  e.s.u.  to  a  potential  +16  e.s.u.    Calculate  the 

work  required. 
16.  Given  two  spheres  of  radii,  3  cm.  and  8  cm.,  how  will  a  charge  of  66 
units  distribute  itself  over  them  if  they  are  connected  by  a  fine  wire? 

16.  What  is  the  charge  on  a  spherical  drop  of  water  2  mmh.  in  diameter, 
where  the  electric  potential  is  100?  Two  such  charged  drops  unite  to 
form  a  single  spherical  drop;  assuming  no  charge  is  lost,  what  is  the 
potential  of  the  resulting  drop?  If  three  drops  thus  unite,  what  is  the 
final  potential? 

17.  A  Leyden  jar  1/4  cm.  thick  is  3  cm.  in  radius  and  9  cm.  high.  Find  its 
capacitor,  if  the  dielectric  constant  for  glass  is  6.  Find  charge  on  each 
plate  when  p.  d.  is  15  e.s.u. 

18.  A  condenser  of  10  plates,  each  20  cm.X30  cm.  has  0.4  mm.  of  air 
between  each  pair  of  plates.    Find  the  capacity. 

19.  Two  plate  condensers  are  joined  in  parallel.  One  is  a  15  plate  air  con- 
denser, each  plate  11  cm.  long  and  5  cm.  broad,  3  mm.  apart;  the  other 
a  mica  condenser  of  10  plates,  22  cm.  long,  15  cm.  broad,  0.5  mm.  apart, 
specific  inductive  capacity  of  mica  being  8.    Find  the  capacity. 

20.  Two  concentric  spheres  of  radii  10  cm.  and  10.3  cm.  are  separated  by 
air  and  are  charged  to  difference  of  potential  of  50  volts.    Find  charge. 

21.  A  pair  of  circular  plates  of  radii  10  cm.  each  are  2  mm.  apart  in  air. 
They  are  charged  to  a  difference  of  potential  of  20  and  are  then  connected 
to  the  plates  of  an  uncharged  condenser  and  the  difference  of  potential 
falls  to  3.    Find  the  capacity  of  this  condenser. 

22.  Find  the  capacity  of  a  plate  condenser  made  of  two  rectangular  con- 
ductors 32  cm.  long  and  22  cm.  broad,  0.2  cm.  apart  in  air. 

23.  If  the  air  be  replaced  by  0.2  cm.  sheet  of  glass  of  dielectric  constant  7, 
find  the  charge  on  each  plate  when  the  difference  of  potential  is  20 
e.s.u. 

24.  Find  the  work  in  ergs  required  to  charge  an  insulated  metal  ball  of 
radius  5  cm.  with  20  e.s.u.  of  electricity. 

26.  A  circular  coil  of  30  cm.  diameter  has  20  turns. 

Magnetic  Fields  Compute  the  intensity  of  the  magnetic  field  at  the 

of  CttrrentB.  center  when  a  current  of  10  amperes  flows  through 

the  coil. 

26.  Find  the  field  strength  16  cm.  from  the  center  of  a  coil  in  the  line  of  its 
axis  if  the  coil  carry  0.5  amp.  and  be  24  cm.  in  diameter. 

27.  Find  force  on  a  pole  of  30  e.m.u.  if  placed  at  center  of  coil  in  problem  26. 

28.  Calculate  current  which  will  deflect  a  tangent  galvanometer  45®,  if  the 
galvanometer  consists  of  a  coil  18  cm.  in  diameter,  of  7  turns  of  wire, 
set  up  in  a  field  of  0.198  lines  per  cm'. 
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20.  The  odl  of  a  tangent  galvanometer  Ib  34  om.  in  diameter  and  oarries  a 
current  of  16  amperes;  what  is  the  torque  on  a  needle  of  moment  1.5  at 
the  oenterT 

80.  A  ooil  of  a  tangent  galvanometer  is  to  have  10  turns;  what  should  the 
radius  of  the  coil  be,  so  that  the  tangent  of  the  angle  of  deflection  of  the 
needle  gives  directly  the  current  in  amperes,  at  a  station  where  the 
intensity  of  the  earth's  field  is  0.19? 

81.  A  circular  coil  was  placed  at  right  angles  to  the  magnetic  meridian. 
The  number  of  osoUlations  of  a  small  magnetic  needle  at  the  center  was 
counted  (a)  when  there  was  no  current  in  the  coil;  (6)  when  a  current 
i,  was  sent  through  the  coil;  (c)  when  a  current  i,  was  used.  For  (a) 
there  were  40  oscillations  per  minute;  for  (6)  30  osoillationB  per  minute; 
and  for  (c)  20  oscillations  per  minute;  what  was  the  relative  strengths 
of  the  currents  t|  and  i,T 

89.  A  slender  solenoid  has  a  length  of  50  cm.  and  has  800  turns  of  wire; 

what  is  the  field  at  the  center  when  the  current  in  the  coil  is  7  amperes? 

88.  Calculate  the  current  which  produces  a  magnetic  field  in  the  middle  of 

a  dender  solenoid  equal  to  the  earth's  field  of  0.6,  the  solenoid  being 

80  cm.  long,  and  having  400  turns. 

W    k  And    '^  ^  current  of  6  amperes  flows  for  4  min.  in  a  drouit  of 

Ohm'  La  ^^  ohms  resistance;  what  is  the  e.mJ.  requLred?    What 

is  the  total  work  done  in  ergs,  also  in  joules?    What  is 
the  activity  or  power  in  watts? 

85.  Three  electromagnets  of  resistances  50,  70  and  11  ohms  respectively  are 
Joined  in  multiple  arc,  and  a  total  current  of  2  amperes  flows  through 
the  three;  what  is  the  current  in  each? 

86.  The  total  resistance  of  a  circuit  is  80  ohms,  and  on  introducing  an 
addition  wire  the  resistance  is  66  ohms;  what  is  the  resistance  of  the 
added  wire? 

87.  A  circuit  has  three  branches  of  50,  30  and  10  ohms.  A  fourth  branch 
is  put  in  so  that  the  total  resistance  is  2  ohms.  What  is  the  resistance 
of  the  fourth  branch? 

88.  A  generator  delivers  100  amperes  at  110  volts;  what  is  the  power  in 
kilowatts  and  what  in  H.  P.? 

80.  The  resistance  of  a  galvanometer  is  126  ohms,  and  a  shunt  of  14  ohms 
is  put  in;  what  is  the  resistance  of  the  shunted  galvanometer? 

40.  By  experimenting  with  a  Weston  ammeter  it  was  found  that  0.00013 
amperes  through  the  coil  gave  one  unit  scale-deflection.  If  the  resist- 
ance of  the  coil  circuit  be  5.60  ohms,  what  must  be  that  of  the  shunt  so 
that  1  ampere  in  the  external  circuit  will  give  1  unit  scale  deflection? 

41.  It  is  desired  to  supply  600  incandescent  lamps,  in  parallel,  with  1/2 
amp.  each,  at  110  volts  potential  difference  between  the  lamp  terminals. 
If  the  drop  in  the  line  be  2.2  volts  what  is  the  resistance  of  the  line  and 
how  much  power  is  lost  in  it?  How  much  power  must  be  generated 
and  what  voltage? 

42.  A  car  b  lighted  by  five  lamps  of  220  ohms  resistanoe  each.  Joined  in 
series.    What  is  the  total  resistance  of  the  lamps?    If  the  difference 
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of  potentiAl  between  the  enda  of  the  lamp  drcuit  be  550  volts,  what 
ourrent  flows  througih  the  lamps?  What  power  is  expended  in  this 
circuit  and  at  9  o.  per  kilowatt  hr.,  what  does  it  cost  to  light  a  oar 
for  one  hour? 

48.  If  the  motive  drouit  of  a  snow  sweeper  take  50  amp.  (at  550  volts)  and 
the  broom  motors  take  80  amp.,  find  the  total  power  consumed  in  the 
car  if  the  two  circuits  be  in  parallel  across  550  volt  mains.  Find  cost 
per  hour  at  9  c.  per  kilowatt  hr. 

44.  A  single  ligihting  circuit  carries  3  groups  of  lamps  in  multiple,  the  groups 
being  100  feet  apart,  and  the  nearest  group  being  500  feet  from  the 
generator.  Each  group  takes  5  amperes,  and  the  resistance  of  the  line 
0.1  ohm  per  1000  feet.  The  potential  of  the  generator  is  112  volts. 
Find  the  potential  of  each  group  of  lamps. 

45.  The  distance  from  power  house  to  library  is  650  meters,  there  are  200 
55-watt  lamps  in  library.  The  e.m.f .  at  dynamo  is  465  volts.  Allowing 
5' per  cent,  drop  of  potential  in  the  line,  what  must  be  the  resistance  of 
the  line.  Taking  the  specific  resistance  of  copper  as  1.5X10"*  ohms 
per  cm./cm.'y  what  is  the  cross-section  of  the  wire?  Calculate  the 
watts  on  full  load  for  this  circuit.  What  must  the  H.  P.  of  the  engine  be 
to  carry  this? 

46.  Find  the  resistance  in  legal  ohms  of  a  tube  of  mercury  at  O^C,  1  meter 
long,  and  1  cm.  in  diameter. 

47.  The  resistance  of  a  certain  firm's  copper  wire  1  foot  long  and  a  mill 
(one  thousandth  of  an  inch)  in  diameter  is  10.7  ohms.  What  is  its 
specific  resistance  in  chma  per  cm./cm.'?    1  inch  —2.540  cm. 

48«  The  specific  resistance  of  copper  Is  1.5  X 10-*  and  aluminum  Is  3.2  X 10-*; 
with  copper  at  18  c.  per  pound,  what  must  be  the  price  of  aluminum  to 
compete  as  an  electrical  conductor? 

49.  Qiven  3  cells  of  1.4  volts  and  0.8  ohms  resistance  each,  find  resistance  of 
the  battery  if  the  cells  be  connected  in  series  and  calculate  the  current 
through  an  external  resistance  of  9  ohms. 

60.  Find  the  resistance  of  the  above  battery  if  cells  be  in  parallel  and  also 

the  current  when  the  external  resistance  is  9  ohms. 
51.  Given  20  cells,  each  with  an  e.m.f.  of  1.7  volts,  and  an  internal  resistance 

of  3  ohms.    Calculate  the  ourrent  in  the  following  cases: 

(a)  External  resistance  R  — 100  ohms,  cells  in  series. 

(b)  R  —100  ohms,  cells  in  parallel. 

(c)  12—20  ohms,  cells  in  series;  also  in  parallel. 

(d)  12  —  20  ohms,  4  parallel  rows  of  5  cells  in  series. 

(e)  Arrangement  for  maximum  current  through  20  ohms. 

62.  A  "miUi-ammeter,"  which  is  to  be  used  as  a  voltmeter,  indicates  .005 
amperes  for  a  scale  division,  and  has  a  resistance  of  40  ohms.  There  are 
50  scale  divisions.  What  resistance  in  series  with  the  instrtunent  will 
enable  it  to  be  used  for  measurements  up  to  300  volts. 

68.  It  is  required  to  generate  1000  calories  of  heat  per  minute  in  a  circuit, 
the  e.m.f.  at  the  terminals  of  the  circuit  being  110  volts;  what  resistance 
must  the  circuit  have? 
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64.   The  same  ourrent  flows  through  a  platinum  wire  26  om.  Umg 

Joule's  and  0.6  mm.  diameter,  and  through  a  copper  wire  600 

Law.  cm.  long  and  0.6  mm.  diameter.    What  are  the  relatiye 

heat  quantities   developed    in   these  wires?     (8p.  R.  of 

Cu  -1.6X10-*.  Sp.  R.  of  Pt  -8.9X10-*). 

66.  A  uniform  current  flows  for  10  minutes  and  deposits  4  grams  of  silver; 

calculate  the  current. 
66.  How  much  copper  can  a  dynamo  giving  30  amperes  deposit  in  an  hour? 

ElectrolvRifl      ^'^'  ^^^  many  cubic  centimeters  of  hydrogen  at  0**C.  and 
•    ^  *  70  cm.  Hg.  pressure  can  a  current  of  30  amperes  pro- 

duce by  the  decomposition  of  acidulated  water  in  an  hour?    (Sp.  gr.  of 
H  -00008.9  at  0^0.  and  76  cm.  Hg.  pressure.) 
Magnetic     ^^'  ^  ^^  anchor  ring  has  20  cm.  mean  diameter,  and  a  cross- 
^d^tion.  section  of  18  sq.  cm.    The  coil  has  600  windings  and  canies 

10  amperes.    How  great  is  the  magnetic  induction  B7 
How  many  magnetic  lines  are  produced?     (The  permeability  ft  **200.) 
Blectromam  ti      ^^'  ®^^^  *^*  Lens's  law  and  Fleming's  rule  lead  to 
I  d    «  ^^  same  direction  for  an  induced  current  in  a  con- 

ductor moved  across  a  magnetic  field. 

60.  The  diameter  of  a  circular  coil  is  30  cm.  and  the  resistance  is  0.1  ohm. 
Find  the  quantity  of  electricity  in  coulombs  which  will  flow  in  the  ring 
when  revolved  from  a  position  at  right  angles  to  a  magnetic  field  to  a 
position  parallel  to  the  field.    H  —20. 

61.  A  circular  coil  40  cm.  in  diameter  and  with  100  turns  is  rotated  five 
times  per  second  about  a  vertical  diameter  as  axis.  Find  the  maximum 
e.m.f.  induced.    The  horisontal  component  of  the  field  is  0.2. 

62.  If  the  angle  of  dip  is  70^,  what  is  the  maximum  e.m.f .  induced  when  the 
above  coil  is  rotated  about  a  horisontal  axis  parallel  to  the  horisontal 
component  of  the  field  ten  times  per  second? 

68.  Calculate  the  e.m.f.  induced  in  a  car  axle  length  120  cm.  and  with  a 
horizontal  linear  velocity  of  25  meters  per  second,  where  the  total  in- 
tensity of  the  field  is  0.6  and  the  angle  of  dip  is  70°. 

64.  Calculate  the  number  of  revolutions  per  second  which  must  be  given 
to  a  disk  of  60  cm.  diameter  to  produce  an  e.m.f .  of  5  volts  between  the 
center  and  the  periphery  of  the  disk,  the  axis  of  the  disk  being  parallel 
to  the  field,  and  the  field  being  uniform  and  of  strength  10,000. 

66.  A  copper  disk  10  cm.  in  radius  rotates  about  a  vertical  axis  with  2000 
r.  p.  m.  Given  the  horizontal  component  of  the  earth's  magnetic  field 
as  0.2,  and  the  dip  as  70°,  find  the  e.m.f.  in  volts  between  the  center  and 
edge  of  the  disk. 

66.  Draw  a  figure  showing  the  directions  of  the  induced  currents  in  the  disk 
of  a  pendulum  swinging  between  the  poles  of  a  magnet  across  the  field. 
How  should  the  disk  be  laminated  to  make  the  induced  currents  a 
minimum? 

67.  A  rectangular  coil  10  cm.  X  12  cm.  can  rotate  about  a  vertical  axis 
which  bisects  the  12  cm.  sides.  A  current  of  3  amperes  flows  through  the 
coil,  and  the  horizontal  intensity  of  the  magnetic  field  is  0  2.  What  is  the 
torque  (moment  of  force),  when  the  coil  is  at  right  angles  to  the  field? 
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CONDUCTION  OF  ELECTRICITY  THROUGH  GASES 

649.  Introduction. — ^Air,  as  well  as  other  gases,  under  normal 
conditions  is  almost  a  perfect  non-conductor  of  electricity. 
When  a  difference  of  potential  is  established  between  two  points 
in  a  gas  the  gas  is  in  a  state  of  strain,  as  has  been  explained  in  a 
former  paragraph  (§308).  This  strain  increases  with  increase 
of  potential  until,  when  a  certain  potential  is  reached,  the  air  is 
no  longer  able  to  withstand  the  strain  and  breaks  down  and  a 
discharge  passes.  A  momentary  current  of  electricity  is  thus 
produced  through  the  gas.  To  produce  such  a  discharge  a 
comparatively  large  potential  is  required,  several  thousand  volts 
being  necessary  to  produce  a  spark  of  1  cm.  length  in  air  at 
atmospheric  pressure.  The  potential  necessary  to  produce  a 
discharge  depends  upon  the  shape  of  the  electrodes  and  the 
nature  and  pressure  of  the  gas. 

660.  Effect  of  Pressure  of  a  Gas  on  the  Discharge. — ^If  two 
metal  electrodes  are  inserted  in  the  ends  of  an  air-tight  glass  tube, 
such  as  shown  in  Fig.  439,  filled  with  air  at  atmospheric  pressure, 

and  if  suflScient  voltage  is  ap- 

plied  to  the  electrodes  the  dis-  ■no  r 
charge  ordinarily  obtained  in 
air  will  be  observed.  If  the 
air  be  gradually  exhausted 
from  the  tube  the  discharge  will  pass  with  greater  and  greater 
ease  as  the  pressure  is  diminished,  until  a  certain  minimum 
pressure  is  reached,  and  if  the  exhaustion  be  carried  beyond 
this  point  the  voltage  necessary  to  produce  a  discharge  will 
increase  somewhat  rapidly,  until  at  the  lowest  pressure  ob- 
tainable it  will  be  impossible  to  cause  a  discharge  to  pass  at  all. 
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The  pressure  corresponding  to  this  minimum  potential  is  called 
the  critical  pressure  and  varies  with  the  distance  between  the 
electrodes. 

As  the  pressure  is  gradually  diminished  below  atmospheric 
pressure  the  appearance  of  the  discharge  changes  very  much. 
At  first  the  spark  becomes  more  regular  and  uniform  between  the 
electrodes,  then  broadens  out  and  assumes  a  fuzzy  appearance  of 
a  bluish  color.  When  a  pressure  of  about  half  a  millimeter  is 
reached  the  discharge  assumes  a  very  marked  appearance,  which 
is  shown  in  Fig.  440.    The  surface  of  the  negative  electrode  or 
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cathode  is  covered  by  a  very  thin  layer  of  luminosity;  next  to  this 
is  a  dark  space  which  is  called  the  Crooke$  dark  apace;  immediately 
beyond  this  dark  space  is  a  luminous  part  called  the  negative  ^aw, 
and  then  beyond  this  again  is  a  second  dark  region,  sometimes 
called  the  Faraday  dark  apace.  Between  this  and  the  anode 
there  is  a  luminous  region  which  goes  under  the  name  of  the 
positive  cdumn.  Under  certain  conditions  of  current  and  pres- 
sure the  positive  column  shows  alternately  dark  and  light  spaces 
which  are  called  strim.  The  proportion  of  the  space  between  the 
electrodes  occupied  by  each  of  these  sections  of  the  discharge 
depends  upon  the  distance  between  the  electrodes.  Any  increase 
in  this  distance  beyond  a  few  centimeters  causes  an  increase  in 
the  length  of  the  positive  column  but  no  increase  in  the  negative 
glow  or  dark  space.  Similar  phenomena  occur  in  other  gases 
besides  air. 

661.  Cathode  Rays. — ^When  the  pressure  in  such  a  discharge 
tube  is  lowered  to  the  neighborhood  of  a  himdredth  of  a  milli- 
meter, a  new  phenomenon  makes  its  appearance.  The  positive 
column  begins  to  disappear  and  a  bright  phosphorescence  appears 
on  the  sides  of  the  tube.  This  phosphorescence  appears  to  be 
produced  by  radiations  or  streams  of  very  minute  particles  issuing 
normally  in  straight  lines  from  the  cathode.  They  are,  con- 
sequently, called  cathode  rays,  and  possess  remarkable  properties. 

If  a  magnet  is  brought  close  to  the  tube  the  tbjb  are  deflected 
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from  their  original  path.  A  solid  body  placed  inside  the  tube  in 
the  path  of  the  rays  casts  a  well-defined  shadow.  If  the  rays  be 
concentrated  upon  a  solid  body  inside  the  tube,  such  as  a  plati- 
num plate,  it  may  be  heated  even  to  incandescence. 

One  of  the  most  important  properties  of  the  cathode  rays  is 
that  they  carry  a  negative  charge  of  dedricity.  This  was  originally 
proved  by  Perrin  and  his 
method  was  later  modified 
by  J.  J.  Thomson.  A  diagram  ^^^<^t 
of  the  apparatus  used  in  the 
latter  experiment  is  shown  in  ^^t 

Fig.  441.    A  was  the  cathode 
and  fi  the  anode.   The  cathode  „     ^^, 

.  ,    .  ,  Fio.  441. 

rays  from  A  passed  mto  the 

larger  part  of  the  tube  through  a  hole  in  B  and  fell  upon 
the  glass  at  a  point  C.  A  side  tube  contained  two  coaxial 
metal  tubes.  The  outer  one  E  had  a  slit  in  the  end  and  was 
connected  to  earth.  This  shielded  the  inner  tube  from  any 
stray  electric  effects.  The  inner  tube  D  had  a  slit  opposite 
that  in  E  and  was  insulated  from  E  and  connected  to  an 
electrometer.  When  the  cathode  rays  were  allowed  to  fall  upon 
the  glass  bulb  the  electrometer  indicated  only  a  very  small 
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effect,  but  if  the  rays  were  deflected  by  means  of  a  magnet  so  that 
they  fell  upon  the  slits  in  the  cylinders  D  and  E  the  electrometer 
indicated  that  the  cylinder  D  had  received  a  considerable  nega- 
tive charge.  If  the  rays  were  deflected  still  further  so  as  to  miss 
the  slit  the  cylinder  immediately  ceased  to  receive  any  charge. 
This  experiment  clearly  shows  that  the  rays  are  accompanied  by 
a  negative  charge  of  electricity.  If  the  cathode  rays  be  allowed 
to  pass  between  two  parallel  plates  inside  a  highly  exhausted 
cathode  ray  tube,  such  as  is  indicated  by  Fig.  442,  and  a  large 
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difference  of  potential  be  established  between  the  plates,  the 
beam  of  rays  will  be  deflected  and  the  deflection  will  be  in  the 
same  direction  as  a  negatively  charged  particle  woidd  be  moved 
by  the  field. 

662.  Vdodty,  and  Ratio  of  the  Charge  to  the  HasSi  of  a  Cathode 
Ray  Particle. — ^We  will  now  consider  the  method  which  J.  J.  Thom- 
son originally  used  to  determine  experimentally  the  velocity  of 
these  particles  and  the  relation  between  the  mass  of  a  particle 
and  the  charge  which  it  carries.  A  highly  exhausted  cathode  ray 
tube  was  arranged  as  shown  in  Fig.  442.  C  was  the  cathode,  A 
the  anode,  and  B  a  thick  metal  plug.  A  and  B  were  pierced  by 
holes  in  the  same  straight  line  about  a  millimeter  in  diameter,  so 
that  a  very  narrow  beam  of  rays  might  pass  along  the  middle  of 
the  tube  and  fall  upon  a  screen  of  phosphorescent  material, 
thereby  producing  a  small  bright  spot.  D  and  E  were  two  parallel 
plates  which  could  be  connected  to  the  poles  of  a  battery.  Sup- 
pose that  V  is  the  velocity  of  the  particle  in  cms.  per  sec,  m  its 
mass,  and  e  the  charge  which  it  carries,  measured  in  electro- 
magnetic units.  If  the  tube  be  placed  between  the  poles  of  a 
strong  electro-magnet,  so  that  a  field  of  strength  H  is  acting  at 
right  angles  to  the  beam,  the  spot  on  the  screen  will  move  from 
a  to  6  in  a  direction  at  right  angles  to  the  lines  of  force.  The 
cathode  particle  will  follow  a  curved  path  just  as  a  moving 
projectile  follows  a  curved  path  when  acted  on  by  gravity.  Let 
the  radius  of  curvature  of  this  path  be  r.  The  deflecting  force 
acting  along  this  radius  of  curvature  is  proportional  to  the  mag- 
netic field,  the  charge  on  the  particle,  and  its  velocity  and  is,  con- 
sequently, equal  to  HeV  (see  §433).  This  force  must  equal  the 
centrifugal  force  of  the  particle  which,  from  dynamics,  is  equal 
to  mV^lr  (see  §§32,  47),     Therefore, 


HeV^ 


r 


.-.  Hr- (1) 

H  can  be  measured  and  r  may  be  found  from  ab  and  the  dimen- 
sions of  the  apparatus.  Therefore  the  quantity  ntVIe  is  known. 
Suppose  now  that  a  difference  of  potential  be  established  be- 
tween the  plates;  an  electric  force  will  act  on  the  beam  of  rays  and 
if  it  is  applied  in  the  right  direction  it  will  tend  to  deflect  the 
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beam  in  a  direction  opposite  to  the  magnetic  deflection.  Let  the 
magnetic  and  electric  forces  be  adjusted  so  that  their  effects  on 
the  particles  exactly  balance  each  other,  then  the  phosphorescent 
spot  will  return  to  the  position  it  had  b^ore  any  force  acted  on  it. 
Let  this  electric  field  be  X.  The  force  acting  on  the  particle 
will  then  be  Xe  and,  therefore,  if  the  electric  and  magnetic  forces 
exactly  balance  each  other 

Xe^HeV 

.'.  V^XIH  (2) 


X  and  H  can  both  be  measured  and,  therefore,  V  may  be  deter- 
mined, and  knowing  V  the  value  of  e/m  is  easily  found  from 
equation  (1). 

By  this  method  Thomson  found  the  value  of  7to  be  2.8X10* 
cms.  per  second,  which  is  just  about  one  tenth  the  velocity  of 
light.  This  value  is  not  quite  constant  as  it  varies  somewhat 
with  the  potential  in  the  tube.  He  also  found  a  value  for  e/m 
the  magnitude  of  which,  according  to  later  determinations,  is 
1.7  X 10';  and  he  discovered  that  it  was  independent  of  the  nature 
of  the  gas  in  the  tube. 

The  greatest  value  of  e/m  known  in  electrolysis  is  found  in  the 
case  of  the  hydrogen  ion  and  is  about  10*.  The  value  for  the 
cathode  ray  particle  is  thus  1700  times  that  for  the  hydrogen  ion. 
In  a  later  paragraph  (§564)  the  charge  e  carried  by  the  cathode 
particle  will  be  determined  and  it  may  be  shown  to  be  the  same 
as  for  the  hydrogen  ion.  Consequently,  the  mass  of  the  cathode 
particle  must  be  about  1/1700  of  the  mass  of  the  hydrogen  ion  or 
atom.  This  cathode  particle  possesses  the  smallest  mass  yet 
known,  and  is  called  an  dectron  or  negative  corpuscle. 

663.  Rdntgen  Rays. — In  1895  Rontgen  observed  that  some 
sort  of  radiation  was  produced  outside  an  ordinary  cathode  ray 
tube.  Phosphorescent  bodies  placed  near  the  tube  were  strongly 
affected  and  a  photographic  plate  in  the  neighborhood  became 
blackened.  These  radiations  have  been  called  Rontgen  rays 
after  their  discoverer.  The  name  first  applied  to  them  was  X  rays 
and  this  name  is  still  often  used. 

The  method  of  producing  Rontgen  rays  is  shown  in  Fig.  443. 
AB  is  a  large  glass  bulb.  The  cathode  a  consists  of  a  concave 
piece  of  metal,  usually  aluminum.    The  cathode  rays  proceed 
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normally  from  the  aurf  ace  of  a  and  on  account  of  its  concavity  are 
brought  to  a  focus  at  the  point  c,  and  hence  the  name  ''focus  tube.'' 
The  anode  6  consists  in  its  simplest  form  of  a  flat  platinum  plate 
which  is  placed  at  an  angle  of  45^  to  the  axis  of  a  and  so  that  the 
center  of  curvature  of  a  is  at  the  point  c.  The  Rontgen  rays 
travel  outward  in  all  directions  from  6.    To  generate  the  rays  the 

electrodes  are  connected  to 

the  terminals  of  the  secondary 
3^  of  an  induction  coil  or  to  an 

electrostatic  machine. 
R5ntgen  rays  differ  from 

cathode  rays  inasmuch  as  they 
are  able  to  penetrate  bodies  of  considerable  thickness.  Their  pene- 
trating power,  as  well  as  some  of  their  other  properties,  depends 
upon  the  conditions  existing  within  the  tube  from  which  they  origi- 
nate. With  a  very  low  pressure  within  the  tube  and,  consequently, 
a  large  potential  difference  between  the  electrodes,  the  rays  pro- 
duced are  very  penetrating,  being  capable  of  going  through  several 
inches  of  wood  and  even  several  millimeters  of  lead.  Such  rays 
are  usually  called  "  hard  rays."  In  the  case  of  a  higher  pressure 
and  smaller  difference  of  potential  the  rays  are  less  penetrating  and 
are  called  ''  soft  rays."  Different  substances  absorb  the  rajm  of 
any  particular  type  to  a  different  degree.  Generally  speaking 
dense  substances  produce  greater  absorption.  It  is  this  variation 
in  the  absorptive  power  of  substances  which  enables  us  to  make 
Rdntgen  ray  photographs.  Rontgen  rays  act  upon  a  photo- 
graphic plate  in  a  manner  similar  to  ordinary  light  and  the  effect 
produced  depends  upon  the  intensity  of  the  rays.  Thus  a  photo- 
graph of  the  bones  of  any  portion  of  the  human  body  may  be 
obtained,  for  bones  being  denser  than  the  flesh  absorb  the  rays 
more  and,  consequently,  the  intensity  of  the  rays  which  have 
traversed  the  bones  is  less  than  the  intensity  of  those  which 
have  passed  through  only  the  flesh. 

The  R5ntgen  rays  travel  in  straight  lines  with  very  high  velocity. 
Marx  has  shown  that  they  travel  with  the  velocity  of  light,  that  ia^ 
3  X 10^*  cms.  per  sec.  No  evidence  has  as  yet  been  f oimd  of  any 
refraction  of  the  rays  when  they  pass  from  one  medium  to 
another,  nor  has  it  so  far  been  possible  to  deflect  the  rays  by  a 
magnetic  field. 
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It  has  been  shown  mathematically  that  when  an  electrically 
charged  particle  is  suddenly  brought  to  rest  an  electromagnetic 
disturbance  is  produced  in  the  surrounding  medium  and  travels 
outward.  This  condition  is  fulfilled  when  a  cathode  ray  particle 
is  suddenly  arrested  by  striking  against  any  solid  body.  All  of  the 
evidence  is  consistent  with  the  view  that  R5ntgen  rays  are 
electromagnetic  disturbances  of  the  same  general  nature  as  light 
waves. 

6M.  Reflection  of  X-rays  by  Crystals. — ^When  a  narrow  beam 
of  X-rays  falls  upon  a  crystalline  substance  and,  after  transmission 
by  the  crystal,  is  allowed  to  fall  upon  a  photographic  plate  some 
very  remarkable  results  are  observed.  The  photograph  obtained 
shows  a  number  of  spots  arranged  in  a  regular  manner  and  form- 
ing a  definite  pattern.  This  pattern  is  explained  by  the  principle 
of  diffraction  of  the  waves  or  pulses  of  the  X-rays  caused  by 
reflection  from  the  series  of  parallel  planes  of  which  the  crystal 
is  made  up.  Crystals  may  be  considered  as  made  up  of  atoms 
arranged  in  certain  definite  planes.  If  these  planes  form  a 
series  in  which  they  are  parallel  and  equally  spaced  then  a  pulse 
falling  upon  this  series  of  planes  will  be  reflected  from  them  and 
form  a  wave  train.  By  a  careful  study  of  these  diffraction  pat- 
terns caused  by  this  reflection  from  the  planes  of  the  crystal  a 
considerable  amount  of  information  in  regard  to  crystal  structure 
is  obtained.  For  instance  the  wave  length  of  a  homogeneous 
beam  of  X-rays  can  be  found  in  terms  of  the  dimensions  of  the 
various  parts  of  the  crystal  and  from  this  and  other  data  in  regard 
to  the  mass  of  the  atoms  certain  dimensions  of  the  crystal  can 
be  determined  and  the  wave  length  of  the  X-ray  pulse  can  be 
calculated.  By  this  means  the  various  wave  lengths  of  the  rays 
produced  by  any  X-ray  bulb  can  be  obtained  and  the  X-ray 
spectrum  determined.  By  data  of  this  kind  it  has  been  shown 
that  the  wave  length  is  characteristic  of  the  anode  in  the  bulb 
from  which  the  rays  are  produced. 

666.  X-ray  Spectrometer. — For  the  purpose  of  studying  these 
X-ray  spectra  Bragg  has  devised  a  very  ingenious  X-ray  spectro- 
meter. It  corresponds  in  general  arrangement  to  an  ordinary 
spectrometer.  A  lead  screen  pierced  by  a  narrow  slit  through 
which  the  X-rays  pass  takes  the  place  of  the  ordinary  collimator; 
the  reflecting  crystal  occupies  the  position  of  the  usual  prism, 
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while  an  ordinary  ionization  chamber  takes  the  place  of  the  com- 
mon telescope.  The  beam  of  rays  from  the  bulb  enter  the  narrow 
slit  and  fall  upon  the  crystal  and  are  reflected  into  the  ionization 
chamber  where  the  ionization  produced  by  them  is  measured. 
The  crystal  and  the  ionization  chamber  can  be  rotated  so  that 
the  effects  for  various  angles  of  incidence  and  reflection  can  be 
measured.  By  this  means  the  reflection  produced  at  various 
angles  by  the  crystal  can  be  examined  in  detail.  This  method 
of  studying  X-rays  has  been  a  fruitful  one  in  giving  information 
in  regard  to  the  nature  of  the  rays  and  also  the  structure  of 
crystals. 

666.  Conductivity  of  Gases  Produced  by  RQntgen  Rays. — If  a 
well-insulated  body,  such  as  the  leaves  of  a  gold-leaf  electroscope 
E  (Fig.  444),  be  charged  up  in  thoroughly  dry  air  the  charge 
will  be  retained  for  many  hoims.  If,  however,  a  beam  of  R5ntgen 
rays  passes  through  the  gas  surrounding  the  leaves  they  wiU 


Fig.  444. 

immediately  lose  their  charge  and  collapse,  showing  that  the  air 
must  have  become  conducting,  allowing  the  charge  to  leak  away. 
Instead  of  the  rays  falling  directly  upon  the  gas  surroimding 
the  leaves  of  the  electroscope  let  a  system  be  arranged  as  shown 
in  Fig.  444.  AB  iB  a  metal  tube  through  which  a  stream  of  air 
may  be  sent  and  which  leads  into  an  electroscope  E.  If  the  Rdnt- 
gen  rays  fall  upon  the  air  in  the  part  AC,  no  effect  is  produced  in 
the  electroscope  as  long  as  there  is  no  stream  passing  through  the 
tube;  but  as  soon  as  a  stream  of  air  is  passed  through  the  tube 
into  E  the  leaves  lose  their  charge.  This  conducting  property 
imparted  to  the  air  by  the  rays,  therefore,  may  be  transported 
along  with  the  air.  If  a  plug  of  cotton  wool  be  placed  in  the  tube 
at  C,  or  if  the  air  be  bubbled  through  water,  after  being  acted 
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upon  by  the  rays  this  conductivity  is  entirely  destroyed.  If  an 
insulated  wire  ab  be  introduced  in  the  center  of  the  tube  CB  and 
a  strong  electric  field  be  established  between  the  wire  and  the 
tube,  by  connecting  the  wire  to  one  pole  of  a  battery  and  the  tube 
to  the  other  pole,  the  air  loses  its  conductivity  in  passing  through 
the  tube. 

The  removal  of  this  conducting  power  from  the  gas  by  filtering 
it  through  cotton  wool  or  water  indicates  that  the  conductivity 
must  be  due  to  something  mixed  with  the  air,  while  its  removal 
by  an  electric  field  shows  that,  whatever  it  may  be  that  is  mixed 
with  the  air,  it  must  carry  an  electric  charge. 

Suppose  again  that  A  and  B,  Fig.  445,  are  two  parallel  metal 
plates  placed  a  few  centimeters  apart  ^     a  b 

in  air  and  let  A  be  connected  to  one 
pole  of  a  battery  while  the  other  pole 

is  connected  to  earth;  let  B  be  con-     '  |  5^)^/^ 

nected  to  one  pair  of  quadrants  of  a 
quadrant  electrometer  while  the  other 
pair  of  quadrants  is  connected  to 
earth.  If  a  beam  of  Rontgen  rays  be  passed  between  these 
plates  it  will  be  observed  that  B  immediately  begins  to  receive 
a  charge,  as  indicated  by  the  deflection  of  the  electrometer  needle. 
It  will  continue  to  charge  up  as  long  as  the  rays  are  acting,  but 
will  cease  if  the  rays  cease.  If  C^  is  the  positive  pole  of  the 
battery  then  B  will  receive  a  positive  charge,  but  if  the  poles  be 
reversed  B  will  receive  a  negative  charge.  The  rays  thus  ap- 
parently cause  a  transference  of  electricity  through  the  air  to  B 

and  the  sign  of  the  electric  charge 
given  to  B  depends  upon  the   sign 
*    of  A. 

657.  Saturation  Current — If  the  poten- 
tial difference  between  A  and  B  be  altered 
___^_^^_^,,^^_____     the  charge  received  by  B  in  a  given  time 
EJSmF*  alters,  that  is,  the  current  between  A  and 

Fza.  446.  B  depends  upon  the  voltage.    The  current 

through  the  gas  does  not,  however,  obey 
Ohm's  law,  for  if  the  current  corresponding  to  different  voltages  be 
measured  and  a  curve  plotted  showing  the  relation  between  current 
and  voltage,  it  will  assume  the  form  shown  in  Fig.  446  instead  ^of  being 
a  straight  line.    It  will  be  seen  that  for  small   voltages^the^enrrent 
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obeys  Ohm's  Law,  but  it  soon  begins  to  fall  off  and  finally  reaches 
a  constant  value  even  for  a  lai^e  increase  in  voltage.  This  character- 
istio  curve  has  been  called  a  saturation  curve  on  account  of  its  similarity 
in  form  to  the  saturation  curve  in  the  magnetisation  of  iron.  The 
current  corresponding  to  the  flat  part  of  the  curve  is  called  the  satuimtion 
current 

The  current  through  a  gas  differs  very  markedly  in  another  respect  from 
the  current  through  metals  or  liquids.  When  the  distance  between  two 
electrodes  immersed  in  a  Hquid  is  increased  the  current  decreases  on  account 
of  the  inorease  of  renstance  between  the  electrodes,  but  in  the  ease  of  a 
gas  the  saturation  current  increases  when  the  distance  between  the  plates 
is  increased.  Within  certain  distances  the  saturation  current  is  propor^ 
tional  to  the  distance  between  the  plates. 

668.  Theory  of  Ionization  of  Gases. — ^These  facts  along  with 
others  have  led  to  the  ionization  theory  of  gases.  According  to 
this  theory  Rdntgen  rays,  when  they  pass  through  a  gas,  cause  the 
molecules  of  the  gas  to  be  broken  up  into  positively  and  nega- 
tively charged  carriers  of  electricity  called  ions.  This  process 
of  breaking  up  the  molecule  is  called  ionization  and  the  gas  is 
said  to  be  ionized.  From  each  molecule  ionized  two  ions,  having 
equal  charges  but  of  opposite  sign,  are  produced.  The  trans- 
ference of  electricity  through  the  gas  is  due  to  the  movement  of 
these  charged  carriers  under  the  influence  of  an  electric  field. 
The  positive  ions  are  attracted  to  the  negative  electrode  and 
the  negative  ions  to  the  positive  electrode,  and  the  movement 
of  these  electric  charges  constitutes  a  current.  When  the  gas 
is  passed  through  the  tube  with  a  central  wire,  between  which 
there  is  an  electric  field,  the  positive  and  negative  ions  are 
attracted  to  the  negative  and  positive  electrodes  respectively  and 
thus  removed.  When  the  gas  is  passed  through  cotton  wool  the 
ions  are  caught  by  the  wool. 

659.  EzplanatiOii  of  Saturation  Current — ^The  above  theoiy  also  explains 
the  saturation  curve  for  a  current  between  two  plates.  The  current  is  pro- 
portional to  the  number  of  ions  reaching  the  plates  per  second  and,  there- 
fore, to  the  potential  difference  provided  this  is  not  too  high.  But  when  the 
voltage  reaches  a  certain  value  the  ions  move  so  fast  that  they  practically  all 
reach  the  plates  before  they  have  time  to  recombine,  and  the  current  could 
not  be  increased  further  even  by  a  higher  yoltago»  as  the  number  of  ions 
removed  could  not  be  augmented. 

The  increase  of  current  between  two  plates  when  the  distance  between 
them  is  lengthened  is  also  easily  explained  by  this  theory.  When  the  plates 
are  plaoed  farther  apart  the  volume  of  gas  acted  on  by  the  rays  is  increased 
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and,  oonsequently,  the  number  of  ions  produced  grows  greater  in  the  same 
proportion,  and  a  greater  number  will  reaoh  the  plates  per  second  and  the 
maximum  current  be  raised. 

560.  Effect  of  Conditions  on  Ionization.— The  nature  and  quality  of  the 
ionising  rays  determine  the  number  of  ions  produced  in  any  given  gas. 
Cathode  and  ROntgen  rays,  for  instance,  differ  in  ionising  power  and  even 
Rfotgen  njB  differ  among  themselves  in  this  respect.  Penetrating  rays  of 
any  type  are  usuaUy  less  powerful  ionisers  than  those  less  penetrating.  For 
a  constant  ionising  source  the  number  of  ions  produced  in  a  given  volume 
of  gas  is  found  experimentally  to  be  directly  proportional  to  the  pressure. 
Temperature  on  the  other  hand  has,  as  far  as  is  known,  no  effect  on  ionisa- 
tion,  if  the  density  of  the  gas  is  kept  constant. 

561.  Recombination  of  Ions. — ^When  the  rays  begin  to  ionise  the  gas  the 
ions  gradually  increase  in  number  until  a  steady  state  is  reached,  when  no 
further  increase  will  take  place  no  matter  how  long  the  rays  act.  As  the 
rays  are  continually  producing  ions  they  must  be  disappearing  at  the  same 
rate  as  they  are  being  produced  when  this  steady  state  is  reached.  Being 
positively  and  negatively  chaiged  bodies  and  being  in  motion  they  collide 
and  neutralise  each  other  electrically  and  disappear  as  far  as  producing  any 
conductivity  is  concerned. 

662.  Diffusion  of  Ions. — ^The  ions  of  an  ionised  gas  are  in  motion  and  if 
there  is  an  excess  of  ions  in  one  part  of  the  gas  they  wiU  diffuse  to  the  other 
part.  If  the  ionised  gas  is  in  an  enclosed  vessel  the  ions  will  diffuse  to  the 
sides  of  the  vessel  and  disappear  from  the  gas.  Sometimes,  in  a  veiy  con- 
fined space,  the  loss  of  ions  by  diffusion  is  even  more  important  than  the  loss 
by  recombination. 

A  detafled  study  of  diffusion  has  led  to  the  theory  that  both  the  positive 
and  negative  ions,  at  ordinary  pressures,  consist  of  a  cluster  of  molecules 
surrounding  a  charged  nudeus.  lonisation  is  considered  to  consist  in  sepa- 
rating a  negative  electron  from  the  neutral  molecule  and  then  the  electron 
becomes  loaded  with  a  cluster  of  molecules  and  forms  the  negative  ion  under 
ordinary  conditions.  The  positive  ion  consists  to  begin  with  of  the  molecule 
deprived  of  the  electron  and  then  a  cluster  of  molecules  is  formed  about  this 
positively  chaiged  center.  The  positive  and  negative  ions  diffuse  more 
neariy  at  the  same  rate  in  moist  than  in  diy  gases,  for  in  diy  gases  the  nega- 
tive ion  is  smaller,  but  in  a  moist  gas  it  becomes  more  loaded  up  with  moisture 
than  the  positive  ion  and  its  rate  of  diffusion  decreases  more  rapidly.  As  the 
pressure  of  the  gas  is  lowered  the  coefficient  of  diffusion  of  the  negative  ion 
increases  faster  than  that  of  the  positive  and  it  has  been  shown  that  at  low 
pressures  the  negative  ion  is  the  isame  as  the  electron. 

668.  Ionization  by  Collision. — In  §557  the  current-voltage 
curve  for  a  gas  at  atmospheric  pressure  showed  a  final  maximum 
current.  In  a  gas  at  low  pressures,  in  the  neighborhood  of  1  mm. 
of  mercury  a  new  phenomenon  appears  and  the  corresponding 
curve  for  current  and  voltage  assumes  the  from  shown  in  Fig. 
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447.  For  low  voltages  the  part  of  the  curve  up  to  a  point  A  is 
of  the  same  form  as  the  saturation  curve  at  atmospheric  pressure, 
but  when^he  voltage  is  increased  beyond  a  certain  amount  the 
current  begins  to  increase  again,  at  first  slowly  and  then  very 
rapidly.  The  increase  of  current  beyond  the  point  A  must  be 
caused  by  an  increase  in  the  number  of  ions  due  to  some  cause 
other  than  the  original  ionizing  agency.  This  larger  number  of 
ions  has  been  explained  by  the  theory  that  if  an  ion  is  moving 
with  sufficient  velocity  it  will  produce  more  ions  by  collision  with 

the  molecules  of  the  gas.  A  moving  ion 
possesses  kinetic  energy  and  if  its  velocity 
is  great  enough  it  will  possess  sufficient 
energy  to  ionize  a  molecule  with  which  it 
may  collide.  The  kinetic  energy  depends 
upon  the  velocity  and  this,  in  turn,  depends 
upon  the  electric  field  and  upon  the  oppor- 
tunity  the  ion  has  of  acquiring  speed  among 
the  molecules  of  the  gas.  At  atmospheric 
pressure  the  molecules  are  so  close  together 
that  the  ion  is  not  able,  between  two  collisions,  to  acquire  suf- 
ficient velocity  in  ordinary  electric  fields  to  ionize  a  molecule, 
but  at  low  pressures  the  molecules  are  so  few  in  number  and  so 
far  apart  that  the  ion  may  acquire  sufficient  speed  between 
collisions  to  ionize  any  molecule  which  it  strikes.  This  produc- 
tion of  ions  by  collision  is  only  observed  for  ordinary  electric  fields 
at  pressures  below  about  30  mm. 

The  above  theory  of  ionization  by  collision  furnishes  a  very 
satisfactory  explanation  of  the  electric  spark  through  a  gas  at 
atmospheric  pressure.  There  are  always  in  gases  a  few  ions 
which  may  be  detected  by  the  use  of  sensitive  instruments.  If  a 
voltage  high  enough  to  produce  a  spark  is  established  between  two 
points,  the  few  ions  naturally  present  in  the  field  will  acquire  a 
velocity  sufficient  to  ionize  any  molecules  against  which  they 
strike;  these  new  ions  will  in  turn  produce  more  ions,  and  so  the 
number  will  increase  very  rapidly  until  there  are  enough  to  carry 
a  current,  and  this  current  is  the  electric  spark. 

664.  Charge  carried  by  an  Ion. — It  was  known  for  some  years 
that  if  dust  particles  were  present  in  a  damp  gas  the  water  vapor 
would  condense  around  these  nuclei  when  a  sudden  expansion  of 
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the  gas  took  place.  If  a  beam  of  X  rays  is  allowed  to  fall  upon 
a  steam  jet,  condensation  takes  place,  the  ions  produced  acting 
as  nuclei  on  which  water  vapor  condenses. 

This  property  of  ions  to  act  as  condensation  nuclei  has  been 
utilized  by  J.  J.  Thomson  to  determine  the  absolute  value  of  the 
charge  carried  by  an  ion.  When  an  expansion  takes  place  in 
ionized  air  water  drops  form  around  the  ions  and  fall  under  the 
action  of  gravity.  Sir  George  Stokes  has  shown  that  a  drop  of 
water  of  radius,  r,  falls  through  a  gas  of  viscosity,  ft,  with  the 
velocity,  v,  given  by  the  equation 

where  g  is  the  acceleration  of  gravity.  The  velocity,  v,  can  be 
measured  by  observing  the  rate  at  which  the  cloud  falls  under  the 
action  of  gravity,  and  since  g  and  fi  are  known  r  may  be  deter- 
mined.   If  m  is  the  mass  of  water  deposited  and  n  the  number  of 

4  . 

drops  per  c.c.  then  m^nXn^^,  since  the  density  of  water  is 

unity.  The  amount  of  water  vapor  deposited  when  a  known  ex- 
pansion occurs  can  be  easily  calculated  from  well-known  thermal 
considerations  and,  therefore,  m  may  be  determined.  Knowing 
m  and  r  the  number  of  drops,  n,  which  is  the  same  as  the  number 
of  ions,  is  easily  calculated. 

If  all  the  ions  present  be  extracted  by  an  electric  field  between 
two  electrodes  in  the  usual  way,  the  total  charge  carried  by  all  the 
ions  can  be  measured.  Knowing,  therefore,  the  number  of  ions 
and  the  total  charge  on  them,  the  charge  carried  by  each  one  is 
determined.  By  a  modification  of  this  method  using  a  single 
drop  instead  of  the  cloud  Millikan  has  shown  this  charge  to  be 
equal  to  4.774  XlO~^®  electrostatic  units.  It  has  been  shown 
that  the  charge  acquired  by  such  a  drop  suspended  in  space  is 
always  an  exact  multiple  of  the  elementary  charge.  The  charge 
carried  by  ions  in  hydrogen  and  oxygen  has  the  same  value  and 
does  not  depend  upon  the  source  from  which  they  are  produced. 

666.  Emission  of  Electrons  by  Metals. — ^If  ultrarviolet  light  rays 
fall  upon  the  clean  suf ace  of  a  piece  of  zinc,  sodium,  potassium, 
lithium,  etc.,  which  is  negatively  charged  the  metal  will  lose  its 
charge,  while  if  the  metal  be  uncharged  to  begin  with  it  will  ac- 
quire a  positive  charge.    If  the  metal  is  positively  charged  to 
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begin  with  no  loss  of  charge  takes  place.  These  photo-tiectric 
effects  aa  they  are  called,  have  been  shown  to  be  due  to  the 
liberation  of  negative  corpuscles,  or  electrons,  from  the  metal 
by  the  action  of  the  ultra-violet  light. 

If  a  metal  electrode  be  placed  near  to  a  metal  wire  and  the 
latter  be  then  heated  until  it  begins  to  glow,  a  current  through 
the  gas  will  be  produced  and  the  electrode  will  receive  a  charge. 
A  platinum  wire  heated  to  redness  will  under  some  conditions 
give  a  positive  charge  to  the  other  electrode,  but  if  heated  to  white 
heat  the  charge  is  negative.  The  behavior  of  hot  metals  is 
somewhat  irregular  but  in  general  metals  and  carbon  heated  to 
incandescence  in  high  vacua  give  off  negatively  charged  carriers. 
The  ratio  of  the  charge  to  the  mass  of  these  carriers  has  been  shown 
to  be  the  same  as  for  the  cathode  ray  particles  and  the  electron 
liberated  by  ultra-violet  light  at  low  pressures.  This  along  with 
other  considerations  has  led  to  the  theory  that  these  negative 
corpuscles  are  distributed  throughout  the  volume  of  metals  at  all 
temperatures,  but  when  the  metals  are  heated  to  incandescence 
the  corpuscles  then  acquire  sufficient  energy  to  escape  into  the 
the  surrounding  space. 

666.  Ionization  by  Flames. — If  two  electrodes  are  placed  some  distanoe 
apart  in  an  ordinary  Bunsen  flame  quite  an  appreciable  ouirent  is  observed 
which  may  be  measured  by  a  galvanometer.  If  the  air  surrounding  such  a 
flame  be  drawn  away  from  the  flame  it  is  found  to  be  still  a  conductor.  The 
ions  which  have  been  produced  in  the  gas  by  the  flame  appear  to  be  much 
larger  than  those  produced  in  other  ways,  for  their  velocity  has  been  meas- 
ured and  found  to  be  much  less  than  that  of  other  ions.  It  is  due  to  this 
conducting  power  of  flames  that  when  an  insulator  has  received  an  electro- 
static charge  it  may  be  discharged  by  simply  passing  a  Bunsen  flame  over  it 
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667.  Discovery  of  Radio-Activity. — ^The  phosphorescent  action 
of  Rdntgen  rays  led  physicists  to  investigate  phosphorescent  sub- 
stances and  Becquerd  in  1896  found  that  the  double  sulphate  of 
uranium  and  potassium  emitted  a  radiation  which  produced  an 
effect  upon  a  photographic  plate  similar  to  that  of  X-rays.  He 
later  examined  other  compounds  of  uranium  as  well  as  the  ele- 
ment itself  and  found  that  they  all  possessed  this  power.  Al- 
though the  phosphorescent  action  of  R5ntgen  rays  pointed  the 
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way  to  this  discovery,  it  has  since  been  shown  that  there  is  no 
connection  between  the  rays  emitted  by  uranium  and  its  phos- 
phorescencei  for  some  compounds  which  are  not  phosphorescent 
emit  the  rays. 

Becquerd  and  others  showed  that  these  radiations  from 
uranium  were  capable  of  discharging  electrified  bodies  and  that 
this  power  of  discharging  electrified  bodies  was  due  to  the  produc- 
tion by  these  rays  of  ions  in  the  gas,  similar  to  the  ions  produced 
by  Rontgen  rays. 

If  the  rays  from  uranium  be  allowed  to  pass  between  two  parallel 
plates,  between  which  there  is  a  difference  of  potential,  a  current 
will  pass  through  the  air  just  as  in  the  case  of  a  gas  ionised  by 
R5ntgen  rays.  Thus  suppose  that  A  and  J5  (Fig.  448)  are  two 
insulated  metal  plates.  The  upper  plate  A  is  connected  to  one 
pair  of  quadrants  of  an  electrometer,  the  other  pair  being  to 
earth.  If  a  layer  of  one  of  the  compounds  of  uranium  be  sprinkled 
on  the  plate  B,  as  indicated,  ^p. 


( ^n 


an  ionization  current  will  be 
produced  between  A  and  B.     ^ 

This  property  of  uranium  £artb 

does   not   deteriorate  with         ^  ^"— '>"-  ^  ^— ^ 

time.    Uranium  and   other 

bodies,  which  possess  similar  T 

properties,  are  called  radio-  ^^  ^^ 

active  bodies. 

668.  Other  Radio-actiye  Substances. — Schmidt,  and  inde- 
pendently Mme.  Curie,  discovered  that  the  element  thorium  and 
its  compounds  possess  radio-active  properties.  The  photo- 
graphic action  of  thorium  was  found  to  be  distinctly  weaker  than 
that  of  uranium,  while  the  ionizing  action  was  about  equal  to 
that  of  uranium,  but  was  very  irregular.  A  very  sjrstematic 
examination  of  a  large  number  of  minerals  containing  uranium 
and  thorium  was  then  imdertaken.  Using  the  electrical  method 
the  current  produced  between  two  plates  by  a  given  amount  of 
each  of  the  minerals  was  measured.  The  results  showed  that  all 
minerals  containing  uranium  or  thorium  were  radio-active,  but 
that  several  specimens  of  pitchblende,  as  well  as  some  other 
minerals,  were  several  times  more  active  than  uranium  itself. 
T  is  led  to  the  conclusion  that  there  must  be  some  other  and 
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more  active  substance  in  pitchblende.  M.  and  Mme.  Curie  then 
investigated  this  question  chemically  and  discovered  two  new 
active  bodies. 

The  first  of  these  substances  to  be  separated  by  purely  chem- 
ical means  was  f oimd  to  be  very  much  more  active  than  uranium 
and  it  was  given  the  name  polonium  in  honor  of  Mme.  Curie's 
native  country.  Polonium  differs  from  uranium  in  the  essential 
particular  that  its  activity  is  not  constant  but  gradually  dies 
away.  In  some  cases  it  was  found  that  at  the  end  of  about  six 
months  after  preparation  the  activity  had  fallen  to  half  its  origi- 
nal value. 

The  other  active  substance  discovered  in  pitchblende  was 
found  to  be  enormously  more  active  than  uranium.  In  its  pure 
state  it  is  about  a  million  times  more  active,  and  it  was  called 
radium  by  the  discoverers.  The  quantity  of  radium  in  pitch- 
blende is  almost  infinitesimal,  about  a  ton  of  pitchblende  con- 
taining only  a  few  milligrams  of  pure  radium.  Radium  is  foxmd 
in  varying  quantities  in  a  number  of  minerals  and  in  various 
parts  of  the  world.  For  some  years  the  pitchblende  found  in 
Bohemia  furnished  most  of  the  radium,  but  quite  recently  con- 
siderable quantities  have  been  obtained  from  the  camotite  ores 
found  in  Colorado. 

In  practice  radium  is  not  separated  from  its  compound  but  is 
usually  employed  in  the  form  of  the  bromide,  and  what  is  often 
called  "  pure  radium ''  is  really  "  pure  radium  bromide."  It  also 
forms  other  compounds,  such  as  the  chloride,  sulphate,  etc., 
and  these  salts  are  all  naturally  phosphorescent  and  their 
radiations  produce  phosphorescence  in  various  substances  such 
as  platino-barium  cyanide,  willemite,  etc. 

Debierne,  in  analyzing  residues  from  pitchblende,  discovered 
a  very  active  substance  which  he  called  (ictinium.  The  properties 
of  actinium  are  very  similar  to  those  of  thorium,  but  the  former 
is  very  many  times  more  active  than  the  latter.  Actinium 
besides  being  strongly  radio-active  is  capable,  like  radium,  of 
producing  phosphorescence  in  such  substances  as  zinc  sulphide, 
willemite,  etc. 

669.  Three  Types  of  Rays. — In  examining  the  radiations  from 
uranium  Rutherford  found  that  there  were  two  distinct  types  of 
rays,  one  type  which  were  easily  absorbed  by  solid  bodies,  and  a 
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seoond  type  which  were  more  penetrating  and,  besides,  could  be 
easily  deflected  from  their  path  by  a  magnetic  field.  The  former 
he  called  a  rays  and  the  latter  ^  rays.  Later  it  was  shown  that 
there  was  still  a  third  type  emitted  which  were  extremely  pene- 
trating and  could  not  be  deflected  by  a  magnetic  field.  These 
were  called  y  rays.  The  four  radio-active  substances  uranium, 
thorium,  radium  and  actinium,  imder  normal  conditions,  give 
out  these  three  types  of  rays.  Polonium,  however,  emits  only 
a  rays. 

670.  The  ^  Rays. — Becquerel,  using  the  photographic  method, 
showed  that  the  P  rays  of  radium  behaved  in  every  respect  like 
cathode  rays.  They,  consequently,  must  be  negaHvdy  charged 
parUdes  or  dedrans. 

Combining  deflections,  by  a  magnetic  and  by  an  electric 
field,  in  a  manner  somewhat  similar  in  principle  to  that  used 
in  the  case  of  the  cathode  rays  (§652),  Becquerel  determined  the 
velocity  and  the  ratio  of  e/m  for  the  P  rays.  For  e/m  he  foimd  a 
value  which  does  not  differ  much  from  the  value  found  for  the 
cathode  rays  or  dedrons.  He  observed,  however,  that  the  P 
rays  did  not  all  have  the  same  velocity  as  some  were  bent  more 
than  others.  He  showed  that  the  velocities  varied  from  about 
6X10*  to  2.8X10^*  cms.  per  sec,  the  latter  approaching  very 
nearly  the  velocity  of  light  which  is  3  X 10^*  cms.  per  sec.  The 
P  rays  from  radium  appear,  therefore,  to  be  complex,  being  a 
mixture  of  rays  of  the  same  nature  but  travelling  with  different 
speeds.  The  P  rays  from  uranium  differ  from  those  of  radium  in 
this  respect  for  the  former  appear  to  be  homogeneous. 

671.  Nature  of  the  mass  of  an  electron. — This  complexity  of 
the  P  rays  (or  electrons)  with  regard  to  velocity  led  Kauf mann  to 
examine  whether  the  value  of  e/m  for  these  rays  varied  with  the 
speed.  He  showed  that  e/m  decreased  when  the  speed  increased. 
Assuming  that  the  charge  on  the  P  ray  particle  is  constant  the 
mass  of  the  particle  appears  to  increaae  with  increase  of  velocity. 

Several  mathematical  physicists  have  worked  out  from  purely 
theoretical  considerations  that  the  apparent  mass  of  a  moving 
electron  is  due,  either  wholly  or  in  part,  to  the  electric  charge  in 
motion,  that  is,  when  an  electric  charge  is  moving  it  appears  to 
possess  what  corresponds  to  inertia,  due  to  the  fact  of  its  being 
in  motion.    This  apparent  inertia  according  to  this  view  is  not  due 
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to  material  maas  as  we  are  acciistomed  to  conceive  of  it,  but  is  a 
result  of  the  motion  of  the  electric  charge.  These  theoretical 
considerations  further  show  that  this  apparent  mass,  which 
seems  to  be  electrical  in  origin,  increases  with  the  speed  of  the 
moving  charge.  Experimental  results  seem  to  confirm  the 
theoretical  view  that  the  mass  of  the  dedran  is  due,  wholly  or  in 
part,  to  the  fact  thai  the  dectric  charge  is  in  motion. 

672.  The  a  Rays. — ^The  first  attempts  to  deflect  a  rays  by  a  mag- 
netic field  and  so  ascertain  their  nature  failed.  Rutherford 
succeeded  in  doing  this  by  using  intense  radiation  and  a  very 
powerful  field.  His  apparatus  is  shown  diagrammatically  in 
Fig.  449. 

il  is  a  gold-leaf  electroscope,  jSjS,  a  set  of  parallel  brass  plates 
separated  by  very  narrow  slits  the  width  of  which  was  in  some 
experiments  as  small  as  0.042  cm.  but  varied  for  different  ex- 
periments up  to  0.1  cm.  A  quantity  of  radium,  R,  was  placed 
below  the  slits  and  the  rays  passed  up  through  them  and  into 
the  electroscope  where  they  ionised  the  air.  Of  course,  the  fi 
and  T  rays  were  also  present  but  the  ionization  produced  by  the  a 
rays  was  more  than  nine  times  that  produced  by  the  P  and  f 
rays  combined,  so  their  presence  did  not  affect  the  experiment. 
By  applying  a  magnetic  field  in  a  direction  parallel  to  the  slits 
and  at  right  angles  to  the  plane  of  the  paper  the  rays,  if  they  are 
deviable,  should  be  bent  either  to  the  right  or  left  and  strike  the 

plates  and  be  stopped  before  they  could 
^°^"jrpe=3--//;;tf,>og^i,  emerge  beyond  the  slits.    He  found  that 
'It  by  the  application  of  the  magnetic  field 

over  eight-ninths  of  the  a  radiation  could 
be  cut  off,  showing  that  the  a  rays  could 
be  deviated  by  the  field.  By  a  slight 
modification  of  the  experiment  he  showed 
that  they  were  bent  in  the  opposite  direc- 
tion to  that  in  which  the  P  rays  would  be 
bent,  indicating  that  the  a  rays  must 
carry  a  positive  charge.  He  also  succeeded  in  deflecting  the  a 
rays  by  an  electric  field  using  an  apparatus  similar  to  the  one 
just  described. 

Experiments  show  that  within  the  limits  of  experimental  error 
the  value  of  e/m  is  the  same  for  the  a  rays  emitted  by  the  various 
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radio-active  substances.  The  average  experimental  value  ob- 
tained is  about  6Xl(H  electromagnetic  units.  Assuming  that 
the  charge  on  each  particle  is  the  same,  the  mass  of  the  a 
particles  emitted  by  the  different  substances  is  constant. 

Although  the  mass  is  constant  yet  the  velocity  of  expulsion  of 
the  a  particles  is  not  the  same  for  all  substances,  as  it  is  found  to 
vary  from  1.56X10*  to  2.25x10*  cms.  per  second. 

673.  Mass  and  Nature  of  a  Particle. — These  results  enable  us  to 
obtain  a  more  definite  idea  of  the  mass  and  nature  of  the  a  particle. 
The  value  of  t\m  for  the  atom  of  hydrogen  liberated  in  the 
electrolysis  of  water  is  about  10^  electromagnetic  units,  whfle  we 
have  just  seen  that  for  the  a  particle  e/m  is  5  X 10*.  Rutherford 
showed  that  within  the  limits  of  experimental  error  the  charge 
carried  by  the  a  particle  is  twice  the  charge  carried  by  a  gaseous 
ion  and  consequently  twice  the  charge  on  the  electrolytic  hydro- 
gen ion  or  atom.  It  follows  from  this  that  the  mass  of  the  a 
particle  must  be  four  times  the  mass  of  the  hydrogen  atom. 
Since  it  is  atomic  in  size  and  of  the  same  order  as  the  atom  of 
helium  (whose  atomic  mass  is  3.96  in  terms  of  hydrogen)  and 
since  there  does  not  seem  to  be  any  place  according  to  the  periodic 
law  among  the  elements  for  a  new  one  in  that  part  of  the  series 
the  most  natural  hypothesis  is  that  iht  a  partide  is  an  atom  of 
hdium  carrying  twice  the  ionic  charge  of  hydrogen.  Helium  is 
continually  produced  by  both  radium  and  actinium.  As  a  final 
proof  it  has  been  shown  that  when  a  particles  are  allowed  to 
penetrate  into  a  vacuum  helium  always  accumulates. 

574.  Absorption  of  a  Rays. — ^A  dlstmguishing  characteristic  of  the  a 
rays  is  that  they  are  very  easily  absorbed  when  passing  through  either 
gases  or  solids.  The  proportion  of  the  rays  absorbed  by  a  given  thickness 
of  any  solid  may  be  determined  by  first  measuring  the  saturation  current 
produced  by  the  rays,  and  then  covering  the  radiating  material  with  the 
absorbing  solid  and  again  measuring  the  current  produced  by  the  rays 
after  they  have  passed  through  the  solid.  The  absorbing  layer  must  be 
very  thin  or  else  all  the  rays  will  be  stopped.  The  most  penetrating  a  rays 
known  are  completely  absorbed  by  a  thickness  of  only  about  0.006  cm. 
of  aluminum.  The  penetrating  power  of  the  a  rays  varies  greatly  with  the 
different  substances  from  which  they  are  emitted. 

The  a  rays  are  very  easily  stopped  by  gases,  a  few  centimeters  of  air 
at  atmospheric  pressure  being  sufficient  to  absorb  them,  consequently,  the 
ionisation  produeed  by  them  esdsts  only  within  a  few  centimeters  of  the 
source  from  which  the  rays  come.    The  absorption  by  gases  depends  upon 


608  RADIO-ACTIVITY 

the  density,  being  in  some  cases  proportional  thereto,  but  not  so  in  all 
cases.  The  absorption  of  the  rays  by  gases  is  important  as  the  degree  of 
ionisation  produced  by  the  rays  depends  upon  the  amount  of  the  rays 
absorbed,  the  relative  ionisation  by  the  a  rays  in  gases  being  directly  pro- 
portional to  the  relative  absorption. 

676.  The  x  Rays. — ^The  third  distinct  type  of  rays  given  out  by 
some  of  the  radio-active  substances  differs  very  essentially  from 
the  a  and  ^  rays.  The  y  rays  are  extremely  penetrating,  being 
capable  of  passing  through  large  thicknesses  of  solid  matter. 
For  instance,  the  x  I'&ys  given  out  by  very  strong  radium  bromide 
can  be  detected  after  passing  through  30  cms.  of  iron.  They  are 
very  much  more  penetrating  than  the  X  rays  from  a  very  hard 
X  ray  bulb.  They  ionize  gases  but  to  a  very  much  less  extent 
than  either  the  a  or  ^  I'&ys,  the  ionization  being  very  approxi- 
mately proportional  to  the  density  of  the  gas. 

No  one  has  as  yet  succeeded  in  deviating  the  y  rays  by  either  an 
electric  or  magnetic  field.  Their  great  penetrating  power  and 
their  non-deviability  show  a  close  resemblance  to  very  hard 
X  rays.  We  know  also  that  X  rays  are  produced  by  the  sudden 
stopping  of  a  moving  electron,  and  it  is  reasonable  to  suppose 
that  they  would  be  produced  by  the  sudden  starting  of  an  electron. 
Now  experiment  has  shown  that  x  I'&ys  occur  only  in  conjunction 
with  ^  rays  and  the  ^  rays  we  know  are  electrons.  Consequently, 
it  is  reasonable  to  suppose  that  the  y  rays  are,  like  X  rays,  electro- 
magnetic pulses  produced  by  the  sudden  emission  of  the  ^  particle, 
or  electron  from  the  radio-active  substance.  This  theory  seems 
to  be  supported  strongly  by  the  evidence  at  present  available, 
although  it  is  very  difficult  to  settle  the  question  definitely  by 
direct  proof. 

676.  Production  of  Uranium  X  and  Thorium  X. — Grookes  in 
1900  showed  that  by  a  simple  chemical  process  he  could  separate 
from  uranium  a  constituent  which  was  many  times  more  active 
photographically  than  the  uranium  from  which  it  was  separated 
and,  in  addition,  the  separation  of  this  constituent  left  the  ura- 
nium photographically  inactive.  This  new  and  imknown  con- 
stituent he  called  Uranium  X,  or  Ur.  X.  Becquerel  obtained 
similar  results  using  a  slightly  different  chemical  process,  and,  on 
testing  about  a  year  later  the  Ur.  X  and  the  uranium  from  which 
it  had  been  separated,  discovered  in  addition  the  curious  fact 
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that  the  uranium  had  eompleUif/  recovered  ita  luual  amount  of 
activity  while  the  Ur.  X  had  entirely  lost  ita  ftctivity.  Ruther- 
ford Bod  8oddy  later  succeeded  in  performing  a  similar  chemical 
operation  with  thorium,  separating  a  very  active  constituent  from 
thorium,  which  they  called  Thorium  X  or  Th.  X  and  which  acted 
in  a  manner  very  similar  to  Ur.  X. 

These  phenomena  have  been  thoroughly  examined,  both  by 
the  photographic  and  electrical  methods,  and  it  has  been  found 
ui  the  case  of  uranium  that  after  separation  the  Ur.  X  was  very 
active  photographically  but  inactive  electrically,  because  it  gave 
out  ^  rays  but  no  a  rays,  while  the  uranium  from  which  it  had 
been  separated  was  inactive  photographically  but  still  active 
electrically,  owing  to  the  fact  that  it  gave  out  a  rays  but  practic- 
ally no  ^  rays.    The  Ur.  X  gradually  lost  its  activity,  while  the 
uranium  regained  its  ^  ray  activity  again,  and  the  loss  in  the 
one  instance  and  the  recovery  in  the  other  took  place  at  the  same 
rate.     When  the  Ur.  X  had  lost  half  its  activity  the  uranium  had 
regained  half  its  original  activity  and  each  process  took  about 
20.7  days.    The  way  in  which  this  occurred  is  shown  very  clearly 
by  the  curves  in  Fig.  450  which  represent  the  activity  of  each  at 
different  times    after  separation,   the   ordinates  representing 
activity  and  the  abscisete 
time  in  days.     Similar  re- 
sults but  of  a  slightly  more 
complicated   nature    have 
been  observed  for  thorium, 
but  the  time  taken  for  the 
activity  of  Th.  X  to  decay 
to  half  its  maximum  value 
and  that  of  the  thorium  to 
regam  half  its  activity  have 
been  found  to  be  only  6.84  days. 

These  results  indicate  that  some  process  must  be  continually 
going  on  in  these  substances.  Since  the  Ur.X  which  gives  out  0 
rays  can  be  separated  from  the  normal  uranium  leaving  it  devoid 
of  j3  rays,  therefore,  the  j9  rays  must  arise  from  the  Ur.  X,  and 
since  the  uranium  regains  the  fi  ray  activity  after  separatiOD 
more  Ur.  X  must  be  formed  in  the  uranium  compound  to  give 
rise  to  these  rays.     This  can  be  shown  to  be  true,  for  Ur.  X  can 
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be  separated  a  second  time  after  recovery  has  taken  place.  The 
activity  of  normal  uranium  does  not  change,  consequently, 
there  must  be  a  state  of  equilibrium  in  the  uranium  in  which  Ur. 
X  is  being  formed  at  the  same  rate  as  it  dies  away,  so  that  the 
resultant  activity  remains  constant.  This  is  borne  out  by  the 
fact  that  the  rate  of  decay  of  Ur.  X  is  the  same  as  the  rate  of 
recovery  of  the  uranium  from  which  it  was  separated.  Processes 
of  a  similar  nature  have  been  shown  to  be  continually  taking 
place  in  radium  and  actinium  compounds. 

These  facts,  along  with  a  great  deal  of  additional  evidence, 
some  of  which  we  shall  consider  later,  led  Rutherford  and  Soddy 
to  formulate  the  theory  of  eucceaeive  changee  in  radio-active  eub- 
stances.  According  to  this  theory  the  different  radio-active  sub- 
stances are  gradually  undergoing  a  process  of  transformation  by 
which  they  are  changing  in  regular  succession  from  one  product 
to  another  without  the  help  of  any  outside  agency.  We  shall  see 
later  that  Th.  X,  for  instance,  is  not  lost  when  its  activity  com- 
pletely decays,  but  it  disappears  as  Th.  X  and  changes  into  another 
product  or  substance.  Most  of  these  transformation  prodvcte 
as  they  are  called  give  out  radiations  similar  to  those  we  have 
considered,  but  some  do  not  give  out  any  at  all  and  are,  conse- 
quently, called  rayless  products.  The  rates  at  which  these 
changes  take  place  vary  very  greatly  for  the  different  products, 
some  changes  only  taking  a  few  seconds  to  complete,  while 
others  extend  over  hundreds  of  years.  The  time  it  takes 
any  one  of  these  changes  to  be  AoZ/ completed  is  generally  spoken 
of  as  the  period  of  that  transformation,  as  this  time  is  usually  much 
more  easily  determined  experimentally  with  accuracy  than  the 
time  of  the  complete  change. 

Actinium  possesses  a  corresponding  active  constituent  called 
Actinium  X  with  properties  similar  to  Th.  X. 

S77.  Bnumatioiui  from  Radio-active  Bodiss. — ^The  early  azperlmenten 
on  thorium  obaerved  that  the  radiatfons  given  out  by  thorium  compounds 
were  very  irregular.  Rutherford  investigated  this  irregularity  and  found 
that  it  was  due  to  the  emission  of  some  sort  of  radio-aotive  particles  from 
the  thorium  compound.  To  these  particles  he  gave  the  name  *%manation," 
and  he  found  that  it  was  not  like  the  radiations  which  we  have  already 
considered,  but  acted  in  aU  respects  like  a  gas.  It  will  diffuse  through  porous 
solids  and  through  gases  and  it  may  be  carried  away  by  a  current  of  air. 
It  is  oapable  of  ionising  a  gas  itself  and  of  acting  on  a  photographic  plate. 
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It  does  not  itmlf  oonalvt  of  ions  but  has  the  power  of  producing  ions  in  the 
gas,  for  it  may  be  passed  through  cotton  wool  or  bubbled  through  solutions 
without  losing  its  power  of  ionising  a  gas.  This  differs  from  a  gas  ionised 
in  the  ordinary  way,  for  the  gas  will  lose  its  ions  under  these  drcumstances 
while  the  emanation  does  not. 

The  emanation  Is  not  affected  by  an  electric  field.  The  electric  field 
remoTes  the  ions  produced  by  it  but  does  not  remove  the  emanation  itself. 
The  emanation  cannot,  therefore,  consist  of  charged  particles  like  the  ions. 

Both  radium  and  actinium  compounds  give  out  an  emanation  possessing 
properties  similar  to  the  thorium  emanation,  but  as  far  as  is  known  at  present 
uranium  compounds  do  not  give  off  any  emanation. 

These  emanations  are  chemically  inactive,  not  being  affected  by  the 
strongest  reagents.  They  are  not  altered  by  being  passed  through  a  plati- 
num tube  raised  to  a  white  heat,  nor  by  being  cooled  to  the  temperature  of 
sdid  carbon  dioxide.  The  emanations  can  be  condensed  when  passed 
through  a  tube  immersed  in  liquid  air.  This  is  a  very  important  and  crucial 
experiment,  proving  conclusively  the  gasfous  nature  of  the  emanation. 

Actinium  emanation  may  be  condensed  under  the  same  conditions  as 
thorium  emanations. 

If  the  emanation  be  removed  from  the  thorium,  by  drawing  off  into 
another  vessel  both  it  and  the  air  with  which  it  is  mixed,  its  activity  dies 
away  very  rapidly  with  time.  Also  if  a  quantity  of  thorium  be  placed  in  a 
dosed  vessel  and  the  ionisation  currrent  measured  immediately  and  at 
short  intervals  it  is  found  to  gradually  rise  and  finally  reach  a  steady  state. 
The  rate  at  which  the  current  rises  in  the  closed  venel  is  exactly  the  same 
as  the  rate  at  which  the  separated  emanation  dies  away.  We  have  here  a 
state  of  things  similar  to  the  case  of  thorium  and  Th.  X  where  the  activity 
of  one  rises  at  the  same  rate  as  the  other  dies  away.  An  equilibrum  state 
is  reached  when  the  emanation  is  produced  as  fast  as  it  dies  away. 

The  emanation  is  not  produced  directly  by  the  thorium  but  is  a 
product  of  Thorium  X.  Rutherford  and  Soddy  have  shown  that  when  the 
Th.  X  is  separated  from  the  thorium  the  latter  does  not  give  off  any  ema- 
nation but  gradually  regains  its  emanating  power.  The  separated  Th.  X, 
however,  possesses  strong  emanating  power  but  gradually  loses  it.  These 
processes  take  place  at  exactly  the  same  rate  as  the  loss  and  regain  of  activity 
by  the  Th.  X  and  thorium  respectively,  which  we  have  already  considered. 
Tliis  accounts  for  the  decay  of  the  Th.  X  as  it  is  continually  changing  into 
emanation.  The  emanation  and  Th.  X  are  distinct  substances  having 
distinct  properties.  These  emanations  resemble  somewhat  the  rare  gases 
found  in  the  atmosphere^  being  very  inert  chemically.  Radium  emanation 
is  now  definitely  recognised  as  an  dement  having  an  atomic  weight  of  220 
and  it  has  been  given  the  name  niton. 

67tt.  Excited  Activity. — ^If  a  solid  body  be  exposed  in  a  closed  vessel  to  the 
emanations  from  radium,  thorium  or  actinium  its  surface  becomes  coated 
with  an  extremely  thin  solid  deposit  of  very  radio-active  material.  This 
active  deposit  is  invisible,  even  under  a  microscope,  but  can  be  dissolved  by 
certain  acids  and  when  the  solvent  is  evaporated  again  it  is  left  behind.    It 


512  RADIO-ACTIVITY 

emits  radlatioDB  which  affect  a  photographic  plate  and  ioniie  a  gas.  If  a 
negatively  charged  wire  be  placed  in  a  closed  vessel  containing  the  emana- 
tion the  active  deposit  is  aU  concentrated  on  this  wire  instead  of  being 
distributed  on  the  interior  of  the  vessel.  By  this  means  a  very  small  wire 
may  be  made  intensely  radio-active. 

The  active  deposit  can  be  removed  from  a  wire  by  rubbing  with  sand 
paper,  but  the  quantity  deposited  is  so  extremely  small  that  no  increase  in 
weight  can  be  detected  in  a  wire  which  has  received  an  active  deposit.  This 
active  deposit  is  not  due  to  any  action  of  the  radiations  given  out  by  the 
radio-active  compound  but  is  a  direct  result  of  the  presence  of  the  emanation, 
for  when  no  emanation  is  present  no  active  deposit  is  observed  and,  in  addi- 
tion, the  amount  of  excited  activity  is  always  proportional  to  the  amount  of 
emanation  present. 

If  the  negatively  charged  wire  be  exposed  to  the  emanation  for  several 
hours  and  then  removed  and  its  activity  tested  at  intervals,  it  is  found  to 
gradually  die  away  with  time,  according  to  a  law  exactly  similar  to  that  for 
the  decay  of  the  emanations.  The  excited  activity  from  thorium  decays  to 
half  value  in  about  10.6  hours.  It  requires  time  for  the  excited  activity  to 
be  deposited  on  the  wire  and  the  deposit  increases  until  it  reaches  a  maxi- 
mum. This  rate  of  increase  is  the  same  as  the  rate  of  decrease  of  activity 
when  the  wire  is  removed  from  the  emanation.  There  must,  consequently, 
be  an  exactly  similar  process  going  on  here  as  we  observed  in  connection 
with  thorium  and  Th.  X,  and  with  Th.  X  and  the  emanation.  Just  as  Th. 
X  is  continuously  changing  into  the  emanation  the  emanation  is  gradually 
changing  into  the  active  deposit  and  this  in  turn  must  be  changing  into 
something  else. 

If  the  wire  be  exposed  to  the  thorium  emanation  for  only  a  few  minutes 
instead  of  several  hours  a  different  phenomenon  is  observed  after  removal 
of  the  wire.  Instead  of  beginning  to  decay  immediately  after  removal  the 
activity,  which  at  first  is  very  small,  gradually  increases  until  it  reaches  a 
maximum  in  about  four  hours,  and  then  it  decays  again  at  just  the  same  rate 
as  the  activity  for  a  long  exposure  decayed.  When  the  exposure  is  a  long 
one  no  initial  increase  is  observed.  Rutherford  suggested  that  the  active 
deposit,  instead  of  being  one  substance,  is  really  made  up  of  two  distinct 
substances  one  of  which  is  changing  into  the  other.  He  called  these  two 
substances  thorium  A  and  thorium  B  and  supposed  that  thorium  A  arose 
from  the  emanation  and  was  deposited  on  the  wire  and  then  changed  Into 
thorium  B,  and  then  the  thorium  B  changed  into  something  else.  For  a 
short  exposure  the  deposit  will  consist  almost  entirely  of  thorium  A,  as  very 
little  has  had  time  to  change  into  thorium  B,  and  if  we  suppose  that  thorium 
A  either  gives  out  no  rays  at  all  or  rays  which  produce  a  very  small  amount 
of  ioniiation  compared  with  those  from  thorium  B,  then  the  activity  at  first 
will  be  very  small,  due  almost  entirely  to  the  very  small  portion  of  thorium 
B.  As  thorium  A  changes  into  thorium  B  the  activity  will  increase  until 
the  change  of  A  into  B  just  balances  the  decay  of  B.  Then,  as  more  atoms 
of  B  will  change  per  second  than  are  produced  from  A,  the  activity  will 
gradually  decay.    In  the  case  of  the  long  exposure  this  maximum  has  been 
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reached  before  the  wiie  is  removed  and  tested  and,  consequently,  the  initial 
rise  is  not  observed.  Recent  investigations  show  that  this  active  deposit  is 
more  complex  than  was  at  first  supposed.  It  Is  now  known  that  it  consists 
of  several  distinct  substances. 

An  examination  of  the  active  deposit  from  radium  shows  that  the  trans- 
formations taking  place  are  more  complicated  than  those  of  thorium  and 
actinium.  The  decay  curves  when  measured  by  the  a  rays  are  quite  different 
from  those  obtained  by  the  j9  or  )^  rays.  The  two  latter  give  identical  curves 
showing  that  the  j9  and  f  rays  occur  together.  By  a  process  of  analysis 
similar  to  that  used  for  thorium  it  has  been  shown  that  the  active  deposit 
from  the  radium  emanation  consists  of  even  a  greater  number  of  disUnct 
transformation  products  than  is  produced  by  thorium  or  actinium. 

679.  Heat  Emitted  by  Radium  and  Thoriism. — Curie  and 
Laborde  discovered  that  radium  is  always  hotter  than  its 
surroundings  and  emits  heat  at  the  rate  of  100  calories  per  gram 
per  hour.  It  has  also  been  found  that  thorium  acts  similarly 
though  in  a  minor  degree.  This  is  readily  explained  by  the  high 
velocity  and  kinetic  energy  of  the  a  particles  (§672)  and  the 
readiness  with  which  they  are  absorbed  (§574).  Many  of  the 
particles  that  start  within  the  radio-active  body  are  absorbed  by 
the  body  itself  and  their  kinetic  energy  is  transformed  into  heat. 

680.  Theory  of  Radio-active  Changes. — ^We  have  seen  that  in 
the  radio-active  bodies  continuous  changes  from  one  substance  to 
another  are  taking  place  which  so  far  have  never  been  observed 
in  any  other  class  of  materials.  Each  of  these  substances  is 
entirdy  distinct  from  the  otheri  and  has  distinct  phjrsical  and 
chemical  properties.  They,  however,  gradually  decay  and  each 
one  has  a  distinct  and  definite  period  of  decay  which  dis- 
tinguishes it  from  all  the  others.  How  do  these  changes  come 
about?  The  dbintegration  theory  or  theory  of  successive 
changes  furnishes  the  now  generally  accepted  explanation. 

According  to  the  theory  of  J.  J.  Thomson  atoms  may  be  con- 
sidered complex  structures  consisting  of  systems  of  positively  and 
negatively  charged  particles  in  very  rapid  rotation  and  held  to- 
gether by  their  mutual  forces  in  equilibrium.  According  to  the 
disintegration  theory  this  complex  structure  constituting  the 
atom  of  radium  (which  we  shall  take  as  a  typical  example) 
becomes  by  some  means  unstable  and  one  of  the  positively 
charged  a  particles  is  suddenly  expeQed  with  great  velocity. 
The  structure  of  the  atom  which  remains  is  now  different  and 
constitutes  the  atom  of  a  new  substance,  namely,  the  emanation. 

88 
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The  atoms  of  the  emanation  are  unstable  and  gradually  change 
by  the  expulsion  of  another  a  particle,  leaving  a  new  structure, 
namely,  the  atom  of  radium  A,  and  the  process  is  continued 
throughout  the  successive  changes.  The  processes  are  not  iden- 
tical in  all  instances,  for  in  some  cases  an  a  particle  alone  is  ex- 
pelled, but  in  others  p  particles  are  expelled  accompanied  by  f 
rays,  while  in  others  all  three  types  are  given  out. 

Why  do  these  atoms  suddenly  become  unstable  and  break  up 
without  any  apparent  cause?  Several  explanations  have  been 
offered  to  account  for  this,  but  the  most  probable  one  seems  to  be 
that  if  this  system  of  charged  particles,  of  which  the  atom  prob- 
ably consists,  is  in  rapid  rotation  it  must  be  radiating  energy,  and 
when  sufficient  energy  has  been  radiated  the  mutual  forces  of  the 
system  no  longer  balance  and  one  or  more  of  the  particles  escape  and 
cause  disintegration.  These  atoms  have  an  independent  existence 
and  distinct  physical  and  chemical  properties,  but  they  differ  from 
the  atoms  of  ordinary  non-radio-active  elements  in  the  fact  that 
they  are  not  permanent.  To  distinguish  them  from  ordinary 
atoms  the  term  metabolon  has  been  suggested  as  a  suitable  name. 

A  few  of  these  transformation  products  do  not  emit  any  rptys  at 
aU  and  the  change  from  them  into  the  succeeding  substance 
apparently  takes  place  without  the  expulsion  of  any  particles. 
These  so-caUed  rayless  changes  may  be  explained  in  either  of  two 
ways.  The  new  product  may  be  formed  in  this  case  simply  by  a 
rearrangement  of  the  system  of  charged  particles,  but  not  with 
sufficient  violence  to  expel  any  of  the  system,  or  it  may  be  pro- 
duced by  the  expulsion  of  one  or  more  particles,  but  with  a 
velocity  too  slow  to  ionize  the  gas.  It  has  been  shown  that  when 
the  velocity  of  the  a  particle  falls  below  10*  cms.  per  second  it 
ceases  to  ionize  the  gas,  and  consequently  an  a  particle  expelled 
with  a  velocity  below  this  minimum  would  escape  detection 
since  no  ions  would  be  produced. 

This  latter  hypothesis  suggests  that  all  matter  may  possibly 
be  imdergoing  a  slow  change  in  a  similar  manner,  and  that  the 
reason  this  change  has  been  observed  only  in  the  so-called  radio- 
active bodies  and  not  in  other  non-radio-active  bodies  is  that  in 
the  case  of  the  radio-active  bodies  the  charged  particles  are  expelled 
with  sufficient  violence  to  ionize  the  gas  while  in  other  bodies  they 
may  be  expelled  but  not  With  sufficient  velocity  to  produce  ions. 
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681.  Radio-active  Elements. — ^The  following  table  contains  a 
summary  of  all  the  active  products  at  present  known.  On 
account  of  the  incomplete  state  of  the  subject  this  list  will  in  all 
probability  undergo  in  the  future  slight  changes  as  a  result  of 
further  investigation. 

Table  of  Radio-active  Elements 


Radio-active  products 


Transfor- 
mation 
period 


Nature 
of  rays 
emitted 


Radio-active 
products 


Transfor- 
mation 
period 


Nature 
of  roys 
emitted 


Uranium  I 

pUraniumY... 

Uranium  Xi 

Uranium  Xs 

Uranium  2 

Ionium 

Radium  emanation  (Niton). 

Radium  A 

Radium  B 

Radium  Ci 


In 


Radium  Cs. 


Radium  C 

Radium  D 

Radium  E i  5  dasrs 

Radium  F  (Polonium) 


6X10* 
years 
1.6  days 

24.0  days 

1.16  min. 

2X10« 
srears 
2X10» 
years' 
Ti 

3.86  days 

3  min. 

26.7  min. 

19.6  min. 

1.4  min. 

W  see. 

16.6  years 


136  hours 


fi 

0 

a 
a 

«.  ^ 

a 
a 
0 

0 
a 

0 
0 


Thorium 

I  i 

I  Mesothorium  I 

Mesothorium  n . . . . 

Radlouiorium 

niorium  X 

Thorium  A 

nioiium  B 

Thorium  Ci 

I^ThoriumD 


Thorium  Ci. 


Actinium 

Radio-actinium .... 
Actinium  X 
Actinium  emanation 

Actinium  A 

Actinium  B 

Actinium  C 

Actinium  D 


1.8X10M 
years 
0.6  years 

6.2  hours 

2.02y«aiB 

8.64  days 

64  sec. 

.14  sec. 

10.6  hours 

60  min. 

8.1  min. 

10-11 


19.6  days 
11.4  days 
o.v  see. 
.002  sec. 
86.1  min. 
2.16  min. 
4.71  min. 


No 

rays 

fi 


a 
a 


fi 

«t  0 
fi 


No 

rays 

a 

a 
a 

0 
a 

fi.y 


iVery  recently  another  product  called  Ur  T  has  been  discovered.  It  has  a  period  of  1.5 
days  and  emits  soft  fi  rays  and  probably  a  raya.  It  is  considered  to  be  a  latersl  disintegra- 
tion product  of  uranium. 
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NATURE  AND  PROPAGATION  OF  SOUND 

682.  Sources  of  Sound. — On  hearing  a  sound  we  instinctively 
think  of  its  origin  and  we  are  usually  able  to  trace  it  to  some  body 
which  we  call  the  source  of  the  sound.  To  ascertain  how  a  body 
produces  a  sound  we  may  take  a  body  that  can  be  kept  sounding 
while  it  is  being  observed.  If  a  large  bell  be  made  to  produce 
sound  by  striking  it,  or  a  ^ass  jar  by  stroking  it  with  a  violin 
bow,  a  light  pendulum  hung 
against  the  bell  or  jar  will  be 
kicked  away  at  each  contact.  A 
metal  rod  clamped  at  the  middle 
and  sounded  by  rubbing  one- 
half  of  it  with  a  rosined  doth  or 
glove  will  give  violent  blows  to 
a  pendulum  hung  in  contact  with 
the  other  end.  If  a  violin  be 
held  in  the  hand  and  one  of  the 
strings  be  plucked  or  stroked  by  a  bow,  the  hand  will  tell  us 
that  the  wooden  body  of  the  violin  is  vibrating,  and,  while  the 
vibrations  of  the  body  cannot  be  seen,  those  of  the  string  are 
clearly  visible. 

In  all  cases  in  which  the  action  can  be  observed  closely  enough, 
sounding  bodies  are  found  to  be  in  a  state  of  vibraHan.  In  many 
cases  the  vibrations  are  so  small  or  cease  so  quickly  that  they 
cannot  be  detected.  But  there  is  no  doubt  that  the  head  of  a 
hammer  vibrates  for  a  moment  when  it  strikes  a  naQ  and  the 
board  into  which  the  nail  is  being  driven  also  vibrates  for  a 
moment. 

688.  Media  in  which  Sound  Travels. — ^It  is  well  known  that  the 
clearness  with  which  distant  sounds  are  heard  depends  on  the 
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state  of  the  atmoaphere  and  the  direction  of  the  wind.  Hence  the 
air  is  the  ordinary  medium  of  transmission.  Sound  wiU  not 
travel  in  a  vacuum,  as  can  be  readily  shown  by  placing  an  electric 
bell  under  the  rec^eiver  of  an  air  pump.  The  sound  will  diminish 
as  the  air  is  removed,  but  it  will  be  restored  if  the  air  or  any  other 
gas  is  allowed  to  enter. 

,Sound  is  also  transmitted  by  liquids  and  solids.  If  two  stones 
be  struck  together  under  water  a  loud  sound  will  be  heard  by  an 
ear  held  beneath  the  surface.  A  watch  placed  on  one  end  of  a 
long  table  can  be  heard  by  an  ear  pressed  against  the  other  end 
of  the  table.  Miners  imprisoned  by  an  accident  in  a  mine  some- 
times send  signals  to  the  outer  world  by  blows  of  their  picks  on 
the  rock.  The  approach  of  a  distant  train  or  the  galloping 
of  horses  can  be  heard  by  an  ear  pressed  against  the  ground. 
Beethoven,  who  was  deaf,  heard  some  of  his  own  compositions 
only  by  means  of  a  stick,  one  end  of  which  rested  against  the 
sounding  board  of  the  piano  while  the  other  was  pressed  against 
his  teeth. 

684.  The  Nature  of  Sound* — Since  the  sources  of  sound  are 
vibrating  bodies,  it  follows  that  sound  travelling  through  a 

medium  must  be  a  wave 
motion.  That  it  does  not 
consist,  like  odors,  of  par- 
ticles transmitted  from  the 
source  of  sound  is  shown 
by  the  fact  that  sounds  of 
great  intensity  can  come 
to  us  through  a  layer  of 
smoky  air  without  bringing  the  smoke  with  it. 

Wave  motions  may  be  either  transverse,  like  the  to  and  fro 
motions  of  a  cord,  or  longitudinal,  like  the  compressions  and 
extensions  of  a  spiral  spring,  or  they  may  be  a  mixture  of  both, 
as  in  the  case  of  water  waves.  Now  a  gas  offers  elastic  resistance 
to  compression  and  can,  therefore,  transmit  longitudinal  waves; 
but  it  offers  no  sustained  resistance  to  changes  of  shape,  or  shears, 
and  it  cannot,  therefore,  transmit  transverse  elastic  waves. 
Hence  sound  waves  are  longitudinal  waves  or  waves  of  compres- 
sion and  dilatation. 
To  represent  sound  waves  graphically  we  make  use  of  the 
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device  explained  in  }238,  that  is,  we  take  the  axis  of  absoissse 
in  the  direction  in  which  the  waves  are  travelling  and  draw  ordi* 
nates  to  represent  the  displacements  of  the  air  particles  at  the 
corresponding  points^  although  the  displacements  are  really  in 
the  direction  of  propagation.  These  actual  displacements 
are  in  reality  excessively  minute,  ranging  from  2  or  3  mm. 
in  the  loudest  sounds  to  about  lO-^  mm.  in  sounds  that  are  just 
audible.  Hence  the  ordinates  are  drawn  on  a  greatly  enlarged 
scale.  The  forward  motion  of  the  wave  is  represented  to  the 
mind  by  supposing  the  curve  to  move  forward  with  the  velocity 
of  the  wave.  The  curve  crosses  the  axis  of  absciss®  at  the  middle 
of  a  condensation  or  of  a  rarefaction  and  the  maximum  ordinate 
occurs  at  a  place  of  no  condensation  or  rarefaction.  Sound 
waves  are  sometimes  represented  by  similar  curves  the  ordinates 
of  which  represent  the  degrees  of  condensation  (positive  or 
negative)  at  points  in  the  wave.  Such  curves  are  half  a  wave 
length  ahead  of  (or  behind)  those  that  represent  displacements. 

That  sound  has  all  the  properties  characteristic  of  wave  motions 
in  general  will  appear  in  the  paragraphs  which  immediately  follow. 

686.  Velocity  of  Sound. — When  a  man  is  seen  chopping  a  log 
or  hammering  a  nail  at  a  great  distance,  the  sound  of  each  blow 
is  not  heard  until  some  time  after  the  blow  is  seen.  Steam  may 
be  seen  to  issue  from  a  distant  whistle  before  the  sound  is  heard. 
Fire-alarm  whistles  sounded  simultaneously  may  be  heard 
separately  if  the  observer  is  not  at  equal  distances  from  the 
stations.  Lightning  precedes  thunder.  From  these  facts  it  is 
evident  that  sound  travels  at  a  definite  rate  which  can  be  meas- 
ured. That  this  rate  is  not  as  great  as  the  velocity  of  shells 
fired  by  modern  high  power  guns  is  shown  by  the  experiences  of 
soldiers  in  the  trenches  in  the  European  war.  The  sound  made 
by  a  passing  shell  was  heard  before  that  of  the  firing  of  the  gun 
arrived. 

The  velocity  of  sound  has  been  determined  by  methods  sug- 
gested by  some  of  the  above  experiences.  The  most  accurate  of 
such  direct  determinations  were  made  near  Utrecht  in  1823 
and  near  Paris  in  1822,  and  gave  a  mean  value  of  about  341  meters 
per  second  at  16^G.  The  sounds  observed  were  those  of  the 
firing  of  cannon  at  great  distances  and  care  was  taken  to  reduce 
the  effect  of  wind  by  alternate  observations  of  sounds  travelling 
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in  opposite  directions.  The  velocity  of  sound  in  water  was  found 
in  1827  by  means  of  bells  sounded  beneath  the  water  of  Lake 
Geneva  in  Switzerland.  But  we  shall  see  later  that  there  are 
more  readily  available  laboratory  methods  for  finding  the  velocity 
of  sound  in  gases,  liquids,  or  solids. 

That  sounds  of  different  pitch  travel  at  practically  the  same 
rate  is  shown  by  the  fact  that  music  made  by  a  band  can  be  heard 
as  music  at  a  considerable  distance;  for  if  notes  sounded  at  the 
same  time  were  not  heard  simultaneously  both  harmony  and 
melody  would  be  distorted.  There  is  some  evidence  that  very 
loud  sounds  may  travel  at  somewhat  greater  velocity  than  others, 
but  the  difference,  if  it  exists,  is  slight. 

686*  Formula  for  the  Velocity  of  Sound. — ^From  the  principles 
of  Mechanics  applied  to  waves  of  compressions  and  rarefactions 
Newton  derived  the  formula  which  has  been  stated  in  §251,  namely, 

IE 
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p  being  the  density  of  the  medium  and  E  its  elasticity.  Now  the 
elasticity  of  a  gas  at  constant  temperature,  or  its  Uoihermal 
elasticity,  is  equal  to  the  pressure,  p  (}223) .  But  if  we  substitute 
p,  expressed  in  absolute  units  (dynes  per  square  centimeter) 
in  the  above  we  get  a  result  which  is  much  too  small,  as  Newton 
found.  This  difficulty  was  not  removed  until  Laplace  pointed 
out  that  the  temperature  must  be  momentarily  elevated  in  a 
compression  and  depressed  in  a  rarefaction  as  a  train  of  sound 
waves  passes,  and  that  E  should  therefore  be  taken  as  the  adiabatic 
elasticity,  which,  as  we  have  seen  (§346)  is  itp,  where  «  is  the  ratio 
of  the  specific  heats  of  the  gas  at  constant  pressure  and  at 
constant  volume  respectively.  With  this  condition  the  formula 
becomes 
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and  this  is  found  to  agree  with  experimental  results. 

From  this  formula  it  is  evident  that  the  velocity  of  sound  in  a 
gas  is  independent  of  the  pressure  or  density,  provided  the  tem- 
perature is  constant,  since,  in  accordance  with  Boyle's  law,  p 
is  proportional  to  p.  Thus  at  the  same  temperature  the  velocity 
is  the  same  at  the  top  of  a  mountain  as  in  a  valley.    In  gases  of 
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different  densities  the  velocities  are  inversely  as  the  square  roots 
of  the  densities.  Thus  the  velocity  in  hydrogen  is  four  times  that 
in  oxygen.  Since  the  density  of  water  vapor  is  less  than  that  of 
air,  the  presence  of  water  vapor  in  air,  at  given  atmospheric 
pressure,  isauses  a  slight  decrease  in  the  velocity  of  sound. 

From  the  above  formula  we  can  also  find  how  the  velocity  of 
sound  depends  on  the  temperature  of  a  gas.  For  from  the 
general  gas  law  (§280),  since  density  varies  inversely  as  volume, 
we  see  that  p/p  ^  (p«/pj  (1  -b  a<) .    Hence 


where  v^^ 


#•(1 


+  a<)-v.-v/(l+oO 


the  velocity  at  0®C. 


Vblocitt  of  Sound  in  DumiBaNT  Substancbb  (in  Mxtbbs  pbb 

Sncond)  at  0*C. 

Air 832    Steel 4976 

Hydrogen ^ 12d8    Lead 1420 

Carbon  dioxide 261    Glass 4860 

Freshwater 1436    Pine  wood 8300 

Sea  water. 1464    Wahiut  wood 4800 

Mercuiy 1484    India  rubber 6000 

687.  Mechanical  Effects  of  Sound  Waves. — Sound 
waves  produce  mechanical  effects  by  which  they 
can  be  detected  and  to  some  extent  measured.  A 
very  simple  and  useful  detector  is  a  ''sensitive 
flame/'  that  is>  a  long  slender  gas  jet  issuing  from 
a  very  fine  nozzle  (a  glass  tube  drawn  out  to  a 
fine  point)  under  steady  pressure.  If  the  flow  is 
regulated  until  the  flame  is  just  about  to  flare  or 
become  unsteady,  sounds  of  high  pitch  falling  on 
the  orifice  will  cause  instability  and  the  flame  will 
shorten  greatly  and  ''roar"  like  an  ordinary  gas 
flame  when  the  stopcock  is  too  wide  open.  A  hiss 
or  the  rattling  of  a  bunch  of  keys  is  especially  ef- 
fective. A  Welsbach  flame  turned  very  low  can  be 
made  very  sensitive  to  high  pitched  sounds  (like 
those  on  the  highest  string  of  a  violin). 

A  so-called  "manometric  flame''  is  a  gas  jet  fed 
by  gas  which  passes  through  a  small  box  one  side 
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of  which  is  of  thin  rubber.  Sound  waves  falling  on  the  rubber 
produce  variations  of  pressure  in  the  gas  and  corresponding  vari- 
ations in  the  height  of  the  flame.  If  the  latter  be  viewed  in  a  ro- 
tating mirror,  a  band  of  curved  outline  corresponding  to  the  pe- 
culiarities of  the  sound  will  be  seen. 


Fio.  466 


Fio.  464. 

The  vibrations  of  a  disk  on  which  sound  waves  fall  can  be 
made  visible  by  reflecting  a  beam  of  light  from  a  small 
mirror  connected  with  the  disk.  This  method  has  been  very 
successfully  used  by  Professor  D.  C.  Miller  in  his  "  phonodeik," 

a  fine  fiber  /  attached  at  one 
^--""^      end  to  a  thin  glass  plate  p  is 

-j  wrapped  around  a  tiny  spindle 

which  carries  the  mirror  m. 
A  record  obtained  by  Miller 
will  be  given  later  (Fig.  465)  • 

The  efifeot  of  sound  waves  on  the  ear  consiBts  of  a  vibration  of  the  ear 
drum  produced  by  the  alternating  pressure  of  the  waves.  Their  effect  on 
the  disk  of  a  telephone  is  similar.  The  ^brations  of  the  disk  produce 
alternating  electric  currents  in  the  line  (§525)  and  these  can  be  shown  by  a 
vibration  galvanometer  ( §438)  or  oscillograph  (§524),  or  they  can  be  rectified 
by  a  crystal  rectifier  (§545)  and  shown  by  an  ordinary  galvanometer. 

Sustained  waves  of  any  kind  carry  a  steady  stream  of  energy  from  the 
source  and  falling  on  a  surface  produce  a  sustained  pressure.  In  the  case  of 
sound  waves  this  pressure  is  small.  It  can  be  shown  by  concentrating  the 
loud  sound  produced  by  a  stream  of  sparks  from  an  induction  coil  by  means 
of  a  large  metallic  mirror.  A  small  vane  similar  to  that  of  a  radiometer  placed 
at  the  focus  will  be  set  in  rotation.  Waves  falling  on  a  small  disk  in  a  reso- 
nating tube  (Fig.  456)  tend  to  set  it  at  right  angles  to  the  stream  by  an  action 
somewhat  similar  to  that  described  in  §204.    This  action  has  been  used  in 
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oartlUn  loTMtlcKtloni  on  tha  toaigj  flow  In  loimd  tctm,  by  Lord  Rkyletgli 
and  othen.  No  instrument  of  geneikl  uaefulnew  in  tha  ine«Buienient  of 
•ouad  inteoiity,  ttuit  ii,  of  the  energy  ^oii,  hu  yet  been  deviaed. 

S88.  Photogrsplu  of  Sound  Wares. — Sound  waves  can  be 
photographed,  by  a  method  very  analogous  to  the  method  used 


in  projecting  hpples  ($266).  The  waves  pass  in  front  of  a  photo- 
graphic plate  in  the  dark;  a  single  spark  from  a  distant  Leyden 
jar  illuminstes  the  plate  for  a  moment  and  leaves  a  record  of 
the  condensations  and  rarefactions  owing  to  the  refraction  of  the 
light  aa  it  passes  through  the  sound  wave.     Fig.  4S7  ia  such  a 


record  (by  Foley  and  Souder)  showing  the  reflection  of  a  spher- 
ical wave  of  sound  by  a  plane  surface.    (See  also  $691). 

It89>  Reflection  of  Sound. — Sound,  like  other  wave  motions,  is 
reflected  when  it  falls  on  a  suitable  surface,  and  in  the  process 
it  follows  the  same  laws  as  light  and  radiant  heat,  namdiy,  the 
reflected  and  incident  rays  lie  on  opposite  aides  of  the  normal  to 
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the  surface  and  make  equal  angles  with  it.  The  identity  of  these 
laws  for  sound  and  light  can  be  shown  by  means  of  two  large 
concave  metallic  mirrors  placed  opposite  each  other  with  their 
axes  in  the  same  line.    In  front  of  each  mirror  there  is  a  point, 


» 
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its  principal  focus,  such  that  a  bright  light  placed  at  one  focus 
produces  a  bright  image  at  the  other.  When  these  points  have 
been  found,  a  source  of  sound  of  high  pitch  placed  at  one  focus 
will  produce  an  intense  sound  at  the  other  focus,  as  may  be  seen 
by  its  action  on  a  sensitive  flame.  If  a  singing  arc  light  be 
placed  at  one  focus,  the  light,  heat,  and  sound  will  be  focussed 
simultaneously  by  the  other  mirror,  as  may  be  ascertained  by 
means  of  a  small  screen,  a  thermopile  (§333),  and  a  sensitive 
flame  respectively. 

Reflection  of  sound  gives  rise  to  echoes.  The  echo  from  a 
large  reflecting  surface,  such  as  the  side  of  an  isolated  house,  is 
heard  most  distinctly  when  the  observer  is  in  a  line  perpendicular 
to  the  surface,  and  it  decreases  rapidly  as  he  moves  away  from 
that  line.  Most  of  the  sound  heard  in  an  auditorium  is  reflected 
sound.    This  will  be  referred  to  more  fully  later. 

690.  Refraction  of  Sound. — Waves  are  refracted,  or  their  line 
of  propagation  is  bent  when  they  pass  obliquely  from  one  medium 
into  another  in  which  the  vdocity  is  different  (§256).  The 
refraction  of  sound  cannot  be  shown  satisfactorily  on  a  small 
scale  by  lecture  or  laboratory  apparatus,  but  it  takes  place  on  a 
large  scale  in  nature.  The  chief  causes  of  such  refraction  are 
winds  and  variations  of  temperature  in  the  atmosphere. 

The  velocity  of  a  wind  is  less  nearer  the  surface  of  the  earth 
than  higher  up,  since  near  the  surface  it  is  retarded  by  the  fric- 
tional  resistance  of  the  surface.  When  sound  is  travelling  in  the 
same  direction  as  the  wind  its  resultant  velocity  is  greater  above 


NATURE  AND  PROPAQATION  OF  SOUND 


626 


than  bdow.  Hence  the  waves^  which  always  travel  at  right 
angles  to  their  fronts^  are  tilted  forward,  or  the  direction  of 
their  motion  is  deflected  downward  (Fig.  469,  B).  The  opposite 
effect  takes  place  when  the  sound  is  travelling  against  the 
wind  (Fig.  469,  A).  This  explains  why  sound  is  better  heard 
with  the  wind  than  against  it  and  why  it  is  an  advantage  in  the 
latter  case  to  listen  from  an  elevation. 

Similar  effects  result  from  the  temperature  being  different  at 
different  heightef^in  the  atmosphere.  Usually  on  fine  days  the 
temperature  is  lower  at  an  elevation  and  the  velocity  of  sound  is 
less  there.  Thus  the  waves  are  deflected  upward  as  in  Fig.  469,  A 
and  hearing  near  the  surface  is  poor.  At  night  or  near  sunrise 
or  sunset  the  surface  is  colder  and  the  gradient  of  temperature  is 
less  and  sounds  are  heard  better.  Moreover  on  a  hot  day  the 
air  is  heated  irregularly  by  contact  with  parts  of  the  surface  at 


different  temperatures  and  there  are  numerous  irregular  con- 
vection currents  in  the  atmosphere.  These  cause  irregular 
reflections  and  refractions  of  sound  as  in  the  similar  case  of  light 
passing  over  a  heated  stove.  These  effects  also  help  us  to  under- 
stand why  distant  sounds  are  frequently  heard  most  clearly 
before  a  storm. 

691*  DifEraction  of  Sound. — Diffraction  means  the  bending  of 
waves  around  obstacles  (§266).  It  prevents  the  formation  of 
sharp  shadows.  The  amount  of  diffraction  in  any  case  depends 
on  the  linear  dimensions  of  the  obstacle  compared  with  the  wave 
length  of  the  sound.  A  hill  casts  a  fairly  definite  sound  shadow 
because  it  is  large  in  comparison  with  the  wave  length.  Cases 
have  been  known  in  which  houses  in  the  shadow  of  a  hill  have 
suffered  no  damage  from  very  loud  sounds,  such  as  the  explosion 
of  a  powder  magasine  or  the  firing  of  cannon,  while  the  windows 
of  equally  distant  houses  not  in  the  shadow  were  broken  by  the 
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impact  of  the  sound  waves.  But  small  obstacles,  su^h  as  trees 
and  posts,  cast  no  observable  sound  shadows,  except  when  tested 
by  wave  of  very  short  length.  The  human  head  is  of  sufficient 
size  to  cast  something  of  a  shadow  for  sounds  of  high  pitch.  If 
the  sound  is  to  the  left  or  the  right  of  the  observer,  one  ear  is  in 
this  partial  shadow  and  from  the  relative  intensities  as  heard  by 
the  two  ears  we  judge  of  the  direction  of  the  source.  Long  waves 
produce  about  equal  intensities  at  the  two  ears,  but  at  one  ear 
the  phase  of  the  waves  is  later  than  at  the  other  and  it  has  been 
shown  that  it  is  by  this  slight  difference  that  the  mind  uncon- 
sciously judges  of  the  direction  of  the  source  of  the  sound. 

692.  Hie  Phonograph  and  the  Grammophone. — When  we  speak 
against  the  middle  of  a  thin  elastic  disk  such  as  is  used  in  the 
telephone  transmitter,  the  disk  vibrates  backward  and  forward  in 
unison  with  the  sound  waves.  In  the  phonograph  these  vibra- 
tions are  recorded  on  a  drum  of  hard  wax  that  is  kept  in  rotation 
behind  the  vibrating  disk.  A  short  needle  attached  to  the  vibrat- 
ing disk  presses  on  the  moving  drum  and  the  vibrations  cause 
it  to  plough  a  fine  furrow  in  the  wax.  Thus  the  furrow  is  SkTecord 
of  the  vibrations  of  the  disk.  The  sound  can  be  reproduced  by 
allowing  the  needle  to  travel  again  along  the  furrow,  it  is  thus 
pushed  up  and  down,  following  very  closely  the  motion  that 
produced  the  furrow,  so  that  it  causes  the  disk  to  repeat  its 
original  vibrations  and  the  disk  therefore  reproduces  the  original 
sound.  (It  is  found  better  to  use  different  disks  and  needles  for 
recording  and  reproducing.) 

The  principle  of  the  grammophone  is  essentially  the  same,  but 
the  needle  is  connected  to  the  center  of  the  vibrating  disk  by  a 
lever  in  such  a  way  that  it  moves  sidewise  and  not  up  and  down. 
It  thus  produces  a  transverse  furrow  on  a  rotating  disk. 

MUSICAL  SOUNDS 

6&8.  Characteristics  of  Musical  Sounds. — The  ear  is  remarkably 
acute  in  distinguishing  minute  differences  in  sounds.  In  doing 
so  it  takes  note  of  three  fundamental  properties  in  which  sounds 
differ,  namely,  loudness,  pitch,  and  quality.  These  we  may  call 
the  three  characteristics  of  musical  sounds.  They  and  the 
direction  from  which  the  sound  comes  are  all  that  the  ear  can 
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tell  U6  Bbont  it.    From  these  the  mind  can,  as  a  result  of  long 
experience,  draw  very  rapid  conclusions  as  to  the  nature  of  the  i 
source.    The  words  loudness,  pitch,  and  quality  need  no  defini-  \ 
tion,  as  we  are  more  familiar  with  them  than  with  the  terms  which 
might  be  used  in  defining  them.     But  we  must  remember  taht 
the  words  stand  for  sensations.    Sound  waves  must  have  cor- 
responding characteristics  that  account  for  these  differences  in    1  \ 
the  sensations  of  sound.  * 

6M.  Loudness. — ^If  we  strike  a  beU,  i^  drum,  or  a  violin  string 
very  gently,  the  vibrations  of  the  instrument  will  be  of  small 
amplitude  and  the  soimd  will  be  weak,  but  a  stronger  blow  will 
produce  vibrations  of  greater  amplitude  and  the  sound  will  be 
louder.  Now  it  is  evident  that  the  amplitude  of  the  air  vibrations 
is  greater  the  greater  the  vibrations  of  the  source.  Hence  the 
loudness  of  the  sound  heard  depends  on  the  amplitude  of  the 
vibrations  in  the  waves.  The  same  conclusion  is  reached  by 
considering  that  the  soimd  heard  is  weaker  the  farther  the  hearer 
is  from  the  source.  The  energy  that  falls  on  the  ear  must  be  less 
at  greater  distances  and  therefore  the  amplitude  of  vibration 
must  be  less. 

The  intensity  of  sound  waves  means,  as  in  the  case  of  waves  of 
any  kind  (§259)  the  flow  of  energy  per  unit  time  per  unit  area 
perpendicular  to  the  direction  in  which  the  waves  are  travelling. 
For  simple  harmonic  waves  of  a  given  frequency  the  intensity  is 
proportional  to  the  square  of  the  amplitude  (§§112,  259);  it  is 
also  proportional  to  the  square  of  the  frequency.  Hence  in 
the  case  of  strictly  spherical  waves  spreading  from  a  point  souroe 
the  intensity  would  vary  inversely  as  the  square  of  the  distance 
provided  the  waves  were  not  damped  (§259).  But,  owing  to 
the  presence  of  reflecting  surfaces,  sound  waves  produced  imder 
ordinary  circumstances  do  not  remain  spherical.  There  is  also 
some  damping,  due  to  viscosity  of  the  medium,  which  may  have 
considerable  effect  for  great  distances  of  transmission  out  of  doors, 
and,  as  already  noted,  lack  of  homogeneity  of  the  atmosphere 
causes  dissipation.  For  these  reasons  the  inverse  square  law 
is  not  applicable  to  sound  waves  under  ordinary  conditions  of 
hearing. 

The  intensity  of  sound  waves  and  the  loudness  of  the  sensation 
they  produce  are  related,  but  the  relation  is  not  a  simple  one. 
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The  loudness  of  the  sensation  also  depends  on  the  pitch  of  the 
sound.  But  such  questions  belong  to  Psychology  rather  than 
Physics. 

696*  Pitch. — The  sound  of  a  toy-whistle  is  of  high  pitch  or 
shrill,  that  of  an  automobile  horn  is  of  medium  pitch,  while  the 
tones  of  a  church  bell  are  deep  or  of  low  pitch.  The  physical 
cause  of  these  differences  of  pitch  may  be  shown  by  comparing 
the  different  sounds  that  can  be  produced  by  drawing  a  card  along 
the^^teeth  of  a  comb.  If  it  be  drawn  slowly  a  sound  of  low  pitch 
will  be  heard,  but  if  it  be  drawn  as  rapidly  as  possible  the  sound 
will  be  of  high  pitch.  Every  time  the  card  slips  off  one  tooth  and 
strikes  the  next  an  impulse  is  given  to  the  air.  The  more  numer- 
ous these  impulses  per  second,  that  is,  the  more  air-waves  are 
started  per  second,  the  higher  the  pitch  of  the  sound  will  be. 
Similar  results  are  produced  when  a  machine  saw  cuts  a  board. 
The  rise  and  fall  of  the  pitch  of  the  sound  is  due  to  the  variations 


Fl«.  400.—8aTari'»  wheel.  Flo .  461. — Tiininr-'ork  record. 

of  the  speed  of  the  saw.  Savart's  toothed  wheel  for  showing 
the  cause  of  the  pitch  of  sounds  illustrates  the  same  principle. 

If  a  phonograph  be  driven  at  lower  than  its  normal  speed  the 
pitch  of  every  note  will  be  lowered  in  correspondence  with  the 
decrease  of  frequency  of  the  impulses  imparted  to  the  membrane. 

A  tuning-fork  witii  a  small  spring  stylus  attached  to  a  prong 
can  be  made  to  inscribe  its  vibrations  on  a  revolving  lamp- 
blacked  drum  or  on  a  lamp-blacked  sheet  of  glass  drawn  beneath 
the  fork.  It  is  found  that  for  a  certain  speed  of  drum  or  glass 
the  number  of  waves  recorded  is  greater  the  higher  the  pitch  of 
the  fork.  When  this  experiment  is  made  with  sufficient  care 
the  frequency  of  the  fork  can  be  accurately  measured. 

From  the  above  we  conclude  that  the  pitch  of  a  Mound 
d§pend9  an  the  frequency  of  the  vibraiione  in  the  eound  wave. 
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Now  we  have  already  seen  that  there  ia  a  simple  relation  between 
^equency  and  wave  length  in  a  medium;  they  vary  in  inverse 
ratio,  that  is,  the  longer  the  waves  the  less  the  frequency.  Hence 
we  may  also  say  that  the  pUeh  of  a  sound  depends  on  the  length  of 
the  tound  wave. 

It  must  not  be  concluded  from  the  above  that  &  regular  suc- 
cession of  ur-wavea  produces  the  sen- 
sation of  sound,  no  matter  what  the 
frequency.    The  enormously  rapid  vi- 
brations of  the  wings  of  a  mosquito 
produce  a  sound  of  very  high  pitch 
and  the  slower  vibrations  of  a  hum- 
ming-bird's wings  produce  a  sound  of 
low  pitch;  but  no  note  of  definite  pitch 
is  produced  by  the  flight  of  a  swallow.    In  fact,  to  produce 
sounds  of  definite  pitch  the  frequency  of  the  waves  must  not 
be  less  than  about  20  per  second.     On  the  other  hand  when 
their  frequency  exceeds  about  20,000  per  second  air-waves  do  not 
produce  the  sensation  of  sound  at  all,  though  their  existence  may 
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be  shown  by  their  action  on  a  sensitive  flame  and  other  means. 
The  upper  limit  of  frequency  is  different  for  different  persons 
and  is  lowered  by  advancing  age  and  by  disease  of  the  ear. 

The  syren  is  an  instrument  for  producing  sounds  of  definite 
pitch  by  a  succession  of  puffs  of  air  following  one  another  in  raoid 
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succession.  In  the  simplest  form  of  syren  a  circular  disk  with 
circular  rings  of  holes  is  driven  at  a  high  speed  and  a  puff  is  pro- 
duced every  time  a  hole  comes  opposite  the  end  of  a  tube  through 
which  air  is  driven  under  pressure.  When  the  frequency  of 
succession  of  the  puffs  is  great  enough  to  produce  a  note,  the  pitch 
can  be  raised  by  increasing  the  speed  of  the  disk  or  by  transferring 
the  tube  to  a  ring  in  which  there  is  a  larger  number  of  holes. 
In  the  more  complete  form  of  syren  the  rotation  is  produced  by 
the  compressed  air  as  it  escapes  from  a  box  the  cover  of  which  is 
a  disk  with  a  ring  of  holes  corresponding  to  those  in  the  rotating 
disk.  The  holes  in  the  rotating  disk  and  those  in  the  fixed  disk 
slope  in  opposite  directions  and  the  jets  of  air  impinge  obliquely 
on  the  sides  of  the  holes  of  the  rotating  disk  thus  causing  it  to 
rotate.  The  frequency  of  the  note  is  found  by  means  of  a  suitable 
speed  counter  geared  to  the  rotating  disk. 

596«  Doppler's  Principle. — ^When  an  observer  is  in  motion  to- 
ward a  source  of  sound,  the  pitch  of  the  note  heard  is  higher 
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than  when  he  is  at  rest.  If  the  hearer  is  in  motion  away  from 
the  source,  he  hears  a  lower  note  than  when  he  is  at  rest.  Similar 
results  f oUow  when  the  source  is  in  motion  toward  or  away  from 
the  observer.  The  pitch  of  the  gong  of  a  fire  engine  or  of  the 
whistle  of  a  locomotive  is  higher  when  the  source  is  approaching 
the  hearer  than  when  it  has  passed  and  is  receding. 

When  the  observer  is  in  motion  toward  the  source,  he  re- 
ceives more  waves  in  each  second  than  when  he  is  at  rest.  The 
additional  waves  received  are  those  which  occupy  the  distance,  v, 
which  he  traverses  in  a  second,  and,  if  X  is  the  wave  length, 
these  are  v/X  in  number.  If  V  be  the  velocity  of  sound  and  n 
the  frequency  of  the  source,   7=nX.     Hence  the  increase  in 

frequency  heard  is  j=n  and  the  pitch   as  heard  is  therefore 

(nl+^j.    For  the  case  in  which  the  hearer  is  in  motion  away 
from  the  source  the  sign  of  v  must  be  reversed. 
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When  the  source  is  in  motion  toward  the  hearer  the  effect  is 
a  shortening  of  the  wave  length,,  for  the  source  is  following  after 
the  approaching  waves,  and  the  crests  therefore  come  closer 
together.  If  the  frequency  of  the  source  is  n  and  its  velocity  is 
V,  during  each  vibration  it  travels  a  distance  v/n  and  each  wave 
length  is  shortened  by  this  amount.     Hence  the  wave  length  of 

the  sound  heard  is  not  X  =  ~  but  X'  =  ( )  and  the  frequency 

n  \n     n/ 

.   V        V 

of  the  note  heard  is  n=^ w-    K  the  source  is  receding  the  sign 

X      V—v 

of  V  must  be  reversed. 

The  above  two  expressions  do  not  differ  appreciably  if  v  is 
small  compared  with  V. 

If  a  vibrating  tuning  fork  on  its  sounding  box  be  moved 
rapidly  toward  a  wall  or  blackboard,  an  observer  will  hear  two 
notes  of  different  pitch.  One  is  the  note  heard  directly  from  the 
receding  tuning  fork  and  is  lowered  in  pitch  by  the  motion. 
The  other  note  is  due  to  the  waves  reflected  from  the  wall  and 
this  is  raised  in  pitch.  The  interference  of  these  two  notes 
produces  beats. 

597'  Scale  of  Musical  Sounds. — The  difference  of  pitch  of  two 
sounds  is  called  the  interval  between  them.  In  the  practice  of 
music  these  intervals  are  learned  by  ear,  but  in  scientific  work  an 
interval  is  stated  by  giving  the  ratio  of  the  frequency  of  the 
higher  sound  to  that  of  the  lower.  Certain  intervals  have  re- 
ceived particular  names.  Thus  the  interval  between  two  sounds 
whose  frequencies  are  as  2 : 1  is  called  an  interval  of  an  octave. 

A  certain  succession  of  notes  intermediate  between  a  note 
and  its  octave  has  been  found  suitable  for  musical  purposes  and 
is  called  a  musical  scale  (major  diatonic  scale).  These  notes  are 
called  by  the  letters  of  the  alphabet  from  A  to  G.  Notes  which 
are  each  an  octave  above  one  of  these  are  called  by  letters  from 
a  to  gy  those  still  higher  are  called  a'  to  ^,  a"  to  gf\  etc. 


9/8   10/9  16/15  9/8   10/9   \ 

9/8  16/15 
6—  c 

C               a               ^       J               Q              CL 

24  :  27  :  30:32  :  36  :  40 

:   45  :  48 

261    294    316  348   391    435 

489  522 

256          320      384 

512 

In  the  above  the  second  line  contains  the  letters  for  these  notes 
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Qn.  the  scale  of  G  major)  and  in  the  first  line  the  fractions  that 
measure  the  intervals  between  consecutive  notes  are  given* 
In  the  third  line  is  a  series  of  numbers  such  that  the  ratio  of  any 
two  is  the  number  that  measures  the  interval  between  the 
corresponding  notes.  These  we  shall  call  the  ^proportional 
numbers''  of  the  scale.  The  next  line  contains  the  actual  fre- 
quencies  of  these  notes  according  to  the  most  common  method 
of  timing  orchestral  instruments  C International''  or  Low  Pitch). 
These  numbers  actually  vary  slightly  in  different  orchestras  but 
their  ratios  remain  the  same.  It  may  be  noted  that  these 
numbers  are  equal  to  the  proportional  numbers  multiplied  by 
10}.  The  last  line  contains  the  frequencies  of  these  notes  as 
it  has  been  for  a  long  time  the  custom  to  use  them  in  scientific 
work.  These  are  equal  to  the  proportional  numbers  multiplied 
by  lOf 

Some  other  intervals  in  the  scale  are  named  from  the  order  of 
the  notes  reckoned  from  the  first.  Thus  the  interval  from  the 
first  to  the  fifths  that  is,  from  C  to  0,  is  called  an  interval  of  a 
fifth.  From  the  proportional  numbers  we  find  that  an  interval 
of  a  fifth  is  equal  to  36/24  or  3/2.  It  will  readily  be  seen  that 
the  intervals  from  E  to  B  and  from  F  to  c  are  also  intervals  of  a 
fifth  (3/2).  The  interval  C  to  F  is  called  an  interval  of  a  fourth 
and  is  equal  to  4/3,  as  are  also  D-0,  E-A,  0-c.  The  intervals 
C-E,  F-A,  Q-B  are  intervals  of  a  third  equal  to  6/4.  C-D^ 
D-Ef  G-A,  A-B  are  all  called  whole  tone  intervals,  for  while 
they  differ  slightly  the  difference  is  only  that  between  10/9 
and  9/8  and  can  hardly  be  detected  by  most  ears.  The  intervals 
E-F  and  B-^  are  much  snudler  and  are  called  semi-tone  intervals. 
For  musical  purposes  intermediate  notes  named  from  these  same 
letters  but  '^ sharped"  or  "flatted"  (the  black  keys  on  a  piano) 
are  used,  but  further  information  on  this  subject  belongs  to  the 
study  of  music. 

698«  Quality. — Two  musical  sounds  of  the  same  pitch  and 
loudness  may  seem  to  the  ear  to  be  quite  different.  If  the  note 
C  be  sounded  on  a  violin  and  on  an  organ,  and  be  also  sung,  the 
ear  will  recognize  the  source  at  once.  This  difference  we  call  a 
difference  in  quality. 

On  what  does  quality  depend?  We  had  no  difficulty  in 
connecting  loudness  with  the  amplitude  of  the  wave-motion  and 
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Fio.  465.— Different  forms  of  watm. 


pitch  with  the  wave  length.  Evidently  quality  must  depend  on 
the  only  other  property  in  which  air-waves  differ,  namely,  the 
wave-form  as  shown  by  curves  representing  the  waves.  Fig.  465 
shows  three  waves  of  the  same  amplitude  and  length  but  of 
different  forms.  The  upper  is  what  we  have  called  a  simple 
harmonic  wave  and  is  the  form  of  wave  given  off  by  a  tuning- 
fork  or  an  organ-pipe  when 
sounded  very  softly.  The 
second  is  more  like  the  wave 
from  a  violin  string  and  the 
third  like  the  wave  from  the 
human  voice  when  singing 
the  vowel  ah  (Miller).  But 
voices  differ  greatly,  and  two 
voices  singing  the  same  note 
produce  waves  of  somewhat 
different  form.    The  same  is  true  of  waves  emitted  by  a  violin. 

699*  Haimonics. — Notes  with  frequencies  2,  3,  4,  etc.  times 
the  frequency  of  another  note  are  called  harmonics  of  the  latter. 
Thus  if  the  frequency  of  C  is  256,  the  first  harmonic  of  C  is  c 
which  has  a  frequency  of  512  and  is  an  octave  above  C.  The 
second  harmonic  of  C  is  a  note  with  a  frequency  of  768  and  since 
768/512  is  the  same  as  3/2,  the  second  harmonic  of  C  is  a  fifth 
above  c,  that  is,  it  is  g.  The  third  harmonic  of  C  has  a  frequency 
of  1024  and  since  1024/512  is  the  same  as  2/1,  it  is  an  octave  above 
c  or  two  octaves  above  C.    Hence  it  is  &. 

Briefly  stated,  notes  whose  frequencies  are  2N,  3N,  4iV,  etc., 
are  called  the  harmonics  of  the  note  whose  frequency  is  N  and 
the  latter  is  called  the  fundamerUal  of  the  harmonics. 

If  we  now  sound  together  such  a  series  of  notes,  either  with 
tuning-forks  or  on  a  piano,  it  will  be  f oimd  that  (up  to  the  seventh 
in  the  series)  they  combine  together  so  harmoniously  that  it  may 
be  difficult  to  hear  them  separately.  Thus  the  term  harmonic 
is  very  appropriate. 

600*  Overtones. — If  the  sound  from  a  large  bell  be  listened  to 
attentively,  it  will  be  found  that  it  consists  of  several  sounds  of 
different  pitch.  The  deepest  of  these  is  called  the  fundamental 
of  the  bell  and  the  others  are  called  overtones  of  the  bell.  The 
intervals  between  these  overtones  may  be  quite  different  on 
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different  bellB.  In  some  casea  the  combination  is  such  that  the 
sound  of  the  bell  is  pleasing.  Other  bells  give  an  unpleasing  or 
harsh  combination.  A  note  produced  on  a  violin  by  a  beginner 
is  apt  to  consist  of  an  unpleasant  combination  of  a  fundamental 
and  overtones,  while  an  accomplished  violinist  has  learned  how 
to  produce  an  agreeable  combination. 

The  difference  between  the  terms  harmonic  and  overtone  should 
be  noted.  Harmonics  refer  to  notes  however  they  may  be  pro- 
duced. When  we  are  given  the  frequency  of  a  fundamental  we 
can  at  once  calculate  the  frequencies  of  its  harmonics  by  multi- 
plying by  2, 3, 4,  etc.  Overtones  refer  to  a  particular  instrument. 
An  overtone  of  an  instrument  may  not  be  a  harmonic  of  the  funda- 
mental, but  we  shall  see  that  the  overtones  of  some  instruments 
are  harmonics  of  their  fundamental  tones. 

QOh  Elementary  and  Compound  Sounds. — Most  people  can 
without  any  special  training  distinguish  a  single  sound  from  a 
mixture  of  sounds.  Thus  a  tuning  fork  emits  a  single  sound 
when  it  is  struck  gently.  When  it  is  struck  violently,  or  when  two 
tuning  forks  are  sounded  at  the  same  time,  the  ear  can  usually 
tell  us  that  a  mixture  of  sounds  is  heard. 

A  well-trained  ear  is  capable  of  doing  more  than  this.  For 
example,  it  can  detect  that,  when  a  single  piano  string  is  struck, 
the  sound  produced  is  not  single  but  consists  of  a  fundamental 
and  various  harmonics.  Thus  the  ear  can  do  for  musical  soimds 
what  the  chemist  can  do  for  chemical  compounds,  namely, 
resolve  them  into  their  elements.  The  simple  or  elementary 
soimds  of  music  are  those  in  which  the  ear  can  detect  no  mixture 
of  sounds.  These  are  called  pure  tones.  This  at  once  suggests 
another  question.  What  is  the  difference  of  the  wave  form  of  a 
pure  tone  and  that  of  a  mixed  note,  consisting  of  a  fundamental 
and  harmonics? 

Now  we  have  already  seen  that  there  are  means  by  which  a 
vibrating  body  can  be  made  to  record  the  form  of  its  vibrations 
(§595).  By  these  it  is  found  that  the  vibrations  of  a  body  emitting 
a  pure  tone  are  simple  harmonic  and  the  sound  loaves  U  emits  are 
simple  harmonic  waves.  We  have  also  seen  that  simple  harmonic 
waves  of  different  length  when  added  together  produce  complex 
waves  which  may  differ  markedly  from  the  simple  harmonic  form. 
Thus  harmonics  present  with  a  fundamental  alter  the  form  of  the 


MUSICAL  SOUNDS  636 

wave,  and  it  is  this  wave  form'  that  determines  the  quality  of  the 
sound  heard. 

602.  Beats  Between  Sounds. — ^When  a  white  key  and  an  adj  a- 
cent  black  key  near  the  bottom  of  the  keyboard  of  a  piano  are 
struck  at  the  same  time,  a  distinct  throbbing  of  the  sound  can 
be  heard.  The  throbs  are  slow  and  can  almost  be  counted. 
When  the  same  is  tried  higher  up  on  the  keyboard,  the  throbs  are 
more  rapid.  Throbs  produced  by  two  sounds  of  nearly  the  same 
pitch  are  called  beats. 

If  two  tuning  forks  of  nearly  the  same  pitch  and  mounted  on 
their  sound  boxes  be  thrown  slightly  out  of  unison  by  attaching 
a  small  piece  of  wax  to  a  prong  of  one,  and  if  they  be  then 
sounded  strongly  by  a  bow,  beats  slow  enough  to  be  counted 
will  be  heard.  When  a  larger  piece  of  wax  is  used  the  difference 
of  pitch  of  the  forks  is  increased  and  the  frequency  of  the  beats 
also  increases.  In  fact  in  all  cases,  the  frequency  of  the  beats 
between  two  notes  is  equal  to  the  difference  of  the  frequencies  of  the 
notes,' 

Since  beats  are  due  to  two  wave  trains,  of  different  wave 
lengths,  coming  to  the  ear  at  the  same  time,  they  are  the  result 
of  what  we  have  called  interference  of  waves  (§247).  Fig.  162 
may  be  taken  as  representing  the  production  of  beats  between 
two  trains  of  sound  waves. 

603*  Nature  of  Vocal  Sounds. — A  vowel  is  a  sustained  sound  of  a  variable 
pitch  produced  by  holding  the  vocal  cords  and  the  resonating  cavities  of  the 
mouth  and  throat  in  definite  configurations,  while  consonants  are  explosive 
noises  produced  by  the  changes  in  the  vocal  organs  preceding  or  following  a 
vowel  sound.  Vowels  uttered  by  the  same  voice  at  the  same  pitch  differ 
in  quality.  Fig.  465  shows  a  record  obtained  by  Miller  for  the  vowel  ah  in 
father  at  a  pitch  of  182  by  means  of  his  phonodeik  ($587).  The  precise 
cause  of  the  difference  of  quality  of  different  vowels  has  been  a  matter  of 
long  dispute.  The  first  and  natural  supposition  was  that  a  certain  vowel 
consisted  of  a  definite  combination  of  a  fundamental  and  its  harmonics  in 
fixed  proportions,  whatever  the  pitch  of  the  fimdamental  might  be.  If  so 
the  curve  of  Fig.  465  would  be  of  the  same  form  (for  the  same  voice)  whatever 
the  pitch  of  the  fundamental  might  be.  This  is  contrary  to  results  obtained 
by  Miller  and  others.  Helmholti  maintained  that  in  a  particular  vowel 
sound  there  was  a  definite  overtone  characteristic  of  the  vowel  and  having 
the  same  frequency  no  matter  what  the  pitch  of  the  fundamental  might  be. 
Miller  found  that  at  whatever  pitch  (between  129  and  259)  the  vowel  ah 
was  sounded,  60  per  cent,  of  the  energy  was  concentrated  in  an  overtone  of 
about  920  which  was  nearly  but  not  quite  constant.    When  a  phonograph 
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is  driven  at  lees  than  its  normal  speed,  the  quality  of  a  vowel  in  a  singer's 
record  is  altered.  This  is  contrary  to  the  first  view,  since  the  change  of 
speed  does  not  change  the  reUUtve  pitch  and  energy  of  the  combination  of 
fundamental  and  overtones. 

604>  Difference  Tones^ — When  beats  between  two  tones  are  sufficiently 
rapid  they  coalesce  and  form  a  distinct  beat  tone,  which  may,  however,  be 
very  weak.  The  frequency  of  the  beat  tone  is  the  difference  of  the  fre- 
quencies of  the  separate  tones  and  when  it  is  distinctly  audible  it  is  usually 
much  lower  than  either  component.  When  careful  attention  is  paid,  the 
beat  tones  between  two  piano  strings  or  two  violin  strings  can  be  deariy 
heard  and  faint  though  the  sounds  may  be  they  have  a  distinct  effect  on 
the  musical  quality  for  trained  ears.  Beat  tones  may,  if  of  too  low  a  pitch 
to  awake  resonance  in  the  instrument,  which  is  the  case  when  the  beating 
tones  are  on  the  lower  strings  of  a  violin,  be  an  effect  purely  in  the  ear,  while 
the  instrument  itself  may  resonate  to  higher  beat  tones. 

SOURCES  OF  MUSICAL  SOUNDS 

606*  Musical  Instrumeiits. — The  number  of  musical  instruments 
is  so  great  that  only  a  few  can  be  referred  to  here.  They  may  be 
most  simply  classified  according  to  the  kind  of  body  that  is 
started  vibrating  in  order  to  produce  the  sound. 

Vibrating  cords  are  used  in  violins,  pianos,  harps,  etc.  In  an 
orchestra  these  are  called  stringed  instruments. 

Vibrating  columns  of  air  are  used  in  organs,  flutes,  clarinets,  etc. 
These  are  called  vdnd  instruments. 

Vibrating  rods,  plcUes,  bdls,  and  membranes  are  used  in  what  are 
called  percussion  instruments  because  they  are  sounded  by  striking. 

606*  Vibrations  of  Cords. — We  have  already  considered  cases 
of  vibrations  on  cords  when  the  vibrations  are  slow  enough  to 
be  followed  by  the  eye  (Figs.  137,  160).  When  such  waves 
are  continually  reflected  from  both  ends  the  cord  can  divide  up 
into  vibrating  segments  of  stationary  waves.  Each  such  seg- 
ment is  half  of  a  wave-length  in  length.  We  shall  now  consider 
vibrations  on  a  cord  when  they  are  rapid  enough  to  produce 
sound  waves,  but  there  is  no  essential  difference  between  the 
two  cases. 

When  a  cord  stretched  between  two  supports  vibrates,  it  moves 
to  and  fro  between  two  opposite  extreme  positions.  The  forms 
of  the  cord  in  the  two  extreme  positions  can  be  found  by  photo- 
graphy and  in  other  ways  and  they  are  foimd  to  depend  on  the 
way  in  which  the  cord  is  started.    The  simplest  case  is  when 
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the  cord  is  very  gently  bowed  at  the  middle.  In  this  case  the 
form  is  that  of  half  of  a  simple  harmonic  wave,  and,  as  might 
be  expected,  the  note  produced  is  a  pure  or  elementary  tone. 
The  wave-length  is  therefore  22,  where  { is  the  length  of  the  cord. 
Now  the  velocity  of  waves  equals  the  product  of  frequency  and 
wave-length  or  v=n\.    Hence 

V 

and  since  the  value  of  v  is  (§260)\/r/m,  T  being  the  tension 
and  m  the  mass  of  unit  length  of  the  cord, 

From  this  we  see  that  the  frequency  is  inversely  proportional 
to  the  length.  By  shortening  the  '' string"  a  violinist  produces 
a  higher  note. 

The  frequency  is  also  proportional  to  the  square  root  of  the 
tension.    To  tune  a  violin  string  a 

to  the  proper  pitch  the  tension 
is  increased  or  decreased  by 
turning  a  peg  on  which  one  end 
of  the  string  is  wound. 

Finally  the  frequency  is  pro- 
portional inversely  to  the  square 
root  of  the  mass  of  unit  length. 
A  violin  has  four  strings,  the 
thickest  being  used  for  the 
lowest  notes  and  the  thinnest  ^^  ^^ 

for  the  highest  notes. 

The  vibration  of  a  violin  string  is  maintained  by  the  bow,  which 
alternately  grips  and  slips  on  the  string.  The  sound  is  not 
emitted  directly  by  the  strings  bu  by  the  resonating  body  of  the 
instrument. 

607*  Overtones  of  Cords* — A  cord  can  also  divide  into  2, 
3,  4,  etc.,  vibrating  segments,  as  we  have  already  seen  in  Fig. 
137  and  this  is  true  whether  the  vibrations  are  too  rapid  to 
be  followed  by  the  eye  or  not.  To  produce  vibrations  with  two 
segments  on  a  cord  touch  it  lightly  at  the  center  and  bow  one-half 
(Fig.  466,  £)•    It  will  be  seen  that  both  halves  vibrate  and  the  ear 
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will  hear  a  note  higher  by  an  octave  than  the  fundamental. 
This  is  the  first  harmonic  of  the  fundamental.  If  the  finger  be 
one-third  of  the  length  of  the  string  from  one  end,  and  either 
the  shorter  or  the  longer  part  of  the  string  be  bowed,  the  note 
will  be  the  second  harmonic  of  the  fundamental,  and  so  on.  In 
this  way  the  violinist  can  produce  a  great  variety  of  harmonics  on 
the  various  strings. 

Thus  the  overtones  of  a  cord  are  harmonics  of  the  fundamental. 
To  explain  why  this  should  be  so  let  us  suppose  that  in  any  case 
the  number  of  segments  is  N.  Then  if  I  is  the  length  of  the  cord, 
the  length  of  each  segment  is  {/  N  and  the  wave-length  is  therefore 
2]J/iV.    From  this  and  the  general  relation  v  =  nX,  we  get 

V     vN 


n  = 


X     2/ 


Now  I  is  the  constant  length  of  the  cord  and  v  is  also  constant 
so  long  as  th^  tension  of  the  cord  is  unchanged.  Hence  if  we  give 
values  1,  2,  3,  to  N  we  see  that  the  frequencies  are  as  1,  2,  3,  etc. 

608*  Complex  Vibrations  of  Cords. — ^While  we  have  described 
separately  the  different  ways  in  which  a  cord  can  vibrate  they 
can  in  reality  take  place  at  the  same  time.  When  a  cord  is  bowed 
at  one-fourth  of  its  length  from  one  end,  a  good  musical  ear  can 
detect  both  the  fundamental  and  the  first  harmonic.  Or  if, 
while  it  is  vibrating  in  this  condition,  it  be  lightly  touched  at  the 
middle,  the  fundamental  will  cease,  but  the  first  harmonic  will 
be  heard  to  continue  for  a  moment.  In  a  similar  way  we  can 
show  that  other  harmonics  are  present. 

The  particular  overtones  that  are  present  in  the  complex 
vibrations  of  a  cord  depend  chiefly  on  where  it  has  been  struck  or 
bowed,  for  it  is  evident  that  no  form  of  vibration  that  would 
require  the  point  struck  to  be  a  node  can  be  present.  Some  of 
the  possible  combinations  are  more  pleasing  than  others.  The 
most  pleasing  combination  seems  to  be  when  the  cord  is  struck 
at  about  one-eighth  from  one  end  and  this  is  the  actual  practice 
in  the  piano  and,  to  some  extent,  in  the  bowing  of  the  violin 
also. 

The  explanation  of  the  coexistence  of  different  forms  of  vibra- 
tion depends  on  the  fact  that  waves  of  different  length  can  travel 
along  the  cord  at  the  same  time.    Each  such  train,  being  reflected 
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at  the  ends,  produces  its  own  system  of  nodes  and  vibrating 
segments. 

The  form  of  the  resultant  wave  on  the  string  evidently  depends 
on  the  particular  combination  of  vibrations  present,  and  for 
each  combination  there  is  a  distinct  characteristic  quality  of  the 
complex  soimd  heard.  This  is  another  proof  that  the  quality  of 
a  sound  depends  on  the  form  of  the  wave  that  causes  it. 

609.  Vibrations  of  Air  Columns. — ^Air  in  a  tube  open  at  one  or 
both  ends  can  be  made  to  vibrate  and  emit  a  musical  sound  by 
blowing  across  an  open  end.  Blowing  with  different  degrees 
of  strength  will  produce  notes  of  different  pitch.  Gentle  blowing 
will  produce  the  lowest  note  and  we  shall  consider^this  first. 

Let  us  first  suppose  that  the  tube  is  closed  at  one  end  and  for 
brevity  let  us  call  this  a  stopped  tube.  The  vibrations  of  the  air 
column  are  stationary  waves  (Fig.  467,a). 
Compressions  started  by  the  blowing  **  A  A  A 
the  open  end  travel  to  the  closed  end  and 
are  there  reflected,  so  that  the  motion  at 
any  point  in  the  tube  is  due  to  the  super- 
position of  two  trains  of  waves  travelling  in 
opposite  directions.  The  closed  end  is  a 
place  of  no  motion  and  is  therefore  a  node 
of  the  stationary  waves.  The  open  end  is 
a  place  of  the  greatest  freedom  of  motion 
and  is  therefore  the  middle  of  a  loop  or 
vibrating  segment.  Now  the  distance  from  a  node  to  the  mid- 
dle of  a  vibrating  segment  is  one-fourth  of  a  wave-length,  \. 
Hence,  if  I  be  the  length  of  the  tube, 

iX=I        or        X=4Z 
If  the  tube  is  open  at  both  ends,  it  is  found  that  there  is  a 
node  at  the  middle  (Fig.  467d),  while  the  ends  are  middles  of 
loops.     Hence  it  is  readily  seen  that 

iX  =  il        or        X=2Z 

From  this  we  see  that  a  stopped  tube  and  an  open  tube  of 
the  same  length  produce  waves  with  lengths  as  2  to  1  and  the 
notes  have  therefore  frequencies  as  1  to  2,  since  frequency  varies 
inversely  as  wave-length.  The  note  of  the  stopped  tube  is 
therefore  an  octave  below  that  of  the  open  tube. 
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Strictly  ipeaking  an  open  end  is  not  exactly  the  middle  of  a 
loop,  for  a  condensation  returning  to  the  open  end  does  not  reach 
full  freedom  of  expansion  imtil  it  has  passed  out  a  short  distance. 
It  has  been  found  that  the  middle  of  the  loop  is  in  reality  about 

.6  of  the  radius  of  the  tube  beyond  the  open  end. 
610*  Resonance  of  Air  Columns. — If  over  the 
open  end  of  a  stopped  tube  we  bring  a  vibrat- 
ing tuning  fork  of  the  same  frequency  as  the 
lowest  note  which  the  tube  will  emit,  resonance, 
or  response  of  the  tube  to  the  fork,  will  take 
place  and  the  note  of  the  fork  will  come  out 
strongly.  A  tube  of  variable  length  can  be  timed 
exactly  to  the  pitch  of  the  fork  and  for  this  pur- 
pose a  tube  closed  at  the  lower  end  by  a  column 
of  water  that  can  be  raised  or  lowered  is  suit- 
able. An  open  tube  with  an  extension  piece 
that  slips  over  the  end  of  the  tube  can  be  tuned 
to  a  fork.  If  a  stopped  tube  and  an  open  tube 
be  tuned  to  the  same  fork,  the  former  will  be 
half  as  long  as  the  latter. 
The  interaction  between  the  fork  and  the  tube  is  similar  to 
that  between  the  hand  and  a  swing  when  the  latter  is  being 
started.  The  forward  and  backward  motions  of  the  hand  must 
be  timed  to  agree  with  the  corresponding  natural  motions  of  the 
swing.    Similarly  the  fork  must  complete  one  vibration  in  the 
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time  of  one  vibration  of  the  air  column,  that  is,  in  the  time  in 
which  the  sound  travels  one  wave  length,  which,  as  we  have  seen 
is  four  times  the  length  of  the  stopped  tube  and  twice  that  of  the 
open  tube. 
Other  forms  of  air  cavity  can  also  resonate  and  emit  definite 
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notes.  Spherical  resonators  have  been  much  used  in  analyzing 
complex  sounds.  For  many  purposes  it  is  convenient  to  mount 
heavy  tuning  forks  on  resonating  boxes,  each  of  the  same 
fundamental  pitch  as  the  fork.  While  the  fork  and  the  box  agree 
in  their  fimdamental  tones,  they  differ  as  regards  their  over- 
tones and  the  note  emitted  is  much  louder  and  purer  than 
the  fork  alone  can  emit. 

611.  Organ  Pipes. — An  organ  pipe  is  a  tube  the  air  in  which 
is  maintained  in  vibration  by  a  jet  of  air  from  a  wind  chest. 
The  jet  is  forced  through  a  narrow  slit  at  the  mouth  of  the  pipe 
and  strikes  against  a  sharp  edge  which  borders  an  opening  on  one 
side  of  the  pipe.  The  farther  end  of  the  pipe  may  be  open  or 
stopped,  but  the  end  at  the  mouth  must  be  regarded  as 
open.  The  first  effect  of  the  jet  is  to  start  either  a 
condensation  or  a  rarefaction  in  the  pipe,  depending  on 
whether  the  jet  is  on  the  whole  directed  more 
to  the  inner  or  the  outer  side  of  the  sharp  edge. 
Thereafter  the  course  of  events  is  determined 
by  the  return  of  the  pulse  after  reflection 
from  the  farther  end.  The  arrival  of  a  con- 
densation forces  the  jet  outward  and  it  then 
Fko.  471.  by  its  suction  reinforces  the  rarefaction 
which  succeeds  the  condensation  and  travels 
up  the  pipe.  When  a  rarefaction  arrives  the  jet  is 
forced  inward  and  reinforces  the  condensation  which 
follows.  Thus  the  pitch  is  controlled  by  the  natural 
period  of  the  pipe  and  the  energy  required  to  sustain 
the  vibrations  is  derived  from  that  of  the  jet. 

A  stopped  pipe  is  timed  by  adjusting  a  movable 
plug  which  closes  the  stopped  end.    An  open  pipe  ^ 
usually  has  a  small  hole  near  the  open  end,  and 
the  pipe  is  tuned  by  adjusting  a  small  strip  of 
metal  that  partly  closes  the  hole. 

An  interesting  illustration  of  another  method  of  supplying  the 
energy  of  vibration  of  a  sounding  tube  is  shown  in  Eig.  472.  A 
long  thick  metal  tube  has  a  sheet  of  wire  gauze  inserted  to  about 
one-fifth  of  its  length  from  one  end.  If  the  gauze  be  heated  by  a 
Bunsen  burner  (with  a  long  extension  tube),  the  tube  will  soimd 
very  loudly  when  the  burner  is  removed.    The  whole  explanation 
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is  complex,  but  the  supply  of  energy  is  readily  explained.  A 
condensation  coming  to  the  heated  gauze  removes  heat  more 
rapidly  than  a  rarefaction  does.  Hence  the  energy  of  each  con- 
densation is  reinforced  by  the  supply  of  energy  received  from  the 
heated  gauze. 

612.  Tones  of  a  Stopped  Organ  Pipe. — The  closed  end  of  a 
stopped  pipe  is  always  a  node  and  for  the  fundamental  tone  it  is 
the  only  node,  the  open  end  being  the  middle  of  a  loop.  The  first 
overtone  has  a  second  node,  the  open  end  being  still  the  middle 
of  a  loop  (Fig.  467,  b) .  Hence  the  second  node  is  one-third  of  the 
length  of  the  pipe  from  the  open  end.  Thus  the  wave  length, 
which  is  always  four  times  the  distance  from  the  middle  of  a  loop 
to  the  nearest  node,  is  4/3  of  the  length  of  the  pipe.  For  the 
second  overtone  there  are  three  nodes  and  so  on.  Thus  it  is 
readily  seen  that  if  I  be  the  length  of  the  pipe  and  N  the  frequency 
of  the  fundamental  the  series  of  wave-lengths  and  notes  are 

U,        4Z/3,        4Z/5,  .    .    . 
N,        3iV,  5iV,  .   .    . 

It  will  be  noticed  that  the  overtones  are  harmonics  of  the  funda- 
mental, but  those  of  frequency  2N,  4iV,  etc.,  are  not  produced  by 
a  stopped  pipe. 

Except  when  blown  very  softly  a  pipe  produces  one  or  more 
overtones  along  with  the  fundamental  and  the  number  and 
intensity  of  these  determine  the  quality  of  the  complex  sound. 
The  absence  of  the  harmonic  2N  gives  the  stopped  pipe  its 
characteristic  somewhat  dull  tone. 

613.  Tones  of  an  Open  Organ  Pipe. — ^Both  ends  of  an  open 
pipe  are  mid-points  of  loops.  At  least  one  node  is  required  for 
stationary  waves,  and,  when  an  open  pipe  sounds  its  fundamental 
tone,  this  node  must  evidently  be  at  the  middle  of  the  pipe.  For 
the  first  overtone  there  are  two  nodes,  one  at  one-fourth  of  the 
length  of  the  pipe  from  one  end  and  the  other  at  an  equal  distance 
from  the  other  end  (Fig.  467,  e).  For  the  second  overtone  there 
are  three  nodes  and  so  on.  Thus  it  is  readily  seen  that  the  wave- 
lengths and  frequencies  are 

21,        2112,        2Z/3,  .    .    . 

isr,      2Ar,       3iv,  .  .  . 
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The  brighter  quality  of  the  open  pipe  is  due  to  the  presence  of 
the  overtone  2iV. 

614.  Longitudinal  Vibrations  of  Rods. — A  rod  clamped  at  its 
middle  point  can  be  made  to  vibrate  by  stroking  it  with  a  rosined 
glove.  Since  both  ends  are  free 
and  the  middle  is  fixed,  the 
fimdamental  vibrations  are  similar 
to  those  of  an  open  organ  pipe, 
and  the  wave-length  is  twice  the 
length  of  the  rod.  The  overtones 
follow  the  same  law  as  those  of 
an  open  organ  pipe.  The  first 
overtone  may  be  produced  by 
clamping  the  rod  at  points  one- 
fourth  of  the  length  from  the  ends  (as  in  Fig.  476)  and  so  on. 

615.  TransverBe  Vibrations  of  Rods. — A  rod  or  strip  of  metal  clamped  at 
one  end  can  be  readily  set  into  transverse  vibrations  by  a  blow  or  push  at 
the  free  end.  Of  two  rods  of  the  same  kind  the  shorter  vibrates  more 
rapidly  than  the  longer,  and  if  the  vibrations  are  rapid  enough  they  produce 
a  musical  note.    The  fixed  end  is,  of  course,  a  node,  but  overtones  with 
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two  or  more  nodes  can  also  be  produced.  The  frequencies  of  these  are  not 
in  simple  ratios  to  the  frequency  of  the  fimdamental.  Hence  the  overtones 
are  not  harmonics.  Such  vibrations  of  strips  of  wood  or  metal  are  used  as 
re^dt  in  many  musical  instruments,  such  as  the  clarinet,  oboe,  bassoon,  and 
reed  organ.  The  reed  is  placed  at  the  end  of  a  pipe  that  resonates  to  the 
vibrations  of  the  reed. 
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A  rod  clamped  at  the  middle  will  vibrate  tranByersely  with  a  node  at  that 
point.  A  tuning  fork  consists  essentially  of  such  a  rod  with  the  ends  turned 
parallel.  The  overtones  of  a  tuning  fork  are  not  harmonies  of  the  funda- 
mentaly  but  if  the  fork  is  sufficiently  thick  and  is  not  struck  too  violently, 
the  overtones,  besides  being  very  high  are  so  weak  as  not  to  produce  dis- 
agreeable effects. 

Large  metal  tubes  vibrating  tnuisveraely  are  sometimes  used  in  operatic 
music  to  imitate  deep-toned  bells. 

616*  Yibrations  of  Plates. — A  square  or  round  plate  of  metal, 
the  middle  of  which  is  screwed  to  the  end  of  a  rod,  can  be  made 

^^ ^^-..^^^  to  vibrate  in  a  great  variety  of  forms 

y^'         ^"^Sv  ^^  stroking  with  a  bow.     The  nodes 

/f     >y  y^\\      ^^  ^^®®  ^'  ^^  motion  are  beautifully 

//         N.  y/^        \\     shovm  by  fine  sand  on  the  plate.    In 

11  y\.  I  I     the  fundamental  mode  of  vibration 

\\      X         X        /  /      there  are  only  two  of  these  lines,  but 

%/  \>^'        "^  *^®  higher  modes  of  vibration  alarge 

x:;^, — .^^^^^Q  number,  straight  or  curved,  appear. 

Fio.  475.  617.  Bells. — A  bell  may  be  thought 

of  as  a  round  plate  turned  up  to  a 
cup  shape.  The  fimdamental  mode  of  vibration  is  like  that 
of  the  plate,  vdth  two  nodal  lines;  but  when  the  bell  is  struck, 
many  overtones  are  pruduced  along  vnth  the  fimdamental,  and 
some  of  these  are  so  much  stronger  than  the  fundamental  that 
the  latter  frequently  cannot  be  heard.  In  fact  it  is  usuaUy  the 
fourth  overtone  that  is  loudest  and  is  taken  by  the  ear  as  giving 
the  pitch  of  the  bell. 

VELOCITY  OF  SOUND.    EXPERIMENTAL  METHODS 

618.  Resonating  Tube  Method.— From  the  length  of  a  tube  that 
resonates  to  a  tuning  fork  of  known  frequency  the  velocity  of 
soimd  in  the  gas  in  the  tube  can  be  found  by  means  of  the  relation 
Y  »  nX.  For  this  purpose  a  glass  tube  open  at  one  end  and  con- 
taining an  adjustable  column  of  water  is  convenient.  From  the 
account  of  the  vibrations  of  a  stopped  organ  pipe  (§  612)  it  is 
seen  that,  if  the  tube  be  of  suj£cient  length,  it  can  resonate  when 
the  length  of  the  column  of  gas  is  X/4,  or  3X/4  or  5X/4,  etc.,  where 
X  is  the  wave  length  of  the  sound  of  the  tuning  fork.  When  it 
resonates  with  more  than  one  node  the  distance  between  two 
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consecutive  nodes  is  accurately  X/2,  while  the  distance  from 
the  upper  node  to  the  open  end  is  only  approximately  X/4. 
Hence  the  best  value  of  the  wave-length  and  velocity  is  obtained 
from  the  former. 

619.  Kttndt's  Dust  Tube  Method. — This  method  differs  from 
the  preceding  in  that  a  metal  rod  vibrating  longitudinally  is 
used  instead  of  a  timing  fork  and,  since  the  pitch  is  very  high, 
the  air  column  divides  into  numerous  vibrating  segments. 
These  segments  are  clearly  shown  by  cork  dust  which  gathers 
at  the  nodes.  One  end  of  the  rod  projects  into  the  tube  and  car- 
ries a  light  disk  of  slightly  smaller  diameter  than  that  of  the  tube. 
It  is  convenient  for  stability  to  clamp  the  rod  at  two  points, 
each  at  one-fourth  of  the  length  of  the  rod  from  one  end.    The 


Fig.  476. 

wave-length  of  the  waves  in  the  rod  is  then  equal  to  the  length, 
L,  of  the  rod.  The  wave-length  of  the  soimd  in  the  gas  is  twice 
the  distance  between  two  adjacent  dust  heaps  or  2L  Let  V 
be  the  velocity  of  the  waves  in  the  rod  and  v  the  velocity  of 
sound  in  the  gas.  Then  if  n  be  the  frequency  of  the  vibration, 
which  is  the  same  for  both,  V==nL  and  i;=:2n2. 

Hence 

v_2l 
V~L 

If  we  assume  the  velocity  of  soimd  in  air  to  be  known  we  can, 
from  this  relation,  find  the  velocity  of  the  waves  in  the  rod  and 
also  the  velocity  of  soimd  in  any  other  gas  introduced  into  the 
tube.  The  method  also  lends  itself  to  the  study  of  the  effect 
of  change  of  temperature  on  the  velocity  of  sound  and  it  has  been 
modified  so  as  to  make  it  suitable  for  finding  the  velocity  of  soimd 
in  a  liquid. 

ACOUSTICS  OF  HALLS 

620.  Defects  in  the  Acoustics  of  Halls. — In  some  halls  the 
''hearing"  is  satisfactory,  in  others  unsatisfactory.    A  full  treat- 
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ment  of  the  subject  is  impossible  here,  but  a  few  points  may  be 
considered  briefly. 

Sound  reaches  an  auditor  in  a  hall  not  only  by  waves  coming 
directly  from  the  source,  but  also  by  waves  reflected  by  walls 
(including  in  this  term  all  reflecting  surfaces)  and  the  paths  usu- 
ally differ  in  length.  The  result  may  be  an  increase  in  loudness 
but  more  or  less  confusion  of  soimd  also  follows.  A  speaker 
utters  two  or  three  syllables  per  second  and  a  musical  instrument 
may  emit  several  notes  in  a  second  and  reflection  causes  an  over- 
lapping of  the  separate  soimds.  The  two  chief  defects  resulting 
may  be  classified  as  echo  and  reverberation.  A  separate  echo  is 
due  to  some  particular  reflecting  surface  and  may  be  reduced  by 
alterations  in  the  surface.  Reverberation  consists  in  a  prolonga- 
tion of  the  sound  in  all  parts  of  the  hall  due  to  repeated  reflections 
from  all  walls,  somewhat  as  a  room  (with  white  walls)  may  be 
illuminated  throughout  by  light  entering  by  a  single  small  win- 
dow. Reverberation  is  always  a  drawback  for  speech  but  it 
cannot  be  eliminated  without  reducing  loudness  to  an  undesirable 
extent.  For  music  a  certain  amoimt  of  reverberation  is  an  ad- 
vantage, but  a  larger  amount  is  detrimental. 

Fig.  477  shows  the  history  of  a  single  wave  of  sound  started 
from  the  stage  of  a  theater  and  reflected  by  various  surfaces.  In 
A  we  have  the  direct  wave  .07  of  a  second  after  it  has  started, 
together  with  several  reflected  waves  that  will  cause  weak  echoes. 
B  shows  a  part  of  the  direct  wave  .07  of  a  second  later  and  a  com- 
plex system  of  reflected  waves.  The  figures  are  from  photographs 
obtained  by  Professor  W.  C.  Sabine,  to  whom  we  owe  most  of 
our  knowledge  of  Architectural  Acoustics,  by  the  method  referred 
to  in  §588,  a  small  model  of  the  theater  being  used  for  the  purpose. 

621.  Remedy  for  Reverberation. — If  the  walls  of  a  hall  did  not 
reflect  sound  there  would  be  no  reverberation.  When  it  is  pres- 
ent to  an  undesirable  extent  its  amount  may  be  decreased  by 
covering  some  part  of  the  walls  with  soft  materials  that  reflect 
little  soimd.  It  is  usually  not  a  matter  of  importance  on  what 
wall  or  part  of  a  wall  the  deadening  material  is  placed.  This  is 
due  to  the  fact  that  the  sound  starts  out  from  the  source  in  all 
directions  and  travels  about  1140  ft.  in  a  second.  This  distance 
is  so  great  compared  with  the  dimensions  of  an  ordinary  hall  that 
the  rays  are  in  general  reflected  many  times  in  a  second  and  as 
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much  approximately  falls  on  each  square  unit  of  area  wherever 
it  may  be  situated.  Yet  there  are  places  in  some  halls  .where 
more  or  less  than  the  average  amoimt  of  soimd  reaches  the  walls 
and  for  such  special  cases  a  special  study  of  the  hall  is  necessary. 
Foi:  the  details  of  this  we  must  refer  to  Sabine's  papers. 

The  reader  may  have  heard  of  cases  in  which  an  attempt 
has  been  made  to  reduce  reverberation  by  stretching  fine  wires 
across  a  hall.  These  and  other  similar  devices  are  entirely 
useless,  as  has  been  shown  by  careful  study  of  the  results. 

622.  Duration  of  Residual  Sound. — Since  reverberation  is  due 
to  the  continuance  of  a  soimd  after  it  has  been  produced,  the 
extent  of  the  reverberation  in  a  hall  can  be  estimated  by  measur- 
ing the  length  of  time  a  sound  is  heard  in  the  hall  after  the  source 
has  ceased  emitting  waves.  Sabine  studied  this  question  by 
means  of  an  organ  pipe  having  a  frequency  of  512  and  blown 
under  a  definite  pressure,  together  with  a  chronograph  for  record- 
ing the  length  of  time  the  residual  sound  was  heard.  He  found 
that  the  residual  soimd  was  heard  for  a  measurable  number  of 
seconds  and  died  away  according  to  an  exponential  law.  From 
the  data  obtained  it  was  possible  to  calculate  the  time  required 
for  any  specified  decrease  in  intensity,  and  it  was  convenient  to 
define  'Hhe  duration  of  residual  sound''  in  a  hall  as  the  time  re- 
quired for  the  intensity  to  fall  to  one  millionth  (lO"')  of  its  orig- 
inal value.  This  we  shall  denote  by  T.  While  the  value  of  T 
is  different  for  notes  of  different  pitch  and  such  variations  were 
studied  by  Sabine,  it  will  be  convenient  in  this  brief  account  to 
restrict  it  to  the  particular  frequency  (512)  referred  to,  for  it  was 
found  that,  for  orchestral  music,  T,  thus  defined,  should  be  about 
2.3  seconds.  A  hall  for  which  T  is  as  great  as  3  seconds  or  as 
small  as  2  seconds  is  not  satisfactory  for  orchestral  music. 

623.  Coefficients  of  Absorption. — ^An  open  window  may  be 
regarded  as  a  non-reflector,  that  is  a  perfect  absorber,  since  all 
the  sound  which  falls  on  it  passes  out.  Sabine  foimd  by  experi- 
ments on  the  duration  of  residual  sound  in  an  auditorium 
what  area  of  any  particular  drapery  would  cause  the  same  ab- 
sorption of  soimd  as  1  sq.  m.  of  open  window,  and  therefrom  he 
deduced  the  absorbing  power  of  the  material.  If,  for  example, 
it  took  3  sq.  m.  of  a  material  to  produce  the  same  decrease 
of  the  residual  sound  as  1  sq.  m.  of  open  window,  each^  square 
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meter  of  the  material  must  have  absorbed  one-third  as  muoh 
as  the  square  meter  of  open  window.  But  the  latter  absorbed 
all  of  the  sound  that  fell  on  it.  Hence  the  drapery  absorbed 
one-third  of  the  incident  sound,  therefore  its  coefficient  of  ab- 
sorption was  }.  Sabine  found  by  such  experiments  the  ab- 
sorbing power  of  an  average  auditor  and  of  various  articles 
which  are  commonly  foimd  in  a  hall.  Some  of  these  coefficients 
are  given  in  the  following  table.  For  additional  data  Sabine's 
papers  must  be  consulted. 

COEFFICIENTS  OF  ABSORPTION 

Open  window 1 .000 

Wood  sheathing  (hard  pine). 061 

Plaster  on  lath. 034 

Plaster  on  tile 026 

Briok  set  in  Portland  cement 02S 

Carpet  rags 20 

Sheila  curtains 23 

Hair  felt  (2.5  cm.  thick,  8  om.  from  wall) 78 

Audience  (per  person) 44 

624.  Total  Absorbing  Power  of  a  Hall. — ^Each  surface  absorbs 
in  proportion  to  its  area  and  coefficient  of  absorption.  If,  there- 
fore, we  multiply  each  area  of  surface  of  a  particular  kind  by  its 
coefficient  of  absorption  and  add  the  products  we  shall  get  the 
total  absorbing  power,  a,  of  the  auditorium,  or 

CL  =  ax8i  +  CLi8%  +...*=  Xas 

To  take  account  of  the  audience  in  this  sum  we  multiply 
the  number  supposed  to  be  present  by  the  absorbing  power  per 
person. 

626*  Effect  of  Size  and  Shape  of  Hall. — Sabine  found  that  in 
general  the  shape  of  a  hall  of  given  total  volume  and  given 
total  absorbing  power  had,  to  a  first  approximation  at  least,  no 
effect  on  the  length  of  duration  of  residual  soimd  in  the  haU. 
In  fact,  other  things  being  equal,  if  the  sound  diffuses  as  rapidly 
as  we  have  supposed  to  all  parts  of  a  hall  and  so  becomes  nearly 
uniformly  distributed  throughout,  the  absorption  must  depend 
only  on  the  average  frequency  of  reflection  of  the  rays  starting 
from  the  source,  and  it  can  be  shown  theoretically  that  this 
average  frequency  depends  only  on  the  volume. 
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626.  Sabine's  Fonnula. — Sabine  found  by  experiments  on  many 
halls  that  the  length  of  duration  of  residual  soimd  could  be  ex- 
pressed  by 

Y 

T^  .164  - 
a 

where  V  is  the  total  volume  of  the  hall  in  cubic  meters  and  a 
is  its  total  absorbing  power,  areas  being  calculated  in  square 
meters.  Strictly  speaking  the  velocity  of  soimd  should  appear 
in  the  denominator  but  it  is  assumed  to  have  the  average  value  of 
342  m/8  and  is  included  in  the  factor  .164. 

The  above  formula  can  be  applied  at  once  to  calculating  the 
duration  of  residual  sound  in  an  auditorium,  existing  or  con- 
templated, and  thus  its  suitability  for  music,  and  approximately 
also  for  speech,  can  be  tested.  It  can  be  applied  also  to  remedy 
the  defects  in  an  existing  hall  by  suitably  varying  the  value  of  a. 
From  the  formula  we  can  also  derive  immediate  answers  to  such 
questions  as  the  effect  of  the  presence  of  the  audience  on  the 
"hearing"  in  a  hall,  the  result  of  copying  an  existing  satisfactory 
hall  but  on  a  larger  scale  and  so  on.  These  may  be  left  as  exer- 
cise to  the  reader. 

References 

Ratlbigh's  Theory  of  Sound  is  a  standard  work  containing  both  theory  and 

experiment. 
Hblmholts'b  SentoHons  of  Tone  is  a  classioal  work  of  great  originality. 

POTNTING  AND  THOMSON'S  Sound, 

PoTNTiNG  on  Sound  in  the  Encyclopedia  Britannica. 
Babton's  Sound. 

These  three  works  contain  clear  statements  of  experimental  facts  with 
considerable  theory. 
MruMR's  Science  of  Musical  Sounds  is  aii  interesting  and  original  work, 

copiously  illustrated,  on  the  experimental  analyeis  of  sound  waves. 
Sabins's  articles  on  Architectural  Acoiietiee  (American  Architect,  1900, 1913; 

Proc.  American  Academy  of  Arts  and  Sciences^  1906)  are  of  great 

originality  and  of  fundamental  importance. 

Problems 

1*  What  IB  the  ratio  of  the  velocity  of  sound  on  a  hotsunmierday  (35*0.)  to 

that  on  a  cold  winter  day  (-  20*C.)? 
2.  A  Band  is  playing  on  a  steamer  which  is  travelling  with  a  speed  of  20 
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miles  per  hour.    With  what  speed  must  an  observer  move  hi  the  opposite 

direction  in  order  that  every  note  may  be  lowered  by  a  semitone? 
3.  Find  the  pitch  of  the  fundamental  and  of  the  first  two  overtones  of  a 

stopped  pipe  1  m.  long  at  16*C. 
4«  What  is  the  length  of  an  open  pipe,  if  the  pitch  of  its  first  overtone  is  612? 
5.  A  tuning  fork  makes  2  beats  per  second  with  a  standard  fork  the  frequency 

of  which  is  612.    When  a  small  piece  of  wax  is  placed  on  a  prong  of  the 

former  the  number  of  beats  is  decreased.    What  is  its  pitch? 
\  A  tuning  fork  of  frequency  384  makes  2  beats  per  second  with  a  vibrating 

string.    In  what  proportion  must  the  tension  of  the  string  be  changed 

in  order  that  the  two  may  be  in  unison? 

7.  A  stopped  pipe  resonates  to  a  tuning  fork,  the  pitch  of  which  is  268,  when 
adjusted  to  a  length  of  32  cm.  and  also  when  the  length  is  98  cm.,  the 
temperature  being  18*C.    What  is  the  ratio  of  the  specific  heats  of  air? 

8.  A  glass  rod  is  used  in  Kundt's  escperiment.  If  the  dust  piles  are  6  cm. 
apart  and  the  distance  between  the  clamped  points  on  the  rod  is  70  cm., 
what  is  Young's  modulus  for  this  glass,  the  density  of  glass  being  2.7 
gm*/cu.  cm.  7 
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GENERAL  PROPERTIES. 

627.  Radiation.— As  in  the  cases  of  Heat  and  Sound,  the  word 
Light  has  acquired  two  distinct  meanings.  The  primary  and 
more  familiar  one  is  that  which  is  associated  with  the  sensation  of 
vision.  Nearly  all  that  relates  to  this  aspect  of  the  subject  lies 
within  the  province  of  the  psychologist.  The  physicist,  however, 
generally  uses  the  term  in  an  objective  sense,  with  reference  to 
the  external  agencies  which  may  excite  the  sensation  of  light 
if  allowed  to  act  on  the  eye.  The  visible  radiation  which  affects 
a  normal  eye  will  also  affect  a  photographic  plate,  a  thermometer, 
or  other  sensitive  detector  of  heat.  It  will  be  found,  after 
analyzing  the  radiation  from  the  sun,  electric  light,  or  other 
sources  with  a  prism,  that  beyond  the  violet  and  the  red  lie  non- 
luminous  radiations  which  vnll  affect  a  photographic  plate  or  a 
thermometer,  and  it  has  been  shown  that  the  oscillations  of 
an  electric  spark  between  metallic  terminals  are  accompanied  by 
the  radiation  of  electric  waves  through  space.  There  is,  as  we 
shall  see,  no  fimdamental  qualitative  difference  between  these 
various  radiations,  and  it  is  due  merely  to  a  special  property  of 
the  eye  that  some  of  them  excite  the  sensation  of  light  while 
others  do  not.  This  is  analogous  to  the  selective  resonance  of  a 
piano  wire,  which  will  respond  to  certain  notes  and  not  to  others. 
Just  as  some  ears  can  detect  sounds  of  such  high  pitch  as  to  be 
inaudible  to  others,  some  eyes  can  detect  ether  radiations  lying 
somewhat  beyond  the  limits  of  perception  of  the  ordinary  eye. 
In  the  following  pages  the  whole  range  of  these  radiations  so  far 
as  they  are  known  will  be  considered.  As  a  matter  of  conveni- 
ence, the  term  Light,  which  strictly  speaking  would  apply  only 

668 


664  LIGHT 

to  the  radiations  exciting  the  sensation  of  lights  will  be  used  in  a 
figurative  sense  to  include  the  entire  range  of  radiations  which 
are  alike  in  their  general  properties,  and  which  were  once  very 
artificially  classified  as  luminous,  actinic,  and  heat  radiations. 

628.  Sources  of  Light. — The  best  known  are  the  sun,  the 
physical  nature  and  condition  of  which  are  as  yet  not  fully 
understood,  solid  bodies  at  a  high  temperature,  such  as  the 
calcium  light,  electric  arc  and  incandescent  lights,  and  luminous 
flames.  If  a  piece  of  cold  porcelain  is  held  over  the  flame  of  a 
candle,  lamp,  or  gas  jet,  it  will  become  covered  with  finely 
divided  carbon,  while  no  such  deposit  is  observed  in  the  case  of  a 
non-luminous  Bimsen  or  alcohol  flame.  This  suggests  that  the 
luminosity  of  these  flames  is  due  to  the  presence  of  incandescent 
carbon  particles.  This  idea  is  strengthened  by  the  fact  that 
when  the  base  of  a  Bunsen  burner  is  closed  the  flame  becomes 
luminous  and  smoky;  when  open,  enough  oxygen  is  admitted 
to  combine  with  all  the  carbon  set  free  by  the  dissociation  of  the 
coal  gas,  and  the  flame  is  then  non-luminous.  The  carbon 
oxides  formed  are  permanent  gases,  and  there  is  no  evidence 
that  such  gases  can  be  made  luminous  by  high  temperature  alone. 
Any  gas  may  be  made  luminous,  however,  by  the  passage  of  an 
electric  discharge  through  it,  but  this  luminosity  does  not  seem 
to  be  accompanied  by  very  high  temperature.  There  are,  in 
fact,  many  cases  in  which  light  is  emitted  at  a  very  low  average 
temperature  of  the  source.  As  examples  may  be  mentioned 
the  various  types  of  phosphorescence,  some  of  which  are  most 
active  at  temperatures  as  low  as  that  of  liquid  air,  the  aurora 
due  to  electrical  discharges  through  the  highly  rarefied  and  very 
cold  upper  atmosphere,  and  the  light  emitted  by  fire-flies  and 
glow-worms. 

629.  Rectilinear  Propagation. — One  of  the  earliest  observa- 
tions concerning  light  was  that  it  travels  in  straight  lines,  in  a 
homogeneous  medium.  These  lines  of  propagation  or  ''rays'' 
may  be  made  to  alter  their  direction  only  by  one  of  two  methods 
— by  reflection,  when  they  fall  on  the  boundary  between  two 
media,  or  by  refraction,  when  they  pass  obliquely  from  one 
medium  to  another,  or  through  a  medium  of  varying  density. 

680.  Shadows  and  Eclipses. — ^Rays  pass  in  straight  lines  by 
the  edges  of  an  obstacle,  so  that  the  space  behind  it  is  screened 
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from  the  light.  If  the  latter  comes  from  a  very  email  or  "  point " 
source  the  shadow  would  be  sharply  defined  if  the  propagation 
were  strictly  rectilinear;  as  a  matter  of  fact,  close  observation 
shows  in  all  cases  that  the  light  fades  gradually  into  the  shadow. 
This  very  significant  fact  proves  that  light  travels  only  approxi- 
mately in  straight  lines;  there  is  always  more  or  less  lateral  spread- 
ing. Strictly  speaking,  there  is,  then,  no  such  thing  as  a  ray  of 
light,  if  we  mean  by  this  term  propagation  along  a  geometrical 
line.  The  explanation  of  this  spreading  will  be  given  later 
(§701  ei  seq.). 

A  more  obvious  oause  of  the  lack  of  sharpnesa  in  shadows  is  to  be  found 
in  the  fact  that  most  sources  of  light  are  not  even  approximately  points, 
but  are  of  finite  area.  This  gives 
rise  to  the  distribution  of  light 
and  shadow  shown  in  Fig.  478  and 
Fig.  479.  The  first  represents  the 
shadow  east  by  an  object  larger 
than  the  source;  the  second,  that 
due  to  an  object  smaller  than  the 

source;  for  example,  the  shadow  of  the  earth  due  to  the  sun.  In  each  case 
there  is  a  region  of  complete  shadow  behind  the  obstacle,  called  the 
umbra,  into  which  no  light  from  any  part  of  the  source  can  enter.     Arotmd 

this  there  is  a  region  called  the 
penumbra,  which  reoeives  light 
from  a  part  of  the  source,  the 
effective  portion  of  the  latter  in- 
creasing in  going  outward  from 
the  umbra.  When  the  moon  lies 
entirely  within  the  shadow  oone 
of  the  earth  it  is  said  to  be  com- 
pletely eodpsed;  when  it  passes  through  the  penumbra  or  partly  through 
the  umbra  and  partly  through  the  penumbra  it  is  partially  eclipsed. 

631.  Parallax. — ^This  well-known  phenomenon  depends  upon 
the  rectilinear  propagation  of  light.  By  parallax  is  meant  the 
apparent  displacement  of  an  object  due  to  the  real  displacement 
of  the  observer.  For  example,  if  the  observer  moves  from  0^  to 
O3  (Fig.  480)  A  will  appear  to  be  displaced  an  angular  distance 
a+p  to  the  left  with  reference  to  B.  That  object  which  seems 
to  be  displaced  in  a  direction  opposite  to  the  motion  of  the 
observer  is  evidently  the  nearer.  To  one  traveling  on  a  railroad 
train  objects  near  at  hand  appear  to  be  moving  backward,  those 
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at  a  distance  in  the  same  direction  as  the  observer.  If  two 
objects  are  coincident  in  position  or  equally  distant  their 
relative  parallax  vanishes.  This  gives  a  useful  method  of 
finding  the  apparent  position  of  the  image  formed  by  a  lens  or 
mirror,  or  of  focusing  the  cross  thread  of  a  telescope.    When 

the  latter  and  the  image  of  a  distant  object 
are  both  distinctly  seen  and  have  no  relative 
parallax  they  are  coincident  in  position  and 
both  in  focus. 

In  astronomy  horisontal  parallax  is  defined  as 
the  angle  subtended  by  the  semi-diameter  of  the 
earth  from  any  body  of  the  sohtr  system.  Annual 
parallax  is  the  angle  subtended  by  the  semi-diame- 
ter of  the  earth's  orbit  from  the  more  distant 
fixed  stars.  The  distance  between  the  sun  and  the 
earth  may  be  determined  by  observing  the  transit 
of  an  inferior  planet,  Venus  for  example,  across  the 
sun's  disk.  Observers  at  A  and  B  (Fig.  481)  note  the 
.      .^  instants  at  which  Venus  appears  to  enter  the  sun's 

disk  as  viewed  from  their  respective  stations.  From 
the  interval  between  these  two  contacts  and  the  known  angular  velocity 
of  Venus  around  the  sun  the  angle  a  may  be  determined,  and  from  that 
and  the  base  line  AB  the  horizontal  parallax  and  distance  of  the  sun  may 
be  calculated.  Of  course  correction  must  be  made  for  the  motion  of  the 
earth  between  the  instants  of  contact. 

682.  Pinhole  Image. — ^Another  effect  of  the  approximately 
rectilinear  propagation  of  light  is  the  formation  of  an  inverted 
image  of  the  source  by  light  passing  through  a  small  orifice  such 
as  a  pinhole.  If  any  source,  for  example,  a  candle,  is  placed 
opposite  such  a  hole  in  a  screen  &y^ 
(Fig.  483)  light  from  the  point  P  will 
pass  through  the  opening  in  a  narrow 
cone  or  ipenciX  and  illuminate  a  small 
patch  at  P,  on  a  screen  /Sj.    Light  _     ^„, 

from  Q  will  form  a  smaU  patch  at  Q„  ^"""^  "*'• 

and  light  from  any  other  point  of  the  flame  will  fall  on  a  corre- 
sponding point  of  the  screen  &y  The  group  of  patches  will  in 
form,  color,  and  relative  brightness  reproduce  the  candle  flame, 
but  evidently  inverted  in  position.  The  pinhole  forms  an  image 
like  that  due  to  a  condensing  lens,  but  the  total  light  in  the 
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pinhole  image  will  be  less  than  that  formed  by  the  lens  in  the 
proportion  of  the  area  of  the  pinhole  to  that  of  the  lens.  As  the 
image  is  due  to  a  group  of  overlapping  patches,  it  will  not  be  so 
sharp  in  outline  as  that  made  by  the  lens.  The  blurring  will  in- 
crease with  the  size  of  the  opening  or  when 
the  source  is  brought  near  the  screen, 
thus  increasing  the  angle  of  the  trans- 
mitted  cone.  The  object  and  its  image  Q 
subtend  equal  angles  at  the  pinhole,  so 
that  their  linear  magnitudes  are  in  the 
same  ratio  as  their  respective  distances  u 
and  V  from  the  screen  S^.  This  is  also  - 
true  of  images  formed  by  any  other  optical  device,  such  as  a  mirror 
or  lens.  Landscape  photographs  of  great  softness  and  beauty 
may  be  made  by  the  use  of  the  pinhole  camera. 

(33.  Reflection^  Regular  and  Diffuse. — When  light  falls  on  a 
smooth  polished  surface  it  is  reflected  in  a  deflnite  direction.  This 
is  called  regular  reflection.  The  plane  including  the  direction  of 
the  incident  light  and  the  normal  to  the  surface  at  the  point  of 
incidence  is  called  the  plane  of  incidence.  The  angle  between  the 
incident  pencil  and  the  normal  to  the  surface  is  called  the  angle 
of  incidence;  that  between  the  reflected  pencil  and  the  normal  is 
called  the  angle  of  reflection.  Experiment  shows  that  (1)  the 
angle  of  reflection  is  equal  to  the  angle  of  incidence;  (2)  the  reflected 
pencil  lies  in  the  plane  of  incidence.  It  is  evident  from  the  first 
law  that  if  a  mirror  is  rotated  through  a  given  angle  about  an 
axis  perpendicular  to  the  plane  of  incidence,  the  reflected  pencil 
will  be  rotated  through  twice  that  angle. 

When  light  falls  on  a  rough  unpolished  surface  it  is  reflected 
in  all  directions.  This  is  called  diffuse  or  irregular  reflection. 
There  is  no  essential  difference  between  regular  and  diffuse 
reflection  except  that  in  the  latter  we  may  imagine  reflection  to 
take  place  from  an  infinite  number  of  infinitesimal  plane  surfaces 
orientated  in  all  directions. 

634,  Visibility  of  Objects. — On  a  clear  night,  where  there  is  no 
moonlight,  the  stars  and  planets  appear  against  a  background  of 
black  sky.  The  space  around  the  earth's  shadow  cone  is  filled 
with  sunlight,  but  we  do  not  see  it  unless  it  is  reflected  from 
some  planet  or  the  moon.     If  a  beam  of  light  is  passed  through  a 
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vessel  of  distilled  water  its  path  is  invisible.  If  a  beam  of  sunlight 
enters  a  dark  room  it  cannot  be  seen  imless  dust  particles  are 
floating  in  the  air.  A  drop  of  milk  in  the  water  or  a  little  dust 
stirred  up  in  the  room  will  cause  the  path  of  the*  light  to  flash 
out  brilliantly.  Such  experiments  show,  as  might  be  expected, 
that  light  does  not  excite  the  sensation  of  luminosity  unless  it 
enters  the  eye  directly  from  the  source  or  by  reflection.  Ordi- 
nary objects  are  visible  because  they  reflect  light  diffusely  into 
the  eye,  and  they  may  be  regarded  as  secondary  sources  of  radia- 
tion. A  perfect  reflector  would  itself  be  invisible,  all  the  light 
reflected  from  it  appearing  to  come  from  the  image  of  the  source, 
not  from  the  reflector. 

686,  Transmission  and  Absorption. — Light  travels  through 
some  media,  for  example  most  gases,  glass  and  water,  with 
scarcely  any  appreciable  diminution  of  intensity.  Other  media 
may  transmit  little  or  none,  or  certain  colors  only;  such  media  are 
said  to  show  general  or  selective  absorption.  In  cases  where 
absorption  occurs  there  appears  to  be  a  loss  of  radiant  energy, 
but  it  may  be  shown  that  it  changed  to  other  forms,  usually 
heat  (§330  et  seq.). 

636.  Transparency^  Translucencyi  Opacity. — ^Any  substance 
which  transmits  a  large  fraction  of  the  incident  light  without 
scattering  it  is  said  to  be  transparent.  As  indicated  by  this  term, 
objects  may  be  seen  clearly  through  such  substances.  Objects 
which  absorb  all  the  imreflected  incident  light  are  said  to  be 
opaque,  and  act  as  perfect  screens.  Evidently  any  perfect 
reflector  must  also  be  perfectly  opaque,  but  in  this  case  opacity 
is  not  due  to  absorption.  Substances  differ  widely  in  these 
properties,  varying  from  almost  perfect  transparency  to  almost 
perfect  opacity.  The  most  transparent  media  known  show  some 
absorption,  which  increases  with  the  length  of  path;  hence  any 
substance  will  become  opaque  if  a  sufficient  thickness  is  taken. 

No  light  penetrates  to  great  depths  in  the  ocean,  although  a  layer  of 
water  of  considerable  thiokness  is  transparent.  On  the  other  hand,  light 
will  penetrate  to  a  slight  depth  in  any  medium,  so  that  thin  layers  of  metal 
or  of  carbon  are  found  to  be  transparent.  Some  substances  are  selectively 
transparent;  red  glass  will  freely  transmit  red  light,  but  not  the  other  colors, 
and  a  thin  sheet  of  hard  rubber,  which  appears  to  be  opaque,  will  transmit 
radiations  lying  a  little  outside  the  red  of  the  spectrum. 

Some  substances  transmit  light,  but  scatter  it  so  that  objects  cannot  la 
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elearlj  seen  through  them.  These  subetanoes  are  called  transluoent. 
The  eiSfeot  is  oatiaed  by  diffuBe  reflection  within  the  medium,  due  to  discon- 
tinuity or  non-homogeneity  of  structure,  as  in  the  case  of  powdered  glass* 
paper,  or  water  containing  finely  divided  particles.  Some  substanceSi 
suoh  as  paraffin,  are  homogeneous  and  transparent  when  in  the  fluid  state, 
and  transluoent  when  in  the  solid  state.  The  atter  effect  is  apparently 
due  to  granulation  or  crystallization. 

687.  Refraction. — When  light  passes  obliquely  from  one  trans- 
parent medium  to  another  a  part  is  usually  refiected,  while  that 
which  enters  the  second  medium  changes  its  direction  abruptly 
at  the  boundary.  Generally  (but  not  always)  in  passing  from  a 
lighter  medium  to  a  denser  the  light  is 
deflected  toward  the  normal  to  the  bound- 
ary. This  is  called  refraction.  Since  ob- 
jects appear  to  be  in  the  direction  from 
which  the  light  comes,  refraction,  by  chang- 
ing the  course  of  the  light,  causes  an  appar- 
ent displacement  of  the  source.    An  ex-  _^ 

Via.  AAS 

ample  is  found  in  the  classic  experiment 
of  Kleomedes,  who  showed  that  a  coin  placed  in  the  bottom  of 
a  vessel  so  that  it  is  barely  concealed  by  the  sides  of  the  latter, 
is  apparently  lifted  into  view  when  the  vessel  is  filled  with 
water  (Fig.  483).  The  object  at  A  then  seems  to  be  at  the 
point  A',  and  the  bottom  PQ  of  the  vessel  appears  to  be 
raised  to  P^Q\  Similarly,  a  meter  rod  dipped  obliquely 
into  water  appears  to  be  bent,  and  the  divisions  seem  to  be 
shortened.  The  latter  effect  is  also  observed  when  the  rod  is 
normal  to  the  surface.  This  change  in  the  apparent  distance 
of  objects  seen  normally  through  a  refractive  medium  is  to  be 
considered  as  an  example  of  refraction,  although  there  is  no  devia- 
tion of  the  light.  It  will  be  shown  in  §667  that  these  effects 
are  the  result  of  differences  of  velocity  of  light  in  the  media 
concerned. 

688.  Intensity  of  Light. — ^The  brightness  of  light  as  estimated 
by  the  eye  is  not  capable  of  precise  physical  determination.  It 
depends  to  a  large  extent  upon  the  color  of  the  light  and  the 
sensitiveness  of  the  eye.  The  only  consistent  way  in  which 
intensity  of  radiation  may  be  determined  or  expressed  is  in 
terms  of  energy. 

If  radiation  travels  through  a  homogeneous  medium  in  straight 
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lines,  and  if  the  medium  is  perfectly  transparent  and  does  not 
itself  emit  radiation,  the  same  total  amount  of  energy  must  flow 
per  second  through  any  spherical  surface  concentric  with  the 
source.  It  follows  that  the  inienaity  or  quantity  of  energy 
passing  through  unit  area  per  second,  must  vary  inversely  as 
the  square  of  the  distance  from  the  source  (§259). 

The  above  oonoluaion  is  based  upon  the  assumption  that  the  radiatioix 
diverges  uzdfoTmly  in  straight  lines  in  all  directions.  It  is  not  true  if  the 
medium  is  of  varying  refraotivity,  on  account  of  partial  reflection  and  of 
changing  divergence  of  a  cone  of  light  in  passing  from  one  medium  to 
another.  In  case  a  beam  is  made  parallel  by  a  lens  or  mirror  there  is  no 
change  of  intensity  with  distance  except  that  due  to  absorption  or  to 
imperfect  parallelism. 

689.  Photometry. — ^The  eye  can  form  no  exact  estimate  of 
degrees  of  intensity,  but  it  can  determine  with  great  accuracy 
whether  two  adjacent  surfaces  are  equally  illuminated  by  lights 
of  the  same  color.    Upon  this  principle  are  based  the  different 

methods  of  Photometry  or  comparison  of 
intensities.  Two  of  the  simplest  and  oldest 
tjrpes  of  photometer  are  the  Rumford 
shadow  and  the  Bimsen  grease  spot  photo- 
_  meters.    In  the  use  of  both  it  is  assumed 

that  the  light  from  the  two  sources  com- 
pared contains  the  different  colors  in  the  same  proportions, 
making  comparison  possible. 

In  Rumford's  photometer  shadows  of  a  rod  R  are  cast  on  a 
white  screen  by  the  sources  S^  and  S^  (Fig.  484) ,  one  of  which 
is  a  standard  comparison  source.  By  adjusting  the  positions 
and  distances  of  5,  and  S^  the  shadows  may  be  made  to  touch 
and  to  be  of  equal  intensity.  When  this  is  the  case,  it  is  evident 
that  the  intensity  of  light  from  each  source  is  the  same  at  the 
screen,  since  each  shadow  is  illuminated  solely  by  the  source 
which  casts  the  other  shadow.  If  this  intensity  is  /,  and  if 
the  intensities  of  ih?  sources  at  imit  distance  are  respectively  /^ 
and  /„ 

jr  the  respective  intensities  of  the  two  sources  are  directly  as  the 
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squares  of  their  distances  from  the  screen  when  the  latter  is 
equally  illuminated  by  both.  This  relation  holds  likewise  in 
the  use  of  the  other  forms  of  photometer  described  below. 

The  Bunsen  photometer  consists  essentially  of  a  grease  spot  on 
a  screen  of  white  paper.  Such  a  spot  is  more  translucent  than 
the  clean  paper,  and  for  this  reason  appears  darker  by  reflected 
light  (since  there  is  less  light  reflected  from  the  spot).  If  such 
a  screen  is  placed  between  sources  which  equally  illuminate  it 
with  light  of  the  same  quality  (same  proportions  of  different 
colors)  the  grease  spot  will  disappear.  The  loss  in  light  reflected 
from  the  spot  on  one  side  will  then  be  compensated  by  the 
increased  amoimt  transmitted  from  the  other  side. 

The  Joly  diffusion  photometer  consists  of  two  rectftngular  blocks  of 
parafi^  separated  by  a  piece  of  tin  foil.  Parafi^  is  a  translucent  sub- 
stance which  appears  to  scatter  light  throughout  its  entire  mass.  If  this 
photometer  is  placed  between  two  sources  of  light  with  the  tin  foil  at  right 
angles  to  the  line  joining  them  each  block  will  be  illuminated  by  one 
source  alone.  If  the  intensity  of  illumination  is  the  same  on  both  sides 
the  boundary  line  between  the  two  blocks  will  disappear;  if  it  is  not  the 
same,  the  boundary  is  clearly  seen,  the  block  receiving  the  smaller  amount 
of  light  appearing  darker  than  the  other  throughout  its  entire  mass. 

640*  Lambert's  Law.    A  flat  flame  or  an  incandescent  sheet  of  metal 
appears  to  be  equally  bright  whether  viewed  normally  or  obliquely  to  its 
surface.    The  intensity  or  the  energy  falling  per  second  on  unit  area  of 
the  total  surface  BC  (Fig.  485)  is  equal  to  the  total 
energy  emitted  per  second  from  AB  at  the  angle 
a  with  the  normal  to  the  surface,  divided  by  BC,  f  , 
or  if  ^ a   i^  ^0  emissivity  of  AB  per  unit  area  in 


that  direction,  E^E^^ABIBC).  The  normal  ems- 
si  vity  is  En  and  observation  shows  that  E^Em* 
Therefore 

Eu^E^EaiABIBC)  or  E^  "En  cob  a 

Th{s  is  known  as  Lambert's  law.    In  accordance 
with  this  principle,  an  incandescent  sphere  when  viewed  from  a  distance 
appears  to  be  a  uniformly  illuminated  disk. 

The  law  does  not  apply  to  a  surface  bounded  by  an  absorbing  atmosphere, 
which  will  of  course  exercise  greater  total  absorption  in  an  oblique  Iban  in 
a  normal  direction.  The  sun,  for  example,  which  is  surrounded  by  an 
absorbing  atmosphere  of  gases,  appears  (as  clear  y  shown  in  photographs) 
to  be  darker  at  the  edges  than  at  the  center. 

In  the  same  way  it  may  be  shown  that  if  /» is  the  intens'ty  of  light  falling 
normally  on  a  screen,  the  illuminationi  when  the  light  is  incident  at  the 
angle  i  is 

/i-/»  cos  • 
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VELOCITY  OF  LIGHT. 

■ 

641.  Velocity  of  light. — ^The  sensation  of  light  is  produced  by  a 
disturbance  originating  in  distant  bodies,  and  it  may  naturally 
be  assumed  that  this  disturbance  travels  with  a  finite  velocity. 
Galileo,  about  1600,  appears  to  have  been  the  first  to  attempt  to 
measure  this  velocity.  His  method  was  substantially  the  same 
as  that  ordinarily  used  to  determine  the  velocity  of  sound  in 
the  atmosphere. 

Two  observen  stationed  at  some  distance  from  each  other  endeavored  to 
note  the  instants  at  which  flashes  of  light  from  one  station  were  observed  at 
the  other.    The  failure  of  suoh  attempts  made  it  dear  that  the  velocity  d 

light  is  80  great  that  the  time  required  to 
pass  over  ordinary  distances  Is  too  small 
to  be  measured  except  by  methods  much 
more  refined  than  those  at  that  time  avail- 
able. It  was  natural,  therefore,  that  the 
first  results  should  have  been  obtained  by 
astronomical  methods,  in  which  the  distan- 
ces employed  axe  those  between  heavenly 


In  1675  R5mer|  a  Danish  astrono- 
mer,  observed  that  the  eclipses  of 
Jupiter's  satellites  by  that  planet  re- 
cur at  regularly  increasing  or  decreasing  intervals,  according  to 
tKe  earth's  position  with  respect  to  Jupiter.  If  the  first  obser- 
vations are  made  when  Jupiter  and  the  earth  are  on  the  same 
side  of  the  sun  and  in  line  with  it,  the  interval  between  the 
first  and  the  second  eclipse  of  one  satellite  is  about  1  day  18.5 
hours,  but  as  the  earth  proceeds  in  its  orbit  the  interval  be- 
tween eclipses  slowly  increasee,  so  that  when  the  earth  is  on 
the  opposite  side  of  the  sun  from  Jupiter^  the  edipee  occurs 
about  16  minutes  later  than  the  time  cidculated  from  the  first 
observed  interval. 

R5mer  explained  this  as  being  due  to  the  finite  velocity  of 
light.  The  distance  between  the  earth  and  Jupiter  having  in 
the  interval  increased  by  the  diameter  of  the  earth's  orbit,  the 
last  installment  of  light  that  comes  from  the  satdlite  before 
eclipse  has  this  additional  distance  to  travel  and  in  consequence 
reaches  the  earth  later  by  16m.  41.6s  (according  to  modem 
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observations) .  This  and  the  best  determinations  of  the  diameter 
of  the  earth's  orbit  give  298,300  kilometers  per  second  as  the 
velocity  of  light. 

642.  Bradley's  Method. — ^Rdmer's  explanation  was  discredited 
until  long  after  his  death,  when  an  entirely  different  astro- 
nomical method  confirmed  his  views.  In  1727  Bradley,  the 
astronomer  royal  of  England,  discovered  an  apparent  negative 
parallax  of  the  fixed  stars;  that  is,  an  apparent  displacement 
not  opposite  to  the  direction  in  which  the  earth  was  moving  in 
its  orbit,  but  in  the  same  direction.  Bradley  was  for  a  time 
^eatly  perplexed  by  this  phenomenon,  but  the  chance  obser- 
vation of  the  direction  of  a  wind  vane  on  , 
a  boat  sailing  on  the  Thames,  this  direction 
not  being  that  of  the  wind,  but  of  the  re- 
sultant of  that  of  the  actual  wind  and  that 
of  the  virtual  wind  due  to  the  motion  of  the 
boat,  suggested  to  him  that  the  apparent 
motion  of  the  light  coming  from  the  stars 
might  be  the  resultant  of  the  actual  motion 
of  the  light  and  its  relative  motion  with  re- 
spect to  the  moving  earth.  If  a  stone  S  (Fig. 
487)  is  dropped  into  a  vertical  tube  T  which 
is  at  the  same  time  moving  parallel  to  itself 
in  a  direction  at  right  angles  to  the  path  of  the  stone,  the 
latter  will  have  a  horizontal  component  of  relative  motion 
with  respect  to  the  tube  and  will  strike  its  side.  When  the 
tube  reaches  Ti,  the  stone  reaches  Si  and  the  relative  path 
of  S  with  respect  to  T  is  the  dotted  line  PSi.  Similarly  a 
beam  of  light  which  actually  moves  with  a  finite  velocity 
parallel  to  the  axis  of  a  telescope  tube  will  strike  the  side  of 
the  latter  on  accoimt  of  its  displacement  due  to  the  motion  of 
the  earth.  If  the  apparent  angular  displacement  is  a,  it  is 
evident  that  tan  a^u/V,  where  u  is  the  component  velocity 
of  the  earth  at  right  angles  to  the  line  of  sight  and  V  the  velocity 
of  light.  Bradley  gave  the  name  aberration  to  this  apparent 
angular  displacement  of  the  light  from  the  stars.  The  best 
determinations  of  a,  the  aberration  constant,  is  20.445'^  which, 
combined  with  the  known  velocity  of  the  earth  in  its  orbit, 
gives  a  value  for  V  of  299,920  kilometers  per  second 
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648.  Fizeau's  Method. — ^The  first  to  make  a  direct  determination  of  the 
▼elocity  of  light  was  Fiseau,  who  in  1840  found  the  time  required  for  light  to 
past  between  Sureanes  and  Montmartre,  near  Paris,  a  distance  of  8633  meters. 
His  method  was  as  follows:  Light  from  a  source  S  (Fig.  488)  is  reflected 
from  a  piece  of  plate  glass  m,  focused  by  a  lens  L  on  the  circumference  F 
of  a  toothed  wheel  W,  and,  after  passing  between  the  teeth  of  the  wheel,  Ib 
made  parallel  by  a  second  lens  Lj.  From  this  point  the  beam  travels  to  the 
distant  lens  L,,  which  focuses  it  on  a  mirror  Af .  From  this  point  the  beam 
retraces  its  path  to  the  source;  but  a  portion  of  it  will  pass  through  the  plate 
glass  m  to  the  eye  E,  by  which  it  may  be  observed.  If  the  toothed  wheel  is 
rapidly  rotated  a  detached  train  of  light  waves  will  pass  through  as  an 
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opening  passes  F,  travel  to  M,  and  return.  If  in  the  meantime  a  tooth  hae 
moved  into  the  position  F  the  light  will  be  eclipsed;  at  twice  the  speed 
required  for  the  first  eclipse  the  light  will  again  reach  F  when  an  opening 
is  at  the  point,  and  will  pass  to  the  eyepiece.'  At  three  times  the  original 
speed  of  the  wheel  the  second  eclipse  will  occur,  and  so  on.  At  speeds 
permitting  transmission  of  the  light  the  waves  will  pass  and  return  through 
the  successive  openings  in  intermittent  groups,  but  the  light  will  appear 
continuous  to  the  eye  because  of  the  persistence  of  vision.  From  the 
distance  between  the  wheel  and  the  distant  mirror  and  the  rate  of  revolu- 
tion of  the  wheel  the  velocity  of  light  can  be  calculated. 

The  value  of  V  found  by  Fiseau  was  313,300  km./sec.  Comu,  us'ng  the 
same  method,  obtained  a  mean  result  of  290,950  km./sec.  from  several 
series  of  experiments. 


tO^ 


614.  Method  of  Foucault,  Michelson,  Newcomb. — ^In  1862 
Foucault  determined  V  by  means  of  the  displacement  of  a  beam 
of  light  reflected  from  a  revolving  mirror.  The  method  was 
improved  by  Michelson,  who  made  a  series  of  observations  in 
1879  at  the  United  States  Naval  Academy,  and  another  in  1882 
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in  Cleveland.  Michelson's  arrangement  is  indicated  in  Fig.  489. 
Light  from  a  narrow  slit  8  falls  on  the  mirror  m  and  is  reflected 
to  a  lens  L,  nrhich  throws  it  in  a  parallel  beam  to  the  plane  mirror 
M.  The  beam  retraces  its  path,  and  if  the  mirror  ^  is  at  rest  is 
brought  to  a  focus  at  S.  If,  however,  m  has  rotated  through 
the  angle  a  while  the  light  is  passing  from 
m  to  Af  and  back,  the  reflected  pencil  will 
be  rotated  through  the  angle  2  a  and  will  form 
an  image  of  the  source  at  Si.  If  the  dis- 
tance between  8  and  8i=df  that  between  8  l 
and  msf,  that  between  m  and  M^L,  if  n 
be  the  number  of  revolutions  of  m  per  second,  "*' 
and  T  the  time  required  for  light  to  pass  from 
m  to  Af  and  back, 
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Foucault  used  a  short-focus  lens  between  S  and  m  instead  of  a  long- 
foous  lens  between  m  and  Af,  as  in  Michelson's  arrangement;  consequently 
L  was  a  short  distance,  not  exceeding  20  meters,  and  the  displacement  d 
was  only  0.7  mm.,  even  when  the  mirror  revolved  800  times  per  second. 
The  result  obtained  by  Foucault  was  208,000  kilometers  per  second.  In 
Biiohelson's  experiments  a  long-focus  lens  enabled  him  to  make  r  large  and 
at  the  same  time  to  throw  a  parallel  or  nearly  parallel  beam  on  M,  so  that 
the  distance  L  could  be  increased  indefinitely  without  any  considerable  loss 
of  light.  With  a  value  of  L— 625  meters,  r— 9  m.,  and  a  speed  of  267 
revolutions  per  second,  the  displacement  d  was  133  mm.  The  result  of 
Michelson's  latest  experiments  in  1882  was  7—299,850  km. /sec. 

Newcomb,  in  1882,  made  some  further  improvements  in  Fouoauli's 
method.  The  distance  L  was  3,721  meters,  between  the  Washington  monu- 
ment and  Fort  Myer,  in  Virginia.  The  value  of  V  obtained  by  him  was 
299,860  km. /Bee.  The  final  results  of  Miohelson  and  of  Newcomb  are  prob- 
ably not  in  error  by  more  than  30  km. /sec. 

M6,  The  Velocity  of  Light  in  Different  MediOi  such  as  water 
and  carbon  bisulphide,  was  determined  by  Foucault  and  Fizeau, 
and  also  by  Michelson;  the  method  of  Foucault  being  used  in 
each  case.    A  long  tube  filled  with  the  liquid  was  placed  between 
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the  mirrors  m  and  M.  Michelson  found  the  velocity  in  air  to 
be  1.33  times  greater  than  that  in  water,  and  1.76  times  greater 
than  that  in  carbon  bisulphide.  This  has  an  important  bearing 
upon  the  choice  between  the  emission  and  the  undulatory  theo* 
ries  of  light  (§§647,  667). 

The  velocity  of  light  from  all  sources  seems  to  be  the  same, 
not  being  appreciably  affected  by  their  intensity.  R5mer  and 
Bradley  used  sunlight  or  starlight,  Fizeau  and  Comu  calcium 
light,  Foucault,  Michelson,  and  Newcomb  sunlight,  Young  and 
Forbes  electric  light.  In  space  lights  of  all  colors  travel  with 
the  same  velocity.  This  is  shown  by  the  eclipse  of  a  white  star 
by  the  moon;  the  star  would  appear  red  just  before  eclipse  and 
blue  just  after  if  blue  light  travels  faster  then  red;  but  no  change 
of  color  is  observed.  It  is  also  shown  by  the  fact  that  in  Michel- 
son's  experiment  the  light  was  not  drawn  out  in  a  spectrum. 
Photographs  of  the  spectrum  of  the  variable  star  Algol,  the  light 
from  which  has  a  period  of  variation  of  about  69  hours,  show  that 
the  intensities  of  the  extreme  violet  and  extreme  red  rise  and 
fall  simultaneously,  proving  that  there  is  no  relative  retardation 
between  them.  In  some  material  media  the  velocity  of  light  of 
different  colors  differs  considerably.  Michelson  found  the 
velocity  of  blue  light  in  carbon  bisulphide  to  be  1.4  per  cent, 
less  than  that  of  red.    In  gases  this  difference  is  inappreciable. 

Light  reaches  the  earth  from  the  moon  in  about  one  seoond  and  from 
the  sun  in  about  8.26  minutes.  A  small  parallax  has  been  found  in  the 
case  of  some  o^  the  nearer  stars,  which  enables  rough  estimates  of  their 
distances  to  be  made.  Light  from  one  of  the  nearest  stars,  a  Gentauri, 
would  require  about  8.76  years  to  reach  the  earth,  and  that  from  Siriua 
about  17  years.  It  seems  quite  possible  that  a  distant  star  may  have  been 
destroyed  by  an  explosion  or  collision  generations  ago,  and  yet  be  visible 
to  us  by  lic^t  emitted  before  its  destruction  and  stiU  on  its  way  through 
space.  The  changes  frequently  observed  in  variable  stars  must  take  place 
years  before  they  are  evident  to  us. 

THE  NATURE  OF  LIGHT. 

616.  Mode  of  Transmission. — ^According  to  some  of  the  older 
hypotheses,  such  as  that  of  Descartes,  light  is  the  effect  of  a 
pressure  instantaneously  transmitted  through  a  universal 
medium.    The  fact  that  the  disturbance  producing  light  has  a 
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finite  velocity  shows,  however,  that  it  is  due  to  motion,  not  to 
a  static  pressure.  The  radiation  from  such  bodies  as  the  sud 
heats  substances  on  which  it  falls,  and  may  produce  chemical 
changes  or  electrical  effects,  which  shows  that  a  continuous  stream 
of  energy  flows  from  luminous  sources.  According  to  our  ex- 
perience, there  are  only  two  ways  in  which  energy  may  be  trans- 
ferred— ^by  the  actual  projection  of  material  bodies  through 
space  or  by  the  transmission  of  vibrations  or  pulses  through  a 
stationary  medium,  as  illustrated  by  different  types  of  wave 
motion.  Consequently  there  have  been  two  rival  theories  re- 
garding the  propagation  of  light,  the  emisnon  theory  and  the 
undvlalory  or  wave  theory. 

647.  Emission  Theory. — Sir  Isaac  Newton  believed  that  light 
is  due  to  the  emission  of  luminous  particles  (''corpuscles") 
from  the  source.  He  appears  to  have  adopted  this  hypothesis 
chiefly  because  it  explained  the  rectilinear  propagation  of  light, 
for  which  the  wave  theory  seemed  inadequate.  Newton  showed 
by  prismatic  analysis  that  white  light  is  a  combination  of  many 
different  colors.  He  attributed  difference  of  color  to  difference 
in  sise  of  the  corpuscles  exciting  luminosity. 

Newton  observed  that  water  waves  pass  aroimd  obstacles 
without  sensible  disturb/mce,  casting  no  shadows,  and  that 
sound  shadows  arise  only  under  exceptional  circumstances. 
Reasoning  by  analogy  he  could  not  see  why  light,  if  due  to  wave 
motion,  should  not  travel  around  comers  instead  of  in  straight 
lines.  He  noticed,  however,  that  sound  waves  had  a  greater 
tendency  than  water  waves  to  cast  shadows,  and  if  he  had  care- 
fully observed  the  behavior  of  small  waves,  such  as  ripples  on 
water,  his  objections  to  the  wave  theory  would  probably  have 
been  removed.  While  large  water  waves  pass  around  a  pile 
or  other  comparatively  small  obstacle,  ripples  are  effectually 
stopped,  passing  the  object  on  each  side  without  reuniting;  there 
is  a  well-defined  region  of  no  disturbance,  or  shadow.  Similarly, 
sounds  of  high  pitch,  due  to  very  short  waves,  cast  well-defined 
shadows. 

The  emiarion  theory  satisfaotorily  expUinB  refleotion  if  we  suppose  the 
oorpufoles  to  behave  like  elastic  spheres.  If  such  a  sphere  strikes  a  reflecting 
surf aoe  at  an  angle  i  with  the  normal  (Fig.  490)  the  tangential  component  t; 
of  its  velodty  will  not  be  changed.    If  the  magnitude  of  the  reflect  com* 
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ponent «  Ib  unaltered,  it  follows  that  the  angle  r  of  reflection  is  equal  to  the 
angle  •  of  inddenoe. 

Refraction  is  also  explained  if  we  aaeume  that  matter  attracts  these 
particles.  They  will  then  be  subject  to  a  normal  acceleration  as  they 
approach  the  boimdary,  while  the  tangential  component  of  velocity  is 
unchanged  (Fig.  401).  If  the  medium  offers  no  resistance  to  the  motion 
of  the  corpuscles  (that  is,  if  it  Ib  transparent)  it  follows  that  the  increased 
velocity  should  be  maintained  after  entering  the  second  medium,  and  that 
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the  velocity  of  light  should  be  greater  in  more  refractive  media  than  air 
than  it  is  in  the  latter.  Experiments  show  that  the  opposite  is  true  in  all 
cases  tested  ((645).  This  is  one  grave  objection  to  the  emission  theory. 
Furthermore,  if  matter  attracts  light  corpuscles,  it  would  be  difficult  to 
account  for  the  enormous  expulsive  forces  required  to  project  the  particles 
from  luminous  sources.  We  should  also  expect  the  speed  of  the  particles 
to  vary  with  the  nature  and  activity  of  the  source;  and  yet  the  velocity 
of  light  from  a  candle  appears  to  be  the  same*as  that  from  the  sun. 

648.  Wave  Theory  of  Light. — Huyghens  distinctly  formulated 
this  theory  about  1678.  He  believed  that  space  is  filled  with  a 
rare  medium,  the  ether,  through  which  the  waves  are  propagated 
from  luminous  bodies.  This  theory  accounts  without  any  diffi- 
culty for  the  ordinary  phenomena  of  reflection  and  refraction, 
but  was  not  acceptable  to  Newton  for  the  reason  above  stated. 
For  more  than  a  century  after  Newton's  tim^e  little  progress  was 
made  in  the  subject  of  light,  omtil.  in  1802,  Thomas  Young 
published  a  paper  ''On  the  Theory  of  Light  and  Colors."  In 
this  he  discussed  optical  phenomena  from  the  standpoint  of  the 
wave  theory,  and  first  called  attention  to  the  fact,  overlooked 
by  Huyghens  and  other  advocates  of  the  wave  theory,  that  the 
effect  at  any  point  of  space  through  which  light  waves  are  passing 
is  the  resultant  of  the  effects  of  a  number  of  coincident  individual 
awves.  The  magnitude  of  this  resultant  depends  not  only  on 
the  amplitudes,  but  also  on  the  relative  phases  of  the  component 
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waves.  If  two  waves  of  equal  amplitude  and  moving  in  the 
same  direction  are  in  the  samd  phase  the  displacement  at  any 
poin.t  ia  the  sum  of  the  individual  displacementa,  and  the  energy, 
which  la  proportional  to  the  square  of  the  amplitude,  is  four 
times  as  great  as  in  a  single  wave.  If  the  waves  are  opposite 
in  phase,  the  resultant  amplitude  and  energy  at  any  point  are 
aero.    This  effect  Young  called  the  inierferenea  of  light  waves. 

Young  devised  a  simple 
experiment  which  may  be 
regarded  as  a  crucial  test  of 
the  wave  theory.  Light  di- 
verging from  the  slit  S  (Fig. 
492),  which  acts  as  a  primary 
source,  passes  through  two 
narrow  slits  8^  and  S,  very 
close  together,  which  act  as  ^ 
secondary  sources.  If  a 
screen  be  placed  beyond  these 
slits  a  series  of  colored  and 
dark  bands  parallel  to  the 
slits  will  be  observed  on  it. 
If  one  »{  the  slits  is  covered 
the  bands  disappear.  This 
snows  that  they  are  the  re- 
sultant effect  of  two  superimposed  pencQs  of  light  alternately 
reSnforcing  and  destructively  interfering  with  each  other.  This 
is  analogous  to  the  interference  of  mercury  ripples  described 
in  {26S. 

It  is  easy  to  repeat  Young's  experiment  by  ruling  two  narrow 
slits  very  close  together  on  a  developed  photographic  plate  and 
looking  through  these  slits  at  a  distant  electric  light.  The  expla- 
nation is  as  follows:  Through  the  slits  S,  iS,,  and  iS,  the  wave 
disturbance  propagates  itself  in  all  directions  beyond  the  respec- 
tive screens  in  semi-cylindrical  waves  having  these  slits  as  axes, 
as  may  be  seen  by  holding  a  white  screen  in  front  of  such  a  narrow 
slit  on  which  light  falls.  It  will  be  seen  that  the  transmitted  light 
diverges  very  considerably  from  the  axis  of  the  pencil,  the  amoimt 
of  divergence  increasing  as  the  slit  is  narrowed  ($705)  >  There 
'  are,  consequently,  when  two  slits  are  used,  two  sets  of  semi- 
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cylindrical  light  waves  diverging  from  these  slits  and  crossing 
each  other,  as  shown  in  Fig.  492.  Along  SP^  every  point  of  which 
is  equidistant  from  S^  and  S^,  waves  of  all  lengths  from  the  two 
sources  will  always  meet  in  the  same  phase,  and  there  will  be  a 
maximum  of  white  light  on  the  screen  at  P^.  Along  the  dotted 
line  ending  at  Pi  the  distances  of  any  given  point  from  the  sources 
differ  by  half  a  wave-length;  there  is  destructive  interference 
along  this  line  and  a  minimum  for  the  corresponding  color  at  Pg. 
Along  the  line  ending  at  P,  the  difference  between  the  distances 
of  any  given  point  from  the  sources  is  a  whole  wave-length,  so 

that  along  this  line  waves  of  the  same 
length  meet  in  the  same  phase  and 
P^  there  is  a  maximum  for  the  correspond- 
ing color  at  P,.  At  any  point  P^  for 
^  which  SiP«— <S,P«=nJl  (n  being  any 
whole  number)  there  will  be  a  maxi- 

Ro.493.  jjj^^.      ^Y^^^     S^Pn-S^Pn^i(2n  +  l)X 

there  will  be  a  minimum. 

Let  P,B  be  equal  to  P,Sj.  Then  S^B =i.  Denote  S^S^  by  a. 
Since  a  is  very  small,  iS,J5  is  very  nearly  perpendicular  to  /S|P, 
Hence 

From  this  >l  can  be  deduced.  Measurements  show  that  it  is  very 
small,  being  about  0.000065  cm.  for  red  light  and  0.00004  cm.  for 
violet  light. 

If  APo  be  denoted  by  D,  since  AP^  and  AP^  are  very  nearly 
equal,  sin  O^P^Pi/D.  Hence  P^P^^DX/a.  Thus  for  a  given 
distance  of  the  screen  the  width  of  a  band  varies  directly  as  the 
wave-length  and  inversely  as  the  distance  between  the  slits. 

649.  Relation  between  Colofi  Wave-lengfh|  and  Frequency. — ^If 
white  light  falls  on  the  slits  the  inner  side  of  each  band  is  violet, 
the  outer  side  red.  This  shows  that  the  wave-length  is  different 
for  light  of  different  colors,  and  that  the  wave-length  of  violet 
light  is  less  than  that  of  red.  The  central  band  is  of  course  white, 
as  all  colors  have  a  maximum  at  this  point,  regardless  of  their 
wave-length.  From  the  relation  nX  —  V  (§246)  where  n  is  the 
frequency  of  vibration,  X  the  wave-length,  and  V  the  velocity  of 
light  y  it  is  evident  that  when  V  changes  either  n  or  >l  or  both  must 
change.    If  Young's  experiment  be  performed  in  a  medium  such 
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as  water,  it  is  found  that  the  width  of  the  bands  in  water  is  to 
their  width  in  air  as  the  velocity  of  light  in  water  is  to  that  in  air. 
Hence  XJX  —  VJV,  and  n  is  constant.  It  is  a  matter  of  common 
experience  that  the  color  of  a  beam  of  light  does  not  change  when 
it  enters  water,  hence  frequency  rather  than  wave  length  deter- 
mines color.    Color  is,  therefore,  analogous  to  pitch  in  sound. 

660.  The  Ether. — ^To  account  for  the  transmission  of  waves 
through  space  containing  no  ordinary  matter  it  seems  necessary 
to  assume  the  existence  of  a  universal  medium  filling  all  space 
and  even  interpenetrating  matter  itself,  as  shown  by  the  existence 
of  transparent  substances.  That  this  medium  can  react  on 
matter  is  shown  by  the  fact  that  radiant  energy  is  transmitted 
from  ether  to  matter  in  the  case  of  absorption,  and  from  matter 
to  ether  in  the  case  of  emission  of  radiation  by  material  sources. 

In  recent  yean  doubt  as  to  the  necessity  for  assuming  the  existence  of 
an  ether  has  been  expressed  by  some  who  believe  that  it  is  sufficient  to 
attribute  the  power  of  transmitting  radiation  to  space  itself.  It  may  be 
doubted  whether  this  is  more  than  a  dispute  about  terms.  We  cannot 
discuss  the  question  here,  but  pending  the  settlement  of  the  controversy 
it  seems  wise  to  oontinue  the  use  of  the  word  ether  as  at  least  denoting 
the  power  of  space,  vacant  or  occupied  by  matter,  to  transmit  radiation. 

661.  Huyghens*  Principle. — Huyghens  assumed  that  a  wave  is 
propagated  by  every  point  of  the  medium  in  a  wave  front  acting 
as  a  new  center  of  disturbance  as  has  already 
been  explained  and  illustrated  in  the  case  of 
water  waves  (§256  and  Fig.  166/).  The  re- 
sulting wave  front  is  the  enveloping  tangent 
plane  to  the  wavelets  starting  from  these  cen- 
ters, as  shown  in  Fig.  494. 

The  points  a,  b,  c,  etc.,  between  A  and  B 
(Fig.  484)  taken  as  close  together  as  we 
please,  act  as  centers  of  disturbance.  Along 
the  tangent  plane  A'B'  the  different  waves 
are  all  in  the  same  phase,  and  each  point  in 
this  new  tangent  plane  becomes  a  new  cen- 
ter of  disturbance,  so  that  the  resultant 
wave  travels  forward  as  rapidly  as  the  disturbance  is  propagated 
from  point  to  point  of  the  medium. 

The  waves  move  forward  without  hindrance,  because  there  is  no  existing 
displacement  to  oppose  them;  they  do  not  travel  backward,  because  there 
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iB  a  force  due  to  the  existing  displaoement  on  the  side  from  whieh  the 
waves  come  sufficient  to  nullify  the  backward  component  of  the  displace- 
ment due  to  each  successive  center  of  disturbance.  It  is  like  the  propa^ 
gation  of  a  shove  through  a  line  of  people,  or  of  elastic  spheres  of  the  aame 
mass  and  elasticity;  that  in  front  is  not  braced  to  withstand  the  impulse^ 
while  the  reaction  on  the  one  communicating  the  impact  is  expended  in 
overcoming  its  forward  momentum.  ^ 

662.  Origin  and  Properties  of  Light  Waves. — Sources  of  light 
are  usually  bodies  of  high  temperatures.  According  to  the 
mechanical  theory  of  heat,  high  temperature  corresponds  to  a 
violent  agitation  or  vibration  of  the  ultimate  particles  (molecules, 
atoms  or  electrons)  (§159)  of  matter.  We  may  imagine  that 
these  particles  impart  their  motion  to  the  surrounding  ether 
in  much  the  same  way  that  a  tuning  fork  generates  sound 
vibrations  in  air. 

So  far  no  evidence  has  been  presented  to  show  whether  these 
waves  are  longitudinal,  like  those  of  sound,  transverse,  like 
those  in  a  stretched  wire,  or  of  a  more  complex  character,  like 
water  waves.  In  §753  it  will  be  shown  that  the  displacements 
in  these  waves  must  be  transverse  to  the  direction  of  propagation. 

We  may  now,  as  a  working  hypothesis,  assume  that  light  is 
due  to  transverse  periodic  displacements  in  a  universal  medium, 
set  up  by  the  agitation  of  the  ultimate  particles  of  matter,  that 
these  waves  are  of  different  lengths  (periods  of  vibration),  but 
are  all  very  short;  that  different  colors  correspond  to  different 
rates  of  vibration;  and  that  waves  of  all  lengths  travel  with  the 
same  velocity  in  free  space,  but  with  different  velocities  in 
matter.  All  experimental  facts  are  in  harmony  with  these 
assumptions. 

In  the""  following  pages  the  word  ray  will  often  be  used  as  a 
matter  of  convenience,  meaning  thereby  merely  a  normal  to  tfie 
wave  front,  which  indicates  the  direction  in  which  the  wave  ie 
moving  at  the  point  considered.  The  definition  applies  only  to 
isotropic  media  (§§163,  761). 

REFLECJTION. 

663.  Reflection  from  a  Plane  Surface. — A  wave  diverging  from 
the  source  S  (Fig.  495)  falls  on  a  plane  mirror  MN.  If  the  mirror 
were  absent,  the  wave  would  at  a  given  instant  occupy  the  posi- 
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tion  AMPNB.  With  the  mirror  in  place,  each  element  of  the 
original  wave  when  it  reaches  the  mirror  becomes  the  center  of  a 
reflected  wavelet,  just  as  it  would  have  contributed  a  wavelet 
from  the  same  point  to  form  the  resultant  wave  MPN  if  the 
mirror  were  absent.  If,  therefore,  a  number  of  circles  tangent 
to  MPN  be  described  about  centers  a,  b,  c,  etc.,  on  MCN  they 
must  touch  both  the  imaginary  wave  MPN  and  the  reflected 
wave  MQN.  The  arcs  MPN  and  MQN  are  evidently  similar 
and  equal  and  have  equal  radii  of  curvature.  If  S^  is  the  center 
of  curvature  of  the  reflected 
wave  SC^CS^,  the  line  SS^ 
is  normal  to  the  mirror,  and 
jSi  is  as  far  behind  the  latter 
as  iS  is  in  front  of  it.  If  the 
eye  is  at  E,  any  point  reached 
by  the  reflected  wave,  the 
pencil  of  light  entering  the 
pupil  will  be  focused  on  the 
retina.  As  the  vertex  of  this 
cone  is  virtually  at  S^,  the 
image  of  the  source  will  ap- 
pear to  be  at  that  point. 
From  the  diagram  it  is  evident 
that  the  angles  t  and  r  are  equal,  that  is,  the  angles  of  incidence 
and  of  reflection  are  equal. 
664.  Focus. — The  source  or  center  of  curvature  of  a  family  of 

waves,  either  divergent  or  convergent, 
is  called  Sk  focus — ^literally  a  hearth  or 
source  of  radiation.  The  point  S 
from  which  the  waves  actually  come 
is  called  a  real  focus;  the  point  Si 
from  which  they  appear  to  come  is 
called  a  virtud  focus.  The  points 
S  and  Si  are  conjugate  foci.  Since  the 
conjugate  focal  distances  in  the  case 
of  a  plane  mirror  are  equal,  it  is  evi- 
dent that  if  the  mirror  be  displaced 
a  given  distance  parallel  to  itself  the  image  will  be  displaced 
twice  that  distance. 
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655.  Images.— If  A'B'  is  the  image  of  AB  (Fig.  496),  it  may  be 
shown  as  above  that  the  image  of  each  point  is  as  far  behind  the 
mirror  as  the  pointi  itself  is  in  front,  and  on  the  same  normal;  and 
that,  consequently,  the  image  and  the  object  are  S3rmmetrically 
placed  with  respect  to  the  mirror  and  are  of  the  same  size. 
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656.  Multiple  Reflection. — ^Fig.  407  ehows  how  these  imagee  are  eituated 
in  the  case  of  multiple  internal  reflection  from  surfaces  AB  and  CD  parallel 
to  each  other.  The  position  of  these  imagee  is  readily  determined  by  the 
fact  that  the  image  of  the  first  order  in  each  surface  is  as  far  behind  the 
surface  as  the  source  is  in  front,  and  on  the  same  normal  to  the  surface. 
The  two  images  of  the  second  order  are  fixed  in  the  same  way,  by  considering 
the  images  of  the  first  order  to  be  the  sources,  and  so  on  ad  fnjlnthim. 
It  is  easy  to  see  that  when  the  mirrors  are  inclined  at  an  angle  a  (Fig.  498) 
there  are  multiple  images  of  the  mirrors  as  indicated  by  the  dotted  lines, 
and  that  the  successiye  images  are  symmetrically  placed  on  each  side  of 
each  mirror  image  and  located  in  a  cirde  about  the  point  of  intersection 
of  the  mirrors. 

667.  Reflection  from  Curved  Surfaces. — If  a  wave  is  reflected 
from  a  curved  surface  the  curvature  of  the  reflected  wave  is 
changed,  unless  it  exactly  conforms  to  the  mirror  surface  at  inci- 
dence. Experience  shows  that  only  in  a  few  cases  is  the  re- 
flected wave  spherical  or  approximately  so,  and  only  in  such  cases 
can  a  definite  image  be  formed.  The  ordinary  type  of  curved 
mirror  is  that  with  a  spherical  surface.  The  reflected  waves  are 
approximately  spherical  if  the  diameter  of  the  mirror  is  small 
compared  with  its  radius  of  curvature.     In  order  to  determine 
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the  position  of  the  center  of  curvature  and  the  conjugate  focal 
rdations  for  spherical  mirrors  a  very  Bimple  mathematical 
relation  ia  all  that  ie  required. 

-668.  Relation  between  Radios  of  Curvature 
and  Sagitta  of  Arc. — Consider  the  arc  AB, 
with  center  of  curvature  C,  and  radius  r  (Fig. 
400).  The  distance  x  on  tJie  bisecting  radius 
of  the  arc  included  between  the  arc  and  the 
chord  AB=2y  is  called  the  sagitta  of  the 
arc.  To  determine  the  relation  between  r  and 
X  write 

r»=y»  +  (r-a:)»=y»+r»-2ra:+i» 
Therefore, 

2ri— i*=y* 


2r-a;  r(l+c09  «) 
It  is  found  that  if  the  angle  a  is  very  small,  not  more  than  two  or 
three  degrees,  the  mirror  will  give  a  well-defined  image.  If  the 
angular  aperture  2a  of  the  mirror  is  greater  than  four  or  five 
degrees  spherical  aberration  becomes  noticeable  ({664).  For  all 
mirrors  which  give  satisfactory  images  x  may  be  neglected  in 
comparison  with  r,  or  cos  a  regarded  as  equal  to  unity,  so  that 
within  the  limits  of  errors  of  measurement 


660.  Concave  Mirror. — The  source  is  at  a  distance  u  from  a 
concave  mirror  MN  (Fig.  600) 
with  center  of  curvature  at  C 
and  radius  r.    The  waves  inci- 
dent on  the  mirror  have  a  ra- 
I  diuB  of  curvature    u,    with    a 
'  sagitta  AB.     Reflection  begins 
at  M  and  N  whQe  the  vertex  of 
the  wave  has  still  to  travel  the 
distance    BD  before  reBection 
begins  at  D.    When  the  vertex 
reaches  the  mirror  the  edges  of 
the  wave  have  travelled  a  distance  BD  =  AD  —  AB  along  JIfiS, 
and  JViS,.     If  the  reflected  wave  is  sphericiU  it  must  have  a 
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definite  center  of  curvature  S^  and  radius  v,  with  sagitta  DE, 
At  the  instant  when  reflection  begins  at  D  the  incident  wave, 
the  mirror,  and  the  reflected  wave  have  a  common  point  of 
tangency  at  D,  If  the  angular  aperture  of  the  mirror  is  so  small 
that  the  cosines  of  the  angles  a,  fi,  and  f  may  be  considered  as 
equal  to  unity  (these  angles  are  exaggerated  in  the  figure  for  the 
sake  of  clearness)  we  may  consider  the  portions  of  the  wave 
reflected  from  M  and  N  to  move  parallel  to  the  axis  rather  than 
in  the  directions  MS^  and  NS^.    Hence 

AD-AB=DE-AD 
AB  +  DE=2AD 

It  is  not  convenient  to  measure  sagittse,  but  by  using  the 
relation  developed  in  §658  the  above  expression  can  be  trans- 
formed into  one  involving  only  the  easily  measured  distances  r, 
the  radius  of  curvature  of  the  mirror,  u,  that  of  the  incident  wave, 
and  V,  that  of  the  reflected  wave.  The  semi-chord  y  has  the 
same  value  for  all  the  arcs  concerned,  so  that  the  common  factor 
y*/2  may  be  cancelled  when  y*/2r  is  substituted  for  AD,  with 
similar  substitutions  for  AB  and  DE.    The  final  result  is 

u      V      r 

The  justification  for  the  somewhat  inexact  assumptions  made 
in  deriving  this  formula  is  found  in  the  fact  that  it  agrees  with 
experimental  observations  within  the  limits  of  error  of  measure- 
ment. 

A  beam  of  light  is  always  reversible  in  direction,  hence,  if  the 
source  is  at  S^,  the  image  will  be  at  S. 

If  the  source  is  at  a  great  distance  from  the  mirror  the  incident 
wave  is  practically  plane  (parallel  beam),  and  u  is  infinite.  The 
corresponding  value  of  v  is  called  the  principal  focal  distance  /. 
iS|  is  then  the  principal  focus.    The  above  equation  then  becomes 

1^12  ,    r 

-+^--    or    /.^ 

Hence  the  principal  focal  point  is  half  way  between  the  mirror 
and  its  center  of  curvature.  The  conjugate  focal  relation  may 
now  be  written: 

u    V    f 
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If  u  >  r,  t?  <  r.    The  image  is  between  C  and  the  mirror. 

If  ti=r,  »=r.    The  image  is  at  the  center. 

I{u<r,v>r.    The  image  is  beyond  C. 

If  ti  =/,  1?  =  Qo .  The  reflected  light  is  parallel. 

If  u<f,  V  is  a  negative  quantity.  Fig.  501,  which  illustrates 
this  case,  shows  that  the  center  of  curvature  of  the  reflected 
wave  is  behind  the  mirror. 
It  is  a  virtuuil  focv^^  since 
the  waves  do  not  actually 
diverge  from  that  point. 
It  is  clear  that  the  nega- 
tive sign  of  V  indicates 
this  result,  since  the  dis- 
tance DSi=v  is  measured 
in  a  direction  opposite  to  that  in  which  light  actually  proceeds 
after  reflection,  so  that  the  reflected  light  cannot  pass  through 
the  point  S^. 

Writers  differ  in  their  conventions  regarding  the  signs  of  con- 
jugate focal  distances  and  radii  of  curvature.  The  most  easily 
remembered  and  applied  as  well  as  the  most  consistent  rule  seems 
to  be  the  following: 

Comider  each  of  the  quantities  u,  v,  r  as  positive  when  it  is  on 
the  same  side  of  the  mirror,  as  in  the  typical  case  of  a  concave 
mirror  forming  a  real  image  of  a  real  object — negative  when  on  the 
opposite  side. 

From  this  rule  it  is  evident  that  a  positive  value  of  v  or  / 
indicates  a  real  focus,  a  negative  value  a  virtual  focus. 

660.  Convex  Mirror. — ^Proceeding  as  in  the  previous  case,  if 
FO  is  the  sagitta  of  the  reflected  wave  and  v  its  radius  CE'ig.  502), 

DE+EF  =  FG-EF 
DE^F0^-2EF 

u     v         r         f 

where,  provisionally,  v,  r,  and  /,  may  be  considered  as  mere 
magnitudes  affected  with  the  negative  signs  in  the  formula. 

Comparing  this  expression  with  that  deduced  for  a  concave 
mirror,  we  see  that  it  will  become  identically  the  same  if  we 
agree  to  consider  the  radius  of  curvature  and  the  principal  focal 
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distance  of  a  convex  mirror  as  negative  in  accordance  with  the 
rule  given  above;  v  is  also  negative  since  the  reflected  light  is 
divergent. 
The  general  formula  applicable  to  all  mirrors  is,  therefore, 


-+--7 

U     V      f 


u  being  usually  positive,  and  /  to  be  taken  as  positive  for  a  con- 
cave, negative  for  a  convex  mirror.  When  /«  ao  we  have  the 
case  of  a  plane  mirror. 


Fia.  002. 

If  we  make  /  negative  in  the  expression  for  v  given  in  {659, 
we  see  that  in  the  case  of  a  convex  mirror  v  is  always  less  than  / 
and  negative.  If,  however,  the  light  incident  on  the  mirror  is 
convergent  to  a  point  at  a  distance  —  u  behind  the  mirror,  v  may 
become  positive;  so  that  a  convex  mirror  may  give  a  real  image 

of  a  virtual  source, 

661.  Geometrical  Method. — 
The  same  results  may  be  ob- 
tained by  applying  the  law  of 
plane  reflection  to  ''rays"  with- 
out any  hypothesis  as  to  the 
nature  of  light.  The  ray  ^SD 
(Fig.  503)  will,  as  it  is  incident 
normally  at  D,  be  reflected  back  on  itself.  The  ray  SP  will  be 
reflected  at  P,  so  that  the  angles  t  and  r  are  equal.  The  in- 
tersection of  these  two  reflected  rays  will  fix  the  position  of  the 
image  jSi.    From  a  well-known  geometrical  relation  we  have 
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SC     SD-CD    u-r 


u 


sin  i        sin  f        sin  f     mn  fi 
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CSi 
Bin  r 

**     sinr     ~8in  r'^sin  fi 

Therefore, 

w— r    u 

From  which 

ur+vr^2uv 

Dividing  through  by  uvr, 

, 

u    V     r 

679 


The  aasumptions  made  in  this  case  are  that  SD  =  u  and  SiD^^v, 
which  is  a  sufficient  approximation  to  the  truth  when  the  angles 
a,  /},  and  i  are  small. 

The  formula  for  the  conjugate  focal  relations  of  a  convex  mirror 
may  be  derived  in  the  same  way. 

In  some  cases  it  is  more  convenient  to  use  the  geometrical  or 
ray  method  than  that  of  waves;  but  it  must  always  be  remem- 
bered that  these  ''rays"  merely  represent  normals  to  the  wave 
front. 

662.  Images  Fonned  by  Spherical  Uirrors. — If  any  two  radii 
be  drawn  from  any  point  of  a  source,  the  point  of  their  inter- 
section after  reflection  will  fix  the  position  of  the  corresponding 
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point  of  the  image.  Any  pair  of  radii  will  do,  but  for  convenience 
two  of  the  following  are  usually  chosen,  because  their  course 
after  reflection  is  easily  determined:  The  radius  parallel  to  the 
axis,  which  after  reflection  passes  through  the  principal  focus; 
that  which  passes  through  the  principal  focus,  which  becomes 
paridlel  to  the  axis  after  reflection;  that  which  is  incident  at  the 
intersection  of  the  mirror  with  its  axis. 
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The  construction  of  the  images  formed  by  a  concave  and  by 
a  convex  mirror  is  illustrated  by  Figs.  504,  505,  506,  where 


the  points  A'  and  B'  are  located  by  using  the  pair  of  rays  last 
mentioned  above.  In  the  first,  the  image  is  real  and  inverted; 
in  the  second  and  third  the  images  are  virtual  and  erect. 


I 


A'... 


B^j: 


0 
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663.  Magnification. — Since  the  angle  subtended  by  the  object 
at  the  mirror  is  t,  while  that  subtended  by  the  image  is  the  equal 
angle  r,  it  is  evident  that  the  relative  sizes  of  the  object  and 
image  are  to  each  other  as  their  respective  distances  from  the 
mirror. 

o/i^u/v 
The  real  image  formed  by  a  concave  mirror  may  be  of  the  same 
size  as  the  object,  or  larger,  or  smaller;  the  virtual  image  is  always 
larger,  since  v>u.    The  virtual  image  formed  by  a  convex  mirror 
is  always  smaller  than  the  object. 

664.  Spherical  Aberration  and  Caustic  Curves. — If  a  converging 
wave  is  truly  spherical  there  is  a  perfect  focus  at  its  center  of 
curvi^ture.  As  a  matter  of  fact,  the  waves  reflected  from  a 
spherical  imirror  are  not  perfectly  spherical,  except  in  the  special 
c&ae  where  the  source  is  at  the  center  of  curvature  of  the  mirror. 
The  normals  drawn  from  any  points  of  the  reflected  wave 
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are  tangent  to  the  curve  HF,  which  ia  called  a  eau^ie  curve. 
The  etup  P  of  this  curve  coireapondB  to  the  focal  point  of  a 
mirror  of  amall  aperture.  The  light  reflected  from  the  ndea  of 
a  cup  containing  coffee  or  milk  plainly  shows  this  caustic  curve 
on  the  surface  of  the  liquid. 

The  deviation  from  a  epher- 
ioalshapeofwavee  reflected  from  ; 
a  mirror    of  large  aperture  ia 
called  spherical  aberration. 

If  light  is  obliquely  incident 
on  a  mirror,  the  reflected  waves 
are  not  spherical,  even  when 
the  aperture  is  amall,  but  have 
different  radii  of  curvature  in 
planes  at  right  angles.  Aa  a 
result,  a  point  image  of  a  point 
source  cannot  be  obtained,  but 

there  are  two  elongated  imaffea  at  right  anglea  to  each  other  and 
in  different  positions,  which  are  called  focal  linet. 

Tha  ori^  of  Uie  fooal  lines  is  elearly  won  if  wb  oonaider  tne  mirror  MN 

(Kg.  608)  to  bo  part  of  %  larger  mirroi  UNO,  on  the  uda  8B  d  which  the 

MUToe  3  lies.     Construotang  the  lefleoted  i%jt  inddent  at  different  points 

of  thii  minor,  It  la  olear  that,  while  th« 

foofti  ouap  of  the  entire  minor  is  at  3^ 

ail  the  raji  coming  from  MS  inteneot 

approximately  at   the  point  f ,.     Hie 

•^^  diagram  gives  a  onMs-seiition  of  the  in- 

_,\g  ddent  and  refieotMl  rays.     If  this  dia- 

Sj  -f  1      gram  be  rotated  about  the  axis  SB  by 

I       an  amount  equal  to  the  diameter  of  the 

/        mirror  MN  the  point  F,  will  describe  the 

q/  arc  of  a  dro'e  with  its  eenter  on  the 

Fia.  eo8.  iiiie  SB.     TblB  is  the  primary  foeal  line, 

which  will  appear  on  a  screen  placed  at 

^,  as  a  narrow  curved  strip.    After  passing  Fi  all  the  rmye  reflected  from 

MJV  will  interseot  the  axis  SB  at  various  points  between  Si  and  F,  (since 

all  the  plane*  of  inddenoe  contain  SB).     A  screen  placed  at  this  point  will 

show  a  narrow  elongated  patch  of  light,  SiF„  the  secondary  focal  line.     If 

the  screen  is  at  right  angles  to  the  reflected  pencil  the  patch  of  Ught  will  be 

approsmately  a  lemniscate  or  figure  8. 

6U.  CyllnUcal  Hlmir. — A  parallel  beam  inddent  on  such  a  surface  is 
brought  to  a  real  or  virtual  line  foous.     Ihe  image  of  a  pcrfnt  source  is 


582 


LIGHT 


Fia\  000. 


Ukewiie  a  line.  Suoh  mirron  and  the  reflected  pencil  are  said  to  be  otl^ 
matie.  (A  pendl  symmetrical  about  an  axis,  that  is,  ha^ng  a  point  verte^c, 
and  thus  giving  a  point  image  of  a  point,  is  said  to  be  homoeentric)  In 
the  case  of  a  concave  cylindrical  mirror,  if  the  point  source  lies  outside 

the  principal  focus,  there  will  be  a 
real  image  AB  and  a  virtual  image 
A'B'  in  planes  at  right  an^tos  to 
each  other,  as  illustrated  in  Fig.  509. 
666.  Paraboloidal,  Ellipeoidal,  and 
Hyperboloidal  Mirrors.— The  light 
from  a  point  source  at  one  focus  of 
an  ellipsoidal  reflector  will  be  brought 
without  aberration  to  the  other 
focus,  a  real  image  being  formed. 
Light  from  a  source  at  one  foeus 
of  a  hyperboloidal  mirror  will  hare 
a  virtual  focus  at  the  conjugate 
focus  of  the  mirror.  If  the  source 
is  at  the  focus  of  a  paraboli^dal 
mirror,  the  light  will  be  reflected  in  a  parallel  beam;  and  parallel  light  will 
be  brought  without  aberration  to  a  real  focus  by  such  a  mirror. 

REFRACTION  AND  DISPERSION 

667.  The  ancients  were  acquainted  with  the  fact  that  a  beam  of 
light  is  more  or  less  deviated  in  passing  from  air  to  water.  The 
Law  of  Refraction  was  first  discovered  in 
1621  by  WiUOrod  Sndl.  He  foimd  by  ex- 
periment that  the  ratio  of  the  sines  of  the 
angles  of  incidence  and  of  refraction  is  con- 
stant at  the  boimdary  between  two  media. 
The  ratio  sin  i/sin  r  is  called  n,  the  index 
of  refraction.  The  angle  of  incidence  is 
usually  measured  in  air. 

It  was  shown  by  Huyghens  that  refraction  is  very  simply 
explained  by  assuming  a  change  of  velocity  in  passing  from  one 
medium  to  another.  Direct  measurements  by  Foucault,  Fiseau, 
and  Michelson  show  that  light  travels  with  different  velocities 
in  air,  water,  and  carbon  bisulphide  (§645). 

Consider  a  plane  wave  AC  incident  obliquely  on  the  smooth 
plane  surface  of  separation  between  air  and  another  trans- 
parent medium  (Fig.  511),  the  velocity  in  air  being  7|  and  that 
in  the  second  medium  Vf.  A  spherical  wave  will  diverge  from 
the  point  A  into  the  second  medium  when  the  disturbance 
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reaches  that  point,  and  later  other  spherical  waves  successively 
diverge  from  B'  and  C\  While  the  wave  travels  in  the  first 
medium  a  distance  CC'^Y^  the  wave  from  A  will  travel  the 
distance  AA'^Vj^  in  the 
second  medium.  The  dis- 
turbance from  B  will  in  the 
same  time  travel  a  distance 
BB'+B'B"  =  (7i  +  70</2, 
if  J3  is  half  way  between 
A  and  C.  Since  B'5"« 
\AA'^  a  tangent  plane  can 
be  drawn  from  C  to  the  two 
circles  with  centers  at  A 
and  B'.  It  is  easily  shown 
by  this  method  that  the 
waves  from  all  points  in  the  original  wave  front  will  be  tangent 
to  the  same  plane,  the  new  wave  front  in  the  second  medium. 
Further, 

CC'-AC  sin  i«7,< 

ilA'=ilC'smr  =  7^ 

Therefore, 

sint    7| 

sinr    V, 

The  physical  significance  of  the  constancy  of  the  sine  ratio 
discovered  by  Snell  thus  becomes  apparent.  The  student  should 
always  think  of  the  index  of  refraction  as  being  the  ratio  of  the 
velocities  of  light  in  the  two  media,  rather  than  as  the  ratio  of 
the  sines  of  two  angles.    The  latter  mode  of  statement  conveys 

no  clear  physical  idea,  and,  moreover, 
seems  to  break  down  in  the  case  of 
normal  incidence. 

668.  Medium  with  Parallel  Surfaces. 
— An  incident  pencil  will  be  deflected 
in  one  direction  on  entering  the  second 
medium  of  thickness  i  and  an  equal 
amount  on  re&tering  the  first  medium, 
as  shown  in  Fig.  612.  The  course  of 
the  pencil  will  then  be  parallel  to  its  original  direction,  but 
there  will  be  a  lateral  displacement  AB. 
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669.  Imaga  due  to  Rsfnctioii  at  Plane  Surface. — When  an 
object  ia  viewed  normally  to  the  boundary  (Fig.  513)  there  is  no 
lateral  displacement,  but  only  an  apparent  change  in  distance. 
Waves  from  an  object  iS  at  a  distance  d  below  the  Surface  of  the 
medium  travel  with  a  velocity  V^  to 
the  point  B,  where  the  vertex  of  the 
wave  enters  air,  in  which  the  velocity  is 
V,.    The  diaturbance    then    travels    a 
distance  BB'  in  air  while  another  por- 
tion of  the  wave  still  within  the  second 
medium  travels  the  distaqce  AA'  =  V^. 
"""  ""■  The  center  of  curvature  of  the  emer- 

gent wave  is  at  S^,  a  distance  ii  below  the  surface.  There  is  a 
virtual  image  of  the  source  at  this  point.  If  the  cone  has  only 
a  small  divergence,  AA'  =  BC,  the  sagitta  of  the  wave  in  the 
refracting  medium,  BB'  is  that  of  the  wave  in  air,  and  d=AS 
and  d,  —  AjS,  their  respective  radii  of  curvature;  hence,  from  the 
relation  previously  used  (§&58). 

AA'^y'l2d  =  V^ 

Therefore, 

-— ^»_„,     ord=nd. 

The  angle  of  the  cone  of  light  entering  the  eye  is  limited  by  the 
size  of  the  pupil,  and  is,  therefore,  very  small,  so  that  the  use  of 
the  above  method  is  justified.    The 
apparent  depth  of  the  object  below 
the  surface  is  d,  =  (i/n.     There  is  an 
apparent    displacement    toward   the 
observer    amounting    to    (d  —  d,)  = 
(n—  I)  d/n.     It  is  thus  made  clear  why 
the  depth  of  a  pond  appears  to  be  lees 
than  it  actually  is,  and  why  objects 
immersed    in    water    appear    to  be        „ 
shortened.     Since  the  index  of  refrac-  p,Q^  ^i^ 

tioQ  is  about   1.33,  a  pond  six  feet 
deep  seems  to  be  only  about  four  and  a  half  feet  in  depth. 

If  the  cone  is  wide  there  is  considerable  aberration,  as  shown 
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in  Fig.  614.  This  is  not  apparent  to  the  eye,  whioh  limits  the 
aperture  of  the  effective  pencil,  except  through  a  slight  lateral 
displacement  (the  image  being  at  Q  if  the  eye  is  at  ^ . 

The  index«of  refraction  of  plane  parallel  

plates  may  be  obtained  from  the  relation 
deduced  above.  A  microscope  is  focused 
on  a  small  object  on  a  table,  such  as  a 
pencil  mark  0  (Fig.  616).  When  the 
plate  is  placed  over  the  mark  it  will  be 
necessary  to  raise  the  microscope  a  dis- 
tance d  to  bring  the  virtual  image  o  into 
focus.  The  apparent  depth  of  the  object 
below  the  surface  is  ^ = f /n,  and  d^^t—f^t—tln.    Hence 


n— 


t 


t-d 
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670.  Prism. — ^If  light  waves  pass  through  a  transparent  mediufci 
botmded  by  plane  surfaces  which  are  not  parallel,  the  deviation 
of  the  incident  pencQ  on  entering  the  first  surface  is  not  exactly 

compensated  on  emerging  from  the 
second  surface.  If  the  source  is  at  j5 
(Fig.  616)  the  image,  or  center  of  cur- 
vature of  the  wave  within  the  prism, 
is  at  Si  and  that  of  the  emergent  wave 
is  at  82'  To  determine  the  deviation 
of  the  pencil  and  the  positions  of  the  foci  Si  and  S^  it  is  convenient 
to  follow  the  course  of  given  wave  normal  or  "ray."  The  inter- 
section of  pairs  of  such  rays  will'  fix  the  position  of  the  desired 
foci  or  centers  of  curvature  of  the  waves. 

671.  Deviation— Minimum  Devia- 
tion.—The  total  deviation  of  a  given 
ray  is  D^Di+D^  (Fig.  517). 

D  =<t+i,-(rt+0 
But  fi+r^^A,  since 

B+A  « 180^  =  B+r,+r,. 

Therefore,  D =ij  +*,— il 

It  is  easily  shown,  experimentally  or  mathematically,  that  D 
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has  a  minimum  value  when  t|  ={,,  in  which  case  the  incident  and 
emergent  ray  are  symmetrical  with  respect  to  the  refracting  angle 
of  the  prism.     In  this  case 

.      .     D+A 


Therefore, 


sini    sin}(D+il) 

n^—. — " ; — T-—i — 

sm  r         sm  }  A 


This  relation  is  commonly  used  for  determining  the  index  of 
refraction  of  substances  :n  the  prismatic  form.  The  angles  of 
the  prism  and  of  minimum  deviation  are  measured  with  a  spectro- 
meter (§720).  As  the  index  is  not  the  same  for  different  colors, 
it  is  evident  that  the  prism  can  be  set  at  the  angle  of  minimum 
deviation  for  only  one  color  at  a  time. 

*  672.  Dispersion  of  Colon — The  index  of  refraction  of  any  given 
substance  varies  with  the  color,  or  wave  length;  consequently  the 
deviation  caused  by  a  prism  will  not  be  the  same  for  all  colors. 


F20.  518. 

Consider  a  narrow  source  S  such  as  an  illuminated  slit  parallel 
to  the  edge  of  the  prism  (Fig.  618).  If  the  source  emits  red  light 
alone,  a  virtual  red  image  of  the  slit  is  observed  at  22.  If  green 
and  violet  light  are  also  emitted,  a  green  and  a  violet  image  are 
seen  at  0  and  F.  Real  images  of  these  colors  may  be  formed  at 
R\  0^,  and  V  by  a  lens.  Such  a  group  of  dit  images  is  called 
a  line  spectrum.  This  separation  of  the  colors  is  called  dUpereion. 
If  the  source  emits  waves  of  an  infinite  number  of  lengths  in- 
cluded between  the  red  and  the  violet,  the  infinite  number  of 
partially  overlapping  images  of  the  slit  will  form  a  corUinuoue 
spectrum.    If  the  slit  is  wide  the  different  colors  will  greatly  over- 
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lap,  and  the  spectrum  is  said  to  be  impure.  There  is  less  over- 
lapping when  the  slit  is  narrowed;  but,  since  no  slit  can  be  made 
infinitesimally  narrow,  it  is  manifestly  impossible  to  obtain  a 
perfectly  pure  spectrum. 

673.  Fraunhofer  lanes. — If  a  wide  slit  illuminated  by  sunlight 
is  used,  a  continuous  spectrum  is  observed,  apparently  like  that 
given  by  a  candle  flame.  Such  a  spectrum  was  observed  by 
Newton.  If,  however,  the  slit  is  very  narrow,  it  will  be  seen 
that  a  number  of  fine  dark  lines  parallel  to  the  slit  cross  the 
spectrum.  These  lines  were  first  seen  by  Wollaston  in  1802. 
He  observed  a  virtual  spectrum  by  looking  directly  through  a 
prism  at  an  illuminated  slit.  Fraunhofer,  about  1815,  by  the 
use  of  better  prisms,  and  by  forming  a  real  image  of  the 
spectrum  with  a  lens,  was  able  to  find  several  hundred  of  these 
lines,  which  are  now  usually  referred  to  as  Fraunhofer  lines.  It 
is  evident  from  this  that  the  solar  spectrum  differs  from  that  of  a 
candle  in  not  being  absolutely  continuous.  The  dark  gaps  in  ti^e 
position  of  different  colors  show  the  absence  of  corresponding 
images  of  the  slit,  and  therefore  the  absence  of  these  colors 
in  the  sunlight.  In  the  section  on  Absorption  it  will  be  shown 
that  most  of  these  dark  lines  are  due  to  the  absorption  of 
light  of  definite  wave  lengths  by  vapors  in  the  solar  atmosphere 
§737). 

The  Fraunhofer  lines  may  be  \ised  as  reference  points  in  meas- 
uring indices  of  refraction  of  prisms  for  different  colors.  The 
more  prominent  lines  were  labeled  by  Fraunhofer  with  letters  of 
the  Roman  and  Greek  alphabets.  Some  of  the  more  important 
of  them  are  the  A  line  (really  a  group  of  fine  lines) ,  due  to  absorp- 
tion by  the  earth's  atmosphere;  the  neighboring  D  lines,  due  to 
sodium  vapor  in  the  sim;  the  F  line,  due  to  hydrogen;  the  H  and 
K  lines,  due  to  calciiun.  These  lines  are  shown  in  the  reproduc- 
tion of  the  solar  spectrum  (upper  part  of  Fig.  581). 

674.  Dispersive  Power. — The  deviation  of  a  particular  color 
by  a  prism  increases  with  the  index  of  refraction.  The  angular 
separation  or  dispersion  between  two  colors  depends  on  the  dif- 
ference between  their  respective  indices  of  refraction.  If  a 
prism  has  a  very  small  refracting  angle,  the  angles  of  incidence, 
refraction,  and  emergence  of  a  given  pencil  transmitted  at  the 
angle  of  minimum  deviation  will  likewise  be  small,  and  the  sines 
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of  these   angles   may  be   considered   as   equal   to   the   arcs; 

consequently, 

8inJ(A+D)    A+D 

Bm  ^  il  A 

Therefore, 

D-(n-l)il 

If  I>|  and  Dg  are  the  deviations  of  two  given  colors,  the  Fraun- 
hofer  lines  C  and  F,  for  example,  and  2>,  that  of  an  intermediate 
color  halfway  C  to  F,  2>g— 2>|  is  the  angular  dispersion  of  the 
extreme  colors  and  2>,  is  the  mean  deviation  of  the  spectrum  of 
angidar  width  2>,— D^.  The  dispersive  power  d  of  the  prism 
is  the  ratio  of  the  angular  dispersion  of  the  two  colors  to  their 
mean  deviation,  or 

dJ^t-J>i .  (n,-l)il-(nf  1)A  ^  n.-n^ 
D,  (n,-l)A     .         n,-l 

Newton  assumed  that  the  ratio  of  dispersion  between  two  given 
colors  to  the  mean  deviation,  or  the  dUperrive  power,  is  the  same 
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for  all  substances,  but  Dollond,  in  1757,  showed  that  this  is  by 
no  means  the  case.  Two  different  prisms  may  have  the  same 
value  of  n, — ^1,  but  very  different  values  for  n^^ni,  or  conversely. 
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The  table  shows  the  values  of  n^  and  the  dispersive  power 
between  the  C  and  F  lines  for  some  substanceSi  the  mean  devia* 
tion  being  that  corresponding  to  the  D  lines.  There  are  great 
differences  between  the  refractive  and  dispersive  powers  of 
different  specimens  of  glass. 

676.  Irrational  Dispersion. — The  dispersive  power  of  a  given 
prism  (for  equal  increments  of  wave-length)  varies  in  different 
parts  of  the  spectrum,  usually  increasing  toward  the  violet. 
There  is  no  simple  ratio  between  deviation  and  wave-length, 
hence  such  spectra  are  said  to  be  irraitonal.  If  for  any  three 
colors  the  ratio  (n,— n|)/  (n,—  1}  were  the  same  for  all  substances 
the  spectra  formed  by  different  prisms  would  all  be  alike  in 
the  distribution  of  colors,  and  one  spectrum  would  be  simply  a 
larger  or  smaller  copy  of  any  other.  As  stated  above,  this  ratio 
is ,  not  the  same  for  different  substances,  so  that  the  spectra 
formed  by  different  prisms  are  also  irrational  with  respect 
to  each  other.  It  is  possible,  for  example,  to  make  a  prism  of 
crown  glass  and  one  of  flint  glass  which  will  give  spectra  of  equal 
length  between  the  lines  A  and  K;  but  it  will  be  found  that  the 
positions  of  the  other  Fraimhof er  lines  do  not  coincide  in  the 
two  spectra,  as  they  would  if  the  dispersion  were  rational. 

The  following  t^ble  showing  the  differences  between  the 
refractive  indices  of  various  substances  for  the  il,  D,  F,  and  0 
Fraunhofer  lines  illustrates  irrationality  of  dispersion.  It  will 
be  seen  that  the  ratio  inp—nj^)/(nD'-nj),  for  example,  is  not 
the  same  for  the  different  substances. 
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Although  as  a  general  rule  the  index  of  refraction  increases 
as  wave-length  diminishes,  there  are  exceptions,  as  described 
under  the  head  of  anomalous  dispersion  (§777). 
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676.  Achromatic  and  Direct-vision  Prisms.— The  unequal 
dispersive  power  of  different  subslMuices  is  utilized  for  making 
prismatic  combinations  for  producing  deviation  with  very  little 
dispersion  (Fig.  510),  or  dispersion  without  deviation  of  the 
spectrum  as  a  whole  (Fig.  520).  These  two  tjrpes  are  respec- 
tively called  achromoHc  and  direct-virion  prisms. 
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677.  Lenses  are  transparent  bodies,  generally  with  spherical 
surfaces,  which  form  images  by  changing  the  divergence  of  light 
waves.  The  ordinary  types  of  single  lenses  are  shown  in  Fig. 
521.  The  first  three  forms,  known  as  double-convex,  piano* 
convex,  and  concavo-convex,  are  thicker  cU  the  center  than  at  the 
edges.  If  surrounded  by  a  less  refractive  medium,  the  central 
portion  of  the  incident  wave  is  more  retarded  than  the  edges  by 
these  lenses,  and  the  curvature  of  the  wave  is  diminished  or 
reversed  in  direction.    These  lenses  have,  therefore,  a  convergent 

effect.  They  are  called  convex 
or  converging  lenses.  In  the 
second  group,  embracing  the 
double-concave ,  piano-con- 
cave,  and  convexo-concave 
lenses,  the  .  edges  are  thicker 
than  the  center,  so  that  the 
outer  portions  of  an  incident  wave  are  more  retarded  than  the 
center.  The  curvature  of  the  wave  is  increased  and  the  lenses 
have  a  .divergent  effect.  Such  lenses  are  called  concave  or 
diverging  lenses.  If  the  two  types  of  lenses  are  placed  in  a 
more  refractive  medium  there  is  a  reversal  of  these  effects. 

678.  Equivalent  Air  Path  or  Reduced  Optical  'PaXh. — At  a  given 
instant  a  wave  front  is  in  a  given  position;  later  it  will  be  in  a  dif- 
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ferent  poaition,  and  may  have  its  orientation  and  curvature 
greatly  modified  by  reflection  or  refraction.  Tlie  one  condition 
that  must  always  be  fulfilled,  if  the  wave  is  to  preserve  its 
identity,  is  that  the  time  required  for  the  disturbance  to  travel 
from  a  point  in  the  original  wave  front  to  the  corresponding 
point  in  the  new  wave  front  is  the  same  for  all  parts  of  the  wave. 
For  example,  the  disturbance  traveling  from  8  by  the  path 
SPRQSx  (Fig.  622)  reaches  S^  at  the  same  time  as  the  disturb- 
ance leaving  8  at  the  same  instant  and  traveling  along  SAESi- 
The  latter  has  been  sufficiently  retarded  by  passing  through  a 
greater  thickness  of  glass  to  compensate  for  the  greater  dis- 
tance in  air  SPRQS^.  Similarly,  the  time  required  for  the 
wave  to  travel  from  P  to  Q  is  the  same  as  that  from  B  to 
D.  In  comparing  the  distances  traversed  in  equal  times  in 
different  media,  account  must  be  taken  of  the  velocity  of  light  in 
the  respective  media.  For  example,  in  Fig.  622,  PR + RQ  =  V^t ; 
BD  =  V^.  Therefore,  Pfl+Se=(F,/7^BD  =  nBi).  If  BD  is 
the  distance  actually  traversed  in  a  medium  of  refractive 
index  n,  the  equivaleni  air  path  or  reduced  ojOicai  path  ia 
tiBD. 

679.  Conjugate  Focal  Relations. — Consider  the  case  of  a  double- 
convex  lens  of  refractive  index  n  surrounded  by  air,  the  refractive 
index  of  which  may  be  taken  as  unity.  Let  the  radius  of  curva- 
ture of  the  first  surface  of  the  lens  be  r„  that  of  the  second  r,. 


Let  u  be  the  distance  of  the  source  from  the  lens.  PB  is  a 
section  of  the  incident  wave  front  of  radius  u,  and  QD  that  of 
the  emergent  wave  front,  of  radius  v. 

The^disturbance  actually  travels  radially  from  PtoR,  thence  to 
Q,  but  if  a  is  very  small,  the  path  in  air  may  be  assumed  to  be 
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equal  to  P'Q^  without  appreciable  error.    Placing  the  optical  path 
through  the  center  of  the  lens  equal  to  this  distance,  we  have 

or 

i4B+DB  =  (n-l)  {BC^CD) 

Substituting  reciprocal  radii  of  curvature  for  sagitts  ($658),  this 
becomes 


—  H — —  (n— 1)1  —  +  —  )"-r 


In  this  u,  V,  fi,  and  r,  are  considered  as  mere  lengths,  that  is, 
numerical  quantities  without  sign.  As  we  shall  later  treat  them 
as  algebraical  quantities  with  signs,  it  may  be  noted  that,  in  the 
above  case,  u  and  v  are  both  measured  in  the  direction  in  which 
the  light  proceeds.  It  should  also  be  noticed  that  the  refraction 
at  the  first  surface  makes  the  wave  less  divergent,  that  is,  it  tends 
to  converge  it  toward  the  opposite  side.  The  same  is  true  of  the 
second  surface.  Hence  both  surfaces  may  be  described  as  con- 
verging surfaces.  If  the  curvature  of  either  surface  were 
opposite  to  its  direction  in  the  double-convex  lens,  it  would 
be  a  diverging  surface. 

If  the  source  of  light  is  at  an  infinite  distance,  that  is,  if  the 
incident  waves  are  plane,  ti  =  oo  and  v »/.  Hence  /  is  the  dis- 
tance of  the  point  called  the  principal  focus,  to  which  the  lens 
converges  plane  waves. 

In  the  case  of  a  double  concave  lens,  of  thickness  CD  along 
the  axis  (Fig.  523),  if  the  incident  wave  front  is  PB  and  the 
emergent  wave  front  QF,  put  the  optical  path  BF  equal  to  the 
optical  path  PQ  (assumed  parallel  to  the  axis,  since  a  is  small) . 

AC-AB+n(CD)+DE+EF^n(AC+CD+DE) 
.\AB-EF^{n-l)  i-AC-DE) 

Substituting  radii  of  curvature  for  sagitts. 

The  above  formula  would  be  identical  with  that  for  the  double 
conrez  lens  if  the  signs  of  •,  r„  and  r,  were  roTersed.    Now 
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each  of  these  quantities,  in  the  case  of  the  double  concave  lens, 
is  actually  measured  in  the  opposite  to  the  direction  in  which 
it  is'measured  in  the  double  convex  lens.  Hence,  if  we  take  the 
latter  direction  as  positive  for  each,  and  so  treat  all  of  them 
(and  v)  as  algebraical  quantities,  the  two  f ormul®  will  become 
identical. 

From  Fig.  523  it  is  evident  that  incident  light  is  made  more 
divergent  by  the  lens.  In  fact  both  surfaces  are  diverging  sur- 
faces. The  significance  of  the  negative  sign  of  /  in  the  above 
formula  is  that  the  principal  focus  is  virtual,  its  distance  from  the 
lens  being  measured  in  a  direction  opposite  to  that  in  which  the 
light  actually  travels. 
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By  applying  the  same  method  to  the  other  types  of  spherical 
.lenses  it  will  be  found  that  the  general  solution  of  all  cases  is  the 
formula 


u     V  '\r^     rj    f 


provided  we  adopt  the  following  rule  regarding  signs: 

Consider  each  of  the  quantities,  u,  v,  fi,  r,,  /,  as  positive  when 

it  is  on  the  same  side  of  the  lens  as  in  the  typical  case  of  a  double 

convex  lens  forming  a  real  image — negative  when  on  the  opposite 

side. 

Negative  values  of  v  and/  indicate  that  the  light  diverges  from 

88 
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a  virtual  focus  after  passing  through  the  lens.    These  convenr 
tions  are  consistent  with  those  of  (§659)* 
The  following  cases  arise  when  /  is  positive : 
When  us  00,  v=/|  the  principal  focal  distance. 
When  u>  f,viB  positive  and  there  is  a  real  conjugate  focus. 
When  u  —f,  v  ==  oo .    The  transmitted  beam  is  parallel. 
When  u  <  /,  V  is  negative  and  greater  than  u  for  all  positive 
values  of  u,  and  there  is  a  virtual  conjugate  focus. 

680.  Axes  of  Lens. — ^The  line  passing  through  the  centers  of 
curvature  of  the  surfaces  of  a  lens  is  called  the  prindpal  axis. 
In  every  lens  there  is  a  point  on  the  principal  axis,  called  the 

optical  center ,  which  has  the 
property  that  no  ray  passing 
through  it  is  deviated  in  direc- 
tion, although  there  is  more 
or  less  displacement,  depend- 
ing on  the  thickness  of  the 
lens. 

The  existence  of  this  point 
may   be    shown  thus:    Let 
Fia.  624.  two  parallel  radii  of  curvature 

r J  and  r,  (Fig.  624}  be  drawn 
to  the  two  surfaces  of  a  lens.  Since  the  two  plane  elements  of 
the  lens  A  and  A'  are  parallel,  being  respectively  perpendicular 
to  two  parallel  lines,  the  refracted  ray  AA'  is  propagated  in  a 
medium  with  parallel  sides  and  emerges  parallel  to  its  original 
direction.     Since  the  triangles  ACCi  <^d  A'CC^  are  simflar. 


This  is  true  whatever  may  be  the  value  of  the  angle  a,  there- 
fore C  is  a  fixed  point,  the  optical  center  of  the  lens.  All  ray 
paths  which  pass  through  this  point  are  called  secondary  axes. 
In  the  case  of  a  thin  lens,  the  center  of  the  lens  and  the  optical 
center  may  usually  be  regarded  as  coincident. 

681*  Images  by  Lens. — ^The  image  of  A  (Fig.  525,  a,  b,  c)  must 
lie  on  the  secondary  axis  AA',  that  of  B  on  the  secondary  axis 
BB\  Rays  drawn  parallel  to  the  principal  axis  from  the  points  A 
and  B  pass  through  the  principal  focus  F  and  intersect  the  lines 
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AA'  and  BW  at  the  points  A'  and  ff ,  which  determine  the  posi- 
tion and  magnitude  of  the  image.  Since  the  point  A'  liee  above 
the  principal  axis  when  the  image  is  on  the  same  side  of  the  lens 
as  the  object,  and  below  it  when  the  image  is  on  the  other  ude 
of  the  lens,  it  is  evident  that  all  virtual  images  formed  by  a  single 
lens  are  erect,  all  real  images  inverted. 


Since  an  object  AB  and  its  image  A'B'  subtend  equal  angles 
from  the  center  of  the  lens  (the  an^e  included  between  the  sec- 
ondary axes  AA'  and  BB')  it  is  evident  that  their  relative  sises 
are  proportional  to  their  reBpective  distances  from  the  lens,  or 
AB_    tt 
A'B'~v 

682.  Spherical  Abeiration. — In  deriving  the  formula  for  the 
conjugate  focal  relations  of  lenses  it  has  been  tacitly  assumed  that 
the  emergent  wave  is  spherical. 
With  lenses  of  small  apertiu^ 
this  is  shown  by  experience  to 
be  practically  true;  but  when 
the  aperture  becomes  large 
there  is  noticeable  spherical 
aberration.  This  is  illustrated 
by  Fig.  626. 

While  the  central  part  of  the  ^'  "* 

wave  travels  from  B  to  C  the  edge  of  the  wave  will  travel  along 
LMiV  the  distance  LJtfWO  =  PQ  =  nBC>I,ifJV.  It  is  evident, 
therefore,  that  the  edge  of  the  emergent  wave  (represented 
by  the  dotted  curve)  will  pass  through  0  instead  of  ti,  and  will 
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have  a  greater  curvature  toward  the  axis  than  if  the  wave  were 
spherical,  with  j5|  as  a  center.  The  rays,  instead  of  converg- 
ing to  /S|,  as  shown  in  the  lower  half  of  Fig.  526,  will  cross  each 
other  as  shown  in  the  upper  half,  being  enveloped  by  a  caustic 
surface  instead  of  by  a  right  cone. 

683.  Correction  of  Spherical  Aberration. — If  the  rays  passing 
through  the  edge  of  a  lens  are  stopped  by  a  diaphragm  which 
permits  only  the  central  portion  of  the  incident  pencil  to  pass 
the  spherical  aberration  will  be  greatly  reduced.  It  is  also  pos- 
sible to  grind  surfaces  slightly  differing  from  a  spherical  form, 
80  that  for  a  given  pair  of  conjugate  focal  distances  the  emer- 
gent wave  is  truly  spherical.  Such  lenses  are  called  aplardatic. 
In  some  cases  when  the  conjugate  focal  distances  differ  greatly, 
spherical  aberration  may  be  reduced  by  making  the  two  surfaces 
of  the  lens  of  different  curvatures.     Consider,  for  example,  a 
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plano-convex  lens  of  great  aperture  (Figs.  527,  528}  first  with 
the  plane  then  with  the  convex  face  toward  a  source  so  distant 
that  the  incident  light  is  parallel  or  nearly  so.  If  we  consider 
the  deviation  of  the  ray  PQ  in  each  case,  it  is  evident,  on  re- 
calling the  condition  for  minimum  deviation  by  a  prism,  that  in 
the  second  case  the  angle  D  will  be  less  than  in  the  first,  because 
the  refracting  edge  of  the  lens  is  then  more  nearly  in  the  position 
with  respect  to  the  incident  and  emergent  rays  which  gives  mini- 
mum deviation,  and  consequently  the  nearest  approach  of  the 
ray  PQ  to  the  focus  S^. 

One  form  of  thick  lens  of  great  angular  aperture  commonly  used  as  part 
of  microBcopio  objectives  Ib  almost  entirely  free  from  spherical  aberration. 

Suppose  that  a  ray  of  light  which  starts  from  jS  in  a  transparent  sphere 
of  radius  R  is  refracted  at  0  along  a  line  that  intersects  C3  produced  in  S^, 
We  shall  show  that,  if  CS'^B/n,  then  C5|— nfi,  and  therefore  all  rays 
from  8  seem,  after  refraction,  to  come  from  one  point  Si. 
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Using  a  well-known  geometrical  principle  we  may  write 

CS     sin  r     CS^     sin  x 
i2      sin  a'     iS        sin  /9 

sin  r     1     sin  r 
* '  sin  a     n     sin  % 

.•.  a—t 
Since  the  angle  C  is  common  to  the  two  triangles  COSi,  COS 

Hence 


sin^ 


sm  r 


This  is  an  exact  relation,  no  matter  how  large  the 
angle  %  may  be,  so  that  an  object  in  the  lens  at  S 
would  have  a  virtual  image  at  S^  entirely  free 
from  aberration.  The  same  is  practically  true  if 
the  segment  of  the  sphere  below  S  is  removed 
and  the  object  placed  in  contact  with  the  sur- 
face. In  practice  this  lens  is  often  a  hemisphere, 
the  object  being  placed  at  such  a  distance  below 
the  plane  side  that  its  virtual  image  formed  by 
refraction  at  the  plane  surface  corresponds  in  posi- 
tion to  the  point  S,  There  is  some  aberration  in 
this  case  due  to  refraction  at  the  lower  surface.  In 
the  method  of  "  oil  immersion  "  the  object  is  placed 
at  8  and  the  space  between  it  and  the  hemi- 
spheral  lens  is  filled  in  with  an  oil  of  the  same 
refractive  index  as  the  lens. 

684.  Focal  Lines. — If  a  pencil  of  light  falls  obliquely  on  a  converging 
lens,  instead  of  a  point  image  two  real  focal  lines  will  be  formed,  like  those 
due  to  a  concave  mirror.  If  the  lens  is  divergent,  these  focal  lines  will  be 
virtual.    The  formation  of  these  lines  by  a  converging  surface  is  made  clear 

by  considering  the  effect  of  a  single 
refracting  surface  PQ,  imagining  it 
to  be  extended  to  iS,  so  that  SS^  is 
the  principal  axis  (Fig.  530).  The 
rays  transmitted  through  the 
actual  refracting  surface  PQ,  will, 
by  reason  of  spherical  aberration, 
pass  through  a  narrow  arc  through 
Fi  with  its  center  on  SSi,  This  is  the  primary  focal  line.  These  rays 
will  all  intersect  the  axis  SSi  between  jS^i  and  T.  The  normal  cross- 
section  of  this  pencil  is  a  narrow  lemniscate-shaped  region  at  P,,  the 
secondary  focal  line^  at  right  angles  to  the  primary  focal  line.  The  second 
refaroting  surface  of  the  lens  will  modify  but  not  change  the  gererml 
character  of  this  result 
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685.  Cylindrical  Lens. — ^The  effect  of  such  a  lena  ia  like  that  of  a  cylin- 
drical mirror.  A  point*  source  S  has  two  linear  imgesSf  as  shown  in  fig.  531, 
one  AB  parallel  and  the  other  A'B'  at  right  angles  to  the  axis  of  the  lena. 
The  image  AB  parallel  to  the  axis  is  at  a  distance  given  by  the  relation 


and  may  be  either  real  or  virtual;  the  other, 
A^B'  is  virtual  and  may  be  considered  aa 
due  to  each  longitudinal  strip  of  the  lena 
acting  as  a  prism  of  the  same  angle.  Any  lena 
with  different  curvatures  in  planes  at  right 
angles  to  each  other  will  give  similar  focal 
lines  or  astigmatic  images. 

686.  ComtiiiiAtions  of  Lenses. — ^If 

the  lenses  are  thin,  with  principal  focal 
lengths  fi  and  f^,  and  so  close  that  the  distance  between  them 
may  be  neglected, 

1.11        1 


+A-1.  _ 


If  w,  the  focal  distance  conjugate  to  u,  is  positive  with  respect 
to  the  first  lens,  it  is  negative  with  respect  to  the  second. 
Therefore, 

«        V       ft      ft      f 

This  expression  is  generally  true  for  either  converging  or  diverg- 
ing lenses  if  the  proper  signs  are  given  to  /,  and  /,. 
687.  Chromatic  Aberration. — Since 


/ 


(n-l){^^+^y(n-l)K 


it  is  evident  that  the  princi- 
pal focal  distances  are  differ- 
ent for  different  colors,  being 
less  for  violet  than  for  red 
(Fig.  532).  There  is  no  way 
to  remedy  this  defect  in  a  ^'«-  ^^• 

single  lens,  but  it  may  be  greatly  reduced  by  a  suitable  combi- 
nation of  lenses. 

688.  Achromatic  Combinations. — By  combining  two  or  more 
lenses  of  different  dispersive  powers,  two  or  more  given  colors 
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may  be  brought  to  the  same  fociis,  just  as  prisms  may  be  com- 
bined to  give  deviation  without  dispersion  (Fig.  533).  If  two 
lenses  are  used,  for  each  color 

if  the  lenses  are  in  contact.  * 

If  we  wish  to  combine  the 

two  colors  corresponding  to 

the  C  and  F  lines,  /  must  be  the  same  for  both. 

If  nj/  and  n(/  be  the  refractive  indiceB  of  the  first  lens,  np"  and  nc 
those  of  the  seoond, 
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therefore, 


Jc    JO 


The  values  of  Xi-l/r/-fl/r/  and  X,-l/r/'+l/r,"  may  be  arbitrarily 
ohosen  to  satisfy  this  rdation.  Since  ny>n(f  it  is  evident  that  K^  and  K^ 
must  be  of  opposite  sign,  so  that  either  /|  or  /,  must  be  negative  If  /, 
is  negative  and  greater  than  /^  /  is  positive  and  the  lens  is  convergent. 
If  /,  is  negative  and  less  than  /j  the  combination  is  divergent.  UsuaUy 
the  positive  lens  is  of  crown  glass,  the  nega-  ^ 
tive  of  flint,  and  they  are  shaped  to  fit  close 
together,  so  that  r^'^ri"  and  often  r/'—oo 
(Fig.  533). 

Ghromatio  aberration  may  also  be  reduced 
by  using  two  lenses  of  the  same  index  of 
refraction  at  a  certain  distance  d  from  each 
other.  To  take  a  specific  case,  if  the  seoond  lens  is  placed  at  a  distance  from 
the  first  equal  to  its  own  focal  length,  the  rays  of  different  colors  which 
diverge  from  each  other  at  the  first  lens  will  be  made  approximately  parallel 
by  the  second.  If  an  object  is  placed  at  the  prindpal  focal  point  F  (Fig.  584) 
of  the  combinalion,  a  virtual  image  at  infinity  will  be  formed,  and,  as  shown 
by  the  figure,  the  violet  and  the  red  images  will  subtend  approximately 
equal  angles  a  at  the  eye,  and  will,  therefore,  be  superimposed  on  the  retina. 


Fig.  684. 
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689.  Total  Reflection. — If  a  ray  of  light  travels  from  a  more  to 
a  less  refractive  medium,  the  angle  of  emergence  i  is  greater  than 
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the  angle  of  incidence  (which,  being  in  the  more  refractive 
medium,  may  still  be  called  r  for  consistency).  Since  sin  r  = 
(sin  t)/n,  and  since  t  has  a  maximum  limit  of  90  degrees,  r  has  a 
maximum  limit  k  such  that  sin  k  =  l/n.  No  pencil  incident  od 
the  boundary  at  a  greater  angle  than  k,  the  critical  angle,  can 
emerge.  It  will,  therefore,  be  totally  refiected  {CC,  Fig.  635). 
Since  sin  k  varies  inversely  as  the  index  of  refraction,  the  critical 
angle  is  different  for  different  colors.  Violet  will  first  be  subject 
to  total  reflection  as  r  increaseB,  and  finally  the  red. 


Fla  B3e.  Fi3.  030. 

A  parallel-sided  plate  cannot  be  used  to  show  total  reflection, 
since  any  pencil  entering  such  a  plate  must  emerge  at  the  same 
angle.  Objects  of  prismatic  form  are  best  adapted  for  the  purpose. 
The  effect  may  be  seen  by  looking  down  through  the  side  of  a  glasa 
containing  water  or  at  a  test-tube  sunk  in  water.  A  fish  can  see 
objects  throughout  the  space  above  the  water,  but  be  sees  them 
through  the  limited  cone  of  angle  2k  — 97^  (Fig.  636),  arranged 
around  a  circle,  with  tops  pointing  inward. 

Some  values  of  Jb  are  given  below: 

W«ter 48°  36'  Quarti 40"  22' 

Crown  kUm 43°  2*  Diamond 24*26' 

FUntglftaB.........3r'84' 

The  smaller  the  critical  angle  of  a  jewel  with  regular  facets, 
the  greater  the  proportion  of  light  totally  reflected  by  it.  This 
explains  the  great  brilliancy  of  the  diamond. 

The  index  of  refraction  of  a  liquid  or  of  a  small  portion  of  an 
opaque  object  may  be  determined  by  measuring  the  an^e 
of  total  reflection  from  its  surface  when  in  contact  with  a  more 
refractive  medium  and  using  the  relation  sin  i=n/n„  where 
n  is  the  index  of  the  less  and  n,  that  of  the  more  refractive 
medium. 
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690.  Ttanaition  Layar. — ^It  seems  quite  posBible  that  the  ohange  of  index 
of  refraction  at  the  boundary  is  not  abrupt,  but  that  there  is  a  transition 
layer  /  due  to  interpenetration  of  the  two  media,  or  occlusion  at  the  sur- 
face causing  a  gradual  change  in  the  index.  If  this  be  the  case,  total 
treflection  may  be  considered  as  altogether  due  to  refraction.  When  the 
angle  of  incidence  is  equal  to  or  greater  than  k  the  wave  front  in  the  transi- 
tion layer  will  swing  around  and  become  normal  to  the  surface  (Fig.  537) ; 
then  the  lower  edge  will  gain  on  the  upper  and  the  wave  will  swing  back 
into  the  first  medium.  If  we  consider  an  air  film  between  two  refracting 
media  the  two  transition  layers  may  encroach  on  each  other  (Fig.  638), 
in  which  case  the  lower  edge  of  the  wave  will  be  retarded,  and  a  part  of  it 
will  pass  into  the  third  medium.    It  might  be  expected,  therefore,  that  if 
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the  air  film  from  which  total  reflection  takes  place  is  very  thin  total  reflection 
will  cease.  This  has  been  found  to  be  the  case.  If  a  right-angled  total 
reflecting  prism  with  a  slightly  convex  hypothenuse  surface  is  pressed 
against  a  glass  plate^  total  reflection  takes  place  from  the  hypothenuse  of 
the  prism  when  the  angle  of  incidence  i  is  suflSdently  large,  but  some  light 
will  always  be  transmitted  through  the  region  surrounding  the  point  of 
contact  even  where  the  air  film  has  a  measurable  thickness.  It  is  found  that 
the  thickness  of  the  air  film  through  which  transmission  can  occur  (which 
may  be  considered  as  approximately  the  thickness  of  the  transition  layer) 
di£Fer8  mth  the  wave-length  and  with  the  angle  of  incidence>  and  may  reach 
several  thousandths  of  a  millimeter. 


wm  J 1  ljUj 
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691.  Mirage. — Examples  of  the  type  of  total  reflection  referred 
to  above  are  found  in  the  case  of  refraction  by  gases  of  varying 
density.  This  phenon^non  is  called  mirage.  The  air  above  a 
furnace  or  a  heated  surface  such  as  a  pavement  exposed  to  the 
sun's  rays  rapidly  increases  in  density  and  refractive  power 
in  going  upward.    If  the  line  of  vision  forms  a  small  angle  with 
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the  surfac6|  distant  objects  are  seen  apparently  reflected  from 
the  surface.  The  formation  of  one  type  of  mirage  is  shown  in  Fig. 
539.  The  object  AB  is  viewed  directly  through  the  pencils  OA^ 
OB,  while  an  inverted  image  A^B^  is  also  seen,  due  to  the  refraction 
of  the  pencils  OEA,  OFB,  by  the  heated  air  near  the  ground. 
This  is  one  of  several  types  of  atmospheric  mirage.  Other  types 
showing  distortion  or  displacement  of  ob j  ects  are  due  to  local  differ- 
ences of  temperature  in  the  atmosphere,  which  cause  changes  in 
density  and  refractive  power.  They  are  very  easily  seto  by 
viewing  objects  at  a  grazing  angle  across  heated  surfaces.  Similar 
effects  are  to  be  seen  by  looking  through  sheets  of  glass  with 
irregular  surfaces,  or  non-homogeneous  mixtures  of  liquids,  such 
as  water  with  an  excess  of  salt  crystals  at  the  bottom  of  the 
vessel,  or  with  alcohol  above  and  imperfectly  mixed  with  it. 

When  the  sun  is  near  the  horizon,  the  rays  reaching  the  eye 
traverse  strata  of  air  of  gradually  increasing  density,  which  cause 
them  to  bend  downward.  For  this  reason  the  sun  is  visible 
when  it  is  actually  below  the  horizon  a  distance  about  equal  to 
its  own  diameter. 

The  scintillation  of  stars  is  due  to  a  similar  cause.  Their 
apparent  direction  and  intensity  are  subject  to  rapid  fluctuationa 
as  masses  of  air  of  varying  density  drift  across  the  line  of  sight. 

If  sunlight  be  focused  on  a  small  hole  beyond  which  it  dlveifes  to  a 
soreen,  a  jet  of  ooal  gas,  hydrogen,  or  carbon  dioxide  will  east  a  elear  image 

on  the  screen.  The  diiferenoe  between 
the  refraotiYe  power  of  the  jet  and  that 
of  the  air  will  cause  an  alteration  in  the 
distribution  of  Ught  on  the  screen,  which 
will  make  the  projected  areas  lifter  or 
darker  than  the  surrounding  space. 
Fio.  540.  Ether  vapor  poured  from  a  beaker,  or 

ether  vapor  vortex  ring*,  may  thus  be 
made  visible.  If  a  Bunsen  burner  be  placed  in  the  cone  of  light  a  beau- 
tiful representation  of  the  flame  and  the  currents  of  heated  gases  will  be 
formed  on  the  screen. 

692.  The  Rainbow  is  a  bright  arc  showing  the  spectral  colors, 
due  to  the  sunlight  refracted  by  raindrops.  Sometimes  several 
bows  are  seen,  the  inner  or  primary  %ow  being  always  the 
brightest,  and  all  being  arcs  of  circles  mth  centers  on  the  prol<m- 
gation  of  the  line  passing  from  the  sun  through  the  observer. 
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The  primary  bow  is  violet  on  the  inside,  red  on  the  outside;  in 
the  secondary  bow  the  order  of  colors  is  reversed. 

If  parallel  rays  are  incident  on  the  upper  half  of  a  refracting 
sphere  they  will  be  in  part  refracted,  internally  reflected,  and 
transmitted  downward  as  shown  in  Fig.  541 .  Rays  will  also  enter 
the  lower  half,  and  there  will  be  multiple  reflection  within  the 
sphere,  but  for  the  present  we  shall  fix  our  attention  upon  the 
rays  which  reach  the  eye  at  0  after  one  internal  reflection.  As 
indicated  by  the  course  of  the  rays  incident  at  P,  P|,  and  P,, 
there  is  an  angle  of  minimum  deviation,  below  which  no  rays 
oncci  internally  reflected  pass.  All  the  rays  emerging  at  nearly 
this  angle  are  parallel  or  nearly  so,  and  therefore  their  intensity 
varies  little  with  the  distance  from  the  drop,  while  rays  emerg- 
ing in  other  directions  are  widely  divergent. 


OAso'*^' 
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As  n  varies  with  the  color,  the  minimum  deviations  are  differ- 
ent for  the  various  colors.  In  the  primary  bow  the  minimum 
deviation  of  the  red  is  137^  42';  of  the  violet,  139^  37'.  In  the 
secondary  bow  the  corresponding  angles  are  230^  34'  and  233^  56'. 

From  Fig.  541  it  appears  that  light  will  be  received  by  the 
observer  at  0  from  all  the  raindrops  lying  in  an  arc  subtending  an 
angle  180^ — D  with  the  axis  passing  from  the  sun  through  the 
observer's  eye.  In  the  primary  bow  this  angle  is  42^  18'  for  the 
red  and  40^  23'  for  the  violet,  so  that  the  bow  wiU  be  bordered  with 
violet  on  the  lower  side,  red  on  the  upper.  The  secondary  bow  is 
due  to  rays  incident  on  the  lower  half  of  the  drop,  twice  internally 
reflected,  and  then  transmitted  downward,  thus  inverting  the 
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order  of  the  colors  (Fig.  542).    The  angle  subtended  by  this 
bow  is  D— 180^,  or  5(f  34'  for  the  red,  53^  66'  for  the  violet. 

An  artifioial  rainbow  may  be  made  by  causing  a  beam  of  sunlight  to  fall 
on  a  spheriiKil  Yessel  filled  with  water,  through  an  opening  in  a  screen.  The 
interior  of  the  oirde  reflected  on  the  screen  is  illuminated  by  the  scattered 
light  which  has  been  once  reflected,  while  the  space  between  the  primary 
and  secondary  bow  is  quite  dark. 

INTERPERENCE. 
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693.    Examples  of  Interference. — ^Fresnel,  a  young  French  artil- 
lery officer,  about  1815,  produced  effects  similar  to  those  described 
.  in    §648  by  light   diverging 

"^^r"-^.^  ^^^^8       from  a  slit  S  and  reflected 

—  from   two    adjacent  mirrors 

MM  inclined  at  such  a  great 
angle  so  as  to  be  almost  in 
the  same  plane.  As  shown 
by  Fig.  543,  the  light  arriving 
at  any  point  P  where  the 
pencils  overlap  appears  to  come  from  the  two  virtual  sources  S^ 
and  <S,,  the  effect  of  which  is  precisely  the  same  as  that  of  the 
two  real  sources  in  Young's 
experiment.  (The  term  vir-  *,--r::" 
tual  source  applies  to  a  point 
from  which  the  waves  appear 
to  diverge  without  really  orig-  *i"" 
inating  at  that  point).  fio.  544. 

Another  method  of  obtaining  similar  interference  eiffects  is  by  means  of  a 
convex  lens  L  cut  along  a  diameter  in  two  halves  which  are  slightly  separated, 

giving  two  real  or  virtual  images  of 
the  source,  from  which  the  waves 
diverge  and  overlap.  This  is 
known  as  the  Billet  split  lens  (Fig. 
545). 

The  interference  effects  due  to 

Lloyd's  single  mirror  (Fig.  546), 

are  caused  by  waves  coming  respectively  from  the  real  source  S  and  the 

virtual  source  Si,    The  fringes  are  easily  obtained  by  reflecting  the  light 

from  a  narrow  slit  or  lamp  filament  at  grazing  incidence  from  a  mirror  of 
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black  glass,  in  order  that  the  effects  may  not  be  ocHnpUoated  by  reflection 
from  the  rear  saiface. 

Fresnel  also  produced  interference  effects  by  the  use  of  a  biprism  B 
equivalent  to  two  prisms  of  very  small  refracting  an^e  placed  base  to  base 
(Fig.  644).  Here,  again,  it  is  evident  that  the  transmitted  light  appears  to 
come  from  the  two  virtual  sources  S^  and  S^. 


„    X"" 
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691.  Newton's  Rings. — Robert  Boyle  described  the  brilliant 
colors  observed  in  soap  bubbles  and  other  thin  films,  an  effect 
which  appeared  to  depend  solely  on  the  thickness  of  the  films, 
not  on  their  nature.  Newton  investigated  this  phenomenon, 
which  he  tried,  with  poor  success,  to  explain  in  terms  of  the 
emission  theory.  In  order  to  secure  a  thin  film  of  air,  varying 
in  thickness  in  a  determinate  manner  from  point  to  point,  he 
pressed  a  convex  glass  lens  of  great  radius  of  curvature  against  a 
piece  of  plane  glass.  If  light  falls  normally  on  such  a  combina- 
tion, light  of  a  given  color  is  fotmd  to  be  reflected  in  a  greater 
proportion  than  the  other  colors  from  all  points  where  the  film 
has  a  given  thickness,  the  predominant  color  varying  with  the 
thickness.  As  the  loci  of  points  of  equal  thickness  form  circles 
about  the  region  of  contact,  colored  rings  are  observed  concentric 
with  this  point.  These  have  been  called  Newton's  rings,  or  the 
colore  of  thin  plates.  Colored  rings  are  likewise  observed  in  the 
transmitted  light.  These  are  not  so  brilliant,  however,  as  those 
due  to  the  reflected  light,  as  the  transmitted  colors  are  mixed 
with  a  large  proportion  of  tmmodified  white  light.  The  colors 
in  the  two  sets  of  rings  are  complementary — ^that  is  to  say,  the 
light  transmitted  through  a  given  point  is  white  deprived  of  the 
color  which  is  most  strongly  reflected  from  that  point.  If 
monochromatic  light  is  used  the  rings  are  alternately  dark  and 
of  the  color  used.  In  a  wedge-shaped  film  these  bands  are  par- 
allel to  the  edge  of  the  wedge;  in  a  film  of  imiform  thickness 
circular  bands  are  produced  imder  certain  conditions,  imiform 
color  effects  under  others.  These  colors  of  thin  plates  are  seen 
in  all  kinds  of  thin  transparent  films,  such  as  soap  bubbles,  films 
of  oil  on  water^  and  thin  sheets  of  mica. 
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696.  Explanation  of  Newton's  Rings. — ^Thomas  Young  showed 
that  the  colors  of  thin  films  can  be  very  simply  explained  aa  a 
result  of  the  interference  of  waves  reflected  from  the  two  surfaces 
of  the  film,  as  shown  below. 

It  has  been  found  impossible  to  produce  interference  effects 
between  two  pencils  from  separate  sources,  or  from  different 
points  of  the  same  source.  There  is  no  permanent  concordance 
in  phase  relations,  amplitude,  or  direction  of  vibration.  We 
need,  therefore,  consider  only  one  point  of  the  source  at  a  time. 

The  effects  of  adjacent  points  will  be 
simply  superimposed  on  those  of  the 
first,  without  mutual  interference. 

Let  LM  and  NO  (Fig.  647)  repre- 
sent two  opposite  elements  of  surface 
of  the  air  film  producing  Newton's 
rings,  slightly  inclined  to  each  other 
and  so  small  that  they  may  be  con- 
sidered plane.  A  narrow  pencil  from 
the  point  S  of  an  extended  source  is 
incident  at  A,  where  a  small  part  is 
reflected,  the  remainder  being  trans- 
mitted to  B,  where  it  is  again  subject 
to  reflection  and  refraction.  This 
process  is  repeated  at  C,  D,  £,  etc.,  but  the  components  become 
very  weak  after  a  few  reflections.  Owing  to  the  inclination 
between  the  surfaces,  the  reflected  pencils  are  not  parallel,  but 
intersect  in  the  neighborhood  of  P|,  while  the  transmitted  com- 
ponents appear  to  diverge  from  P,.  If  the  film  increased  in 
thickness  toward  the  right,  these  points  of  intersection  would  be 
respectively  on  the  opposite  side  of  the  film.  The  reflected  and 
transmitted  pencils  may  respectively  be  brought  together  again 
by  the  lenses  L^  and  L,,  at  the  points  <S|  and  iS,.  A  maximum 
or  a  minimum  of  intensity  may  be  produced  at  these  points, 
according  to  the  phase  differences  between  the  component  rays. 
The  eye  or  observing  telescope  must  be  focused  on  P^  or  P,  to 
get  the  most  distinct  effect.  If  the  film  is  very  thin  these  points 
practically  lie  at  its  surface.  If  either  the  thickness  of  the  film 
or  the  angle  between  its  surfaces  is  large  the  pencils  are  so 
distant  from  each  other  or  so.  divergent  that  they  cannot  all 
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enter  the  pupil  of  the  eye.    Under  such  conditions  the  bands 
become  indistinct  or  vanish. 

696.  Oenend  Expression  for  the  Difference  of  Path. — Let  n  be  the  index 
of  refraction  of  the  film,  ni,  that  of  the  surrounding  medium,  and  for  sim- 
plicity imagine  the  two  surfaces  to  be  parallel.  To  reach  the  wave  front  CP 
(Fig.  548)  the  light  reflected  from  A  travels  the  distance  AP  in  the  first 
medium  whfle  the  interfering  component  has  to  travel  the  distance  AB+BC 
in  the  film.  The  wave  would  travel  a  distance  niAP  in  air  while  traveling 
the  distance  AP  in  the  medium  of  index  of  refraction  ni  and  the  distance 

n(AB+BC)  in  the  air  while  traveling  the  «_. Sj 

distance  ilB+BCin  the  film  (§678).  Hence 
the  equivalent  difference  of  path  in  air,  or 
the  optical  difference  of  path  is 

d^niAB+BQ-mAP. 

But  AC  sm  »-ilP;ilCan  f -CQ;therefore 

hence 

d^nlAB+BC-CQ)  ^n(AB+BQ) 
"fiAR  cos  f  ">2n<  cos  r. 

Ifthefihnisoftfir,n-  l,d -2tcosi(ift 
is  the  angle  of  refraction  in  air) .  The  effects 
at  Si  and  8%  are  due  to  the  superposition  of  all  the  components  arising  from 
multiple  reflections  within  the  filml  Between  successive  pairs  there  is  the 
same  phase  difference. 

697.  Pbase  Changes  in  Reflection.— (See  §252.)  Evidently,  so  far  as 
geometrical  differences  of  path  are  concerned,  there  should  be  reenforce- 
ment  from  the  components  reflected  from  the  region  of  contact,  where  the 
thickness  of  the  film  is  so  small  compared  with  the  wave-length  of  light  that 
it  may  be  ignored.  As  a  matter  of  fact,  the  center  of  the  reflected  system 
of  fringes  is  black.  Young  inferred  by  analogy  that  at  the  boundaries  of 
different  media  light  waves  are  subject  to  changes  of  phase  similar  to  those 
observed  in  the  case  of  material  waves  §(252)  so  that  waves  incident  from 
air  on  a  more  refracting  medium  may  behave  like  waves  of  so\md  reflected 
from  a  medium  denser  than  air,  while  a  light  wave  traveling  in  the  opposite 
direction  will  behave  like  sound  waves  emerging  from  the  free  end  of  an 
organ  pipe.  The  waves  reflected  from  the  upper  surface  of  the  air  film  pass 
from  a  more  to  a  less  refractive  medium;  at  the  lower  surface  the  contrary 
is  the  case.  If  t  is  small  compared  with  the  wave-length,  there  should  be 
a  difference  of  half  a  period  introduced  in  the  act  of  reflection,  which  will 
cause  destructive  interference.  The  transmitted  components  have  a  differ- 
ence of  phase  of  an  entire  period  caused  by  two  internal  reflections,  and 
therefore  will  be  concordant.  This  would  explain  the  black  spot  seen  in 
the  center  of  the  reflected  system  of  Newton's  rings.    It  is  also  observed 
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that  soap  filxnB  as  they  get  thinner  run  through  a  brilliant  aeries  of  colors 
when  viewed  by  reflected  light,  finally  becoming  black  just  before  they  break. 

If  the  lens  is  of  crown  glass,  the  plate  of  flint  glass,  and  if  the  interspace  is 
filled  with  a  liqidd  of  intermediate  index  of  refraction,  such  as  oil  of  cloves, 
the  central  spot  of  the  reflect^  system  will  be  bright,  that  of  the  transmitted 
system  dark.    This  confirms  Young's  theory. 

When  Newton's  rings  are  produced  by  an  air  film,  the  condition  for  * 
maximum  of  given  wave4ength  X  in  the  reflected  li^ht  is  (remembering 
that  a  loss  of  half  a  period  in  reflection  is  equivalent  to  a  path  difference  of 
X/2), 

nX+ JX  -  ^^^  X -2<  cos  i 

and  for  a  minimum, 

In  the  transmitted  light  the  maxima  are  given  by 

nX*2<cosi 
and  the  minima  by 

-g — X-2<cos» 

In  the  above  expressions  n  is  the  ordinal  number  of  the  rings  counted 
from  the  center. 

608.  Film  with  Parallel  Sides. — If  the  surfaces  of  a  thin'plate  are  perfectly 
plane  and  parallel  the  interfering  rays  are  parallel,  as  shown  in  Fig.  548, 
and  the  ^e  or  observing  telescope  must  be  focused  for  infinity  to  see  the 
bands  clearly.  Since  the  difference  of  path  between  the  components, 
2fU  cos  i,  varies  with  the  angle  of  incidence,  the  phase  relations  will  be  dif- 
ferent for  rays  reflected  from  different  parts  of  the  film,  but  will  be  the 
same  for  all  rays  reflected  from  the  film  at  the  same  angle.  The  light  from 
every  point  Si,  jSs.  etc.,  of  an  extended  source  will  be  brought  to  separate 
points,  Sit  St,  etc.,  on  the  retina,  so  that  there  will  be  no  overlapping  of 
effects.  The  bands  will  in  general  be  curved,  their  loci  being  given  by 
cos  i  "■  constant.  Such  bands  are  sometimes  known  as  Haidinger's  fringes, 
or  fringes  of  equal  inclination. 

699.  Interference  by  Thick  Plates. — It  is  usuaUy  impossible  to  get 
nterferenoe  effects  by  the  use  of  a  single  wedge-shaped  plate  tmless  the 
inclination  of  the  surfaces  is  very  slight,  because  the  interfering  pencils  will 
otherwise  be  too  divergent  to  enter  the  eye  simultaneously.  If  the  surfaces 
of  the  plate  are  perfectly  plane  and  paridlel  it  is  easy  to  obtain  interference 
effects  with  monochromatic  light  with  great  differences  of  path  between 
the  components.  The  limit  to  the  possible  differences  of  path  which  may 
exist  seems  to  be  due  to  the  lack  of  perfect  homogeneity  in  the  light  from 
available  sources,  or  to  the  probable  fact  that  radiating  centers  emit  detached 
wave  groups  corresponding  to  successive  stimuli,  these  groups  having 
different  relations  of  phase,  amplitude,  and  the  direction  of  vibration,  so  that 
waves  of  one  group  cannot  interfere  with  those  of  another.    Consequently 
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the  Tnaximnin  difPerenoo  of  path  whioh  can  exikt  oannot  ezoead  the  leogth 
ol  such  a  train  of  waves. 

700.  Stationaiy  Light  Waves.— Stationary  waves  (§253)  may  be  ex- 
pected if  plane  waves  of  light  are  reflected  normally  from  a  mirror,  but  as 
the  distance  between  the  nodal  planes  is  only  >l/2  and  light  waves  are  very 
short,  it  is  difficult  to  verify  their  existence.  Teener  did  so  by  a  very  ingeni- 
ous device.  A  glass  plate  AB  (Fig. 

649)  was  covered  with  a  very  thin         'IlZZIJLT'rJiZIIIJSLlirS^fn^Jl^^^^ 
photographically    sensitive    oollo-         jy~""""nll^^^^#^^'(] 
dion  film,  and  placed  film  down-    ^  fr--'^"^^^**()^^()        Q        1) "~  cT 
wKd  oyer  »  rilvered  nrirror  MN    "|iil||ll<     ij|||||||ini|||||     llliiil]   U^ 
with  a  very  slight  inclination  be  Piq.  549, 

tween  the  two  surfaces.      After 

exposing  the  plate  to  a  beam  of  light  incident  normally  on  the  mirror  it 
was  developed,  and  dark  bands  were  found  in  the  film,  running  parallel 
to  the  line  of  intersection  of  the  two  surfaces,  as  indicated  by  the  shading 
below  MN.  From  the  figure  it  is  clear  that  the  sensitive  surface  crossed 
the  nodal  and  anti-nodal  planes  in  such  a  manner  as  to  produce  this  effect. 
At  the  points  in  contact  with  the  mirror  no  effect  was  produced  in  the  film. 
This  proved  the  existence  of  a  nodal  plane  at  that  surface,  as  in  the  case 
of  the  analogous  sound  experiment.  This  is  the  basis  of  a  system  of  oolor 
photography  invented  by  lippmann. 
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701.  If  light  from  a  small  source  or  aperture  passes  by  the  edge 
of  an  obstacle  and  falls  on  a  screen  it  is  f otmd  that  the  illumina- 
tion gradually  fades  away  in  the  geometrical  shadow,  while  out- 
side the  shadow  a  series  of  colored  bands  appears.  If  a  card  or 
knife  blade  is  held  between  the  eye  and  a  distant  source  of  light 
it  will  be  found  that  the  red  light  is  most  deflected  into  the  shadow, 
the  violet  the  least,  so  that  a  short  spectrum  is  formed.  Such 
phenomena  are  examples  of  what  is  known  as  Diffraction.  They 
are,  in  fact,  interference  phenomena  between  wavelets  coming 
from  adjacent  points  of  the  same  wave  front. 

Let  us  find  the  effect  of  an  extended  plane  wave  front  AB  (Fig. 
550)  at  the  point  P.  In  accordance  with  Huyghens'  principle, 
the  resultant  effect  at  P  may  be  regarded  as  the  sum  of  the  effects 
separately  due  to  all  the  points  in  the  wave  front,  each  originating 
its  independent  set  of  wavelets.  Waves  of  different  lengths  must 
be  separately  considered  in  this  analysis.  If  OP^r,  describe 
about  P  as  a  center  spheres  of  radii  r+X/2,  r+X,  r+3X/2,  etc. 
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These  spheres  will  intersect  the  wave  front  in  circles,  bb  shown  in 
Fig.  651 ,  concentric  with  0,  the  pole  of  the  wave  with  respect  to  P. 
The  areas  between  successive  circles  are  called  half-period  tones. 


Fxo.  560. 

The  student  may  easily  find  by  calculation  that  these  areas  are 
approximately  equal.  It  is  evident  that  the  disturbances  origi- 
nating in  all  points  in  a  circle  about  0  will 
reach  P  at  the  same  time,  and  that  the 
average  phases  of  the  resultant  effects  at 
P  of  successive  zones  will  differ  by  half  a 
period.  Although  the  areas  of  the  zones 
are  practically  the  same,  the  amplitude 
produced  by  each  at  P  slowly  diminishes  as 
its  radius  increases,  on  account  of  increas- 
ing obliquity  and  distance  with  respect  to 
P.  The  total  amplitude  produced  by  the 
wave  at  P  is,  therefore,  the  algebraic  sum  of  a  series  of  terms 
slowly  diminishing  in  magnitude  and  alternating  in  sign  (direc- 
tion of  displacement).  If  ai,  a%,  as,  etc.,  are  the  amplitudes 
at  P  due  to  the  central  area  and  successive  zones,  and  A  the 
resultant  amplitude. 
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A  =o,  —  a^+a,  —  a, +0,—  ±o» 
=  io,  +  j(o,-2o,+aO+Ko,-2<i4+aO-±ia, 

Aa  the  succesaiTe  terms  differ  very  slightly  from  each  other  and 
diminish  in  accordance  with  a  regular  law,  the  quantities  in 
parentheses  and  On  may  each  be  placed  equal  to  zero.    Therefore, 

or  the  amplitude  at  P  due  to  the  whole  wave  ia  one-half  and  the 
intensity  one-fourth  that  due  to  the  central  element  if  it  alone 
were  effective.    If  the  whole  wave  except  the  central  element 


is  covered  the  illumination  at  P  will  be  actually  increased,  the 
amplitude  in  that  case  being  a^.  If  all  but  the  two  central  ele- 
ments are  covered  the  effect  at  P  is  A=a,  — a,— 0  nearly.  If 
three  elements  are  uncovered,  A  =at  — 0^+0^=0,  nearly.  These 
conclusions  are  easily  verified  by  experiment.  If  sm^  circular 
openings  of  different  sises  be  placed  in  a  pencil  of  light  diverging 
from  a  pinhole,  maxima  and  minima  will  be  found  in  the  centers 
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<d  the  blight  areas  projeot«d  on  a  Boreen  through  the  openings 
(Fig.  662) .  These  holes  decrease  regularly  in  aiae  from  1  to  9.  If 
the  screen  be  moved  (thus  changing  the  number  of  effective  half- 
period  elements  subtended  by  the  holes  at  the.screen)  maxima 
change  to  minima  and  vice  versa,  or  if  white  light  is  used  the 
bright  spot  at  the  center  changes  color.  The  central  spot  is  sur- 
rounded by  a  series  of  colored  bonds  of  similar  origin,  but  not 
BO  easily  explained  by  elementary  methods.  If  a  hole  is  smaller 
than  the  first  two  half-period  elements,  there  are  no  maxima  and 
minima  within  the  illuminated  area  on  the  screen,  as  there  can  be 
no  possible  dieordance  of  phase  in  the  wavelets  coming  through 
the  hole,  and  consequently  a  diffuse  circular  patch  of  light  is  cast 
on  the  screen,  which  increases  in  sice  as 
the  opening  is  made  smaller. 

If  a  sm^  disk  be  placed  in  the  path 
of  the  light,  BO  as  to  cover  a  few  half- 
period  elements  as  viewed  from  P — eay 
three — the  amplitude  at  P  will  be  A  = 
af~a,+a^—aj'"  =  iat.  A  bri^t  spot 
will  therefore  be  seen  at  the  center  of 
the  shadow,  nearly  as  intense  as  though 
Flo  us  *^®  ^^  '*'*  removed.     At  adjacent 

points  not  on  the  axis  there  will  be  dis- 
cordance of  phase  between  the  disturbances  coming  around  the 
edge  of  the  disk,  resulting  in  destructive  interference. 

It  !■  «U7  to  parfona  this  oxperimeat  by  mountiiig  a  perf«etl]r  eireolai 
diak  wTwal  millimeten  in  diuMter  on  »  pieea  of  ^us  plat«  and  pUtittf  it 
in  tha  pandl  of  ninli^tfram  a  smnlliMiihok  opening  . 

Mvanl  UMtaiB  amy.  Ilia  bri^t  apot  in  tha  eantar 
of  tha  ihadow  may  then  be  aaen  on  a  aereui  a  faw 
metan  b^rond  the  diak.    A  raproduetion  of  a  pho-  i 

tognph  of  thia  affaet  ia  diown  in  FSg.  653. 

TOS.  Wane  tfaiwi^  Lar|a  Openlnf. — Ilia  pointa 
•,  b,  e,  ato..  in  tha  wava  front  AB  (Fif.  5S4)  met  3 

aa  c«ntetB  of  diatuibanoe  and  propagata  wavdeta  ^^ 

to  tha  taogant  turfaea  A'B".    It  ia  evident  from  the 

ficnra  that  onl^  thoaa  wav^ts  between  the  linea  AA'  and  BB"  eoma|»ia  3 
a  eommon  wava  htmt.  Ooatide  <tf  tbeae  linea  the  wavdeta  eraaa  iiaih  olhc 
in  an  diraetiona  and  in  all  poaaiUe  iiliaiw  at  random,  ao  that  tlM  iwM^nct 
diatuifaanea  ia  avo  axe^  in  the  ImmaiKata  naighboitood  of  AA.'  ft^  Mt 
iA«n  diflnotkw  affaeta  are  prodnead. 
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708.  WavM  through  Small  Opening. — ^From  Fig.  555  it  is  dear  that  no 
opposition  of  phase  between  the  elementary  wavelets  from  a,  b,  e,  etc., 
can  arise  until  the  point  Pj  is  reached,  where  the  difference  between  APi 
and  BP|  is  half  a  wave-length,  and  even  then  the 
disturbancelB  from  the  extreme  points  A  and  B  alone 
are  in  opposite  phase.  Only  when  this  difference  of 
path  is  a  whole  wave-length  can  complete  destruc- 
tion arise.  In  this  case  we  see  that  the  disturb- 
ances from  two  halves  of  the  opening  reach  P|  with 
an  average  difference  of  path  of  half  a  wave-length, 
so  that  the  wavelets  nullify  each  other  pair  by  pair. 
If  the  opening  is  less  than  a  wave-length  in  width 
some  effect  is  produced  even  at  the  point  P,.  The 
effect  is  evidently  always  greatest  at  P,,  where  the 
wavelets  meet  very  nearly  in  the  same  phase,  and  least 
at  P,  where  there  is  the  greatest  diversity  of  phases.  ^^^  355 

7M.  Narrow  Slit. — ^If  two  straight  edges  are  opposed  so  as  tq 
form  a  narrow  slit  of  width  AB  (Fig.  546)  there  will  be  a  bright 
band  at  P^  if  only  the  two  central  half-period  elements  of  an 
incident  wave  are  exposed.  If  two  on  each  side  are  exposed  the 
effect  at  P9  is 

A  =  2a|  -*  2a,  (nearly  zero) 

If  three  half-period  elements  on  each  side  are  exposed 

il  =  2ai — 2a, + 2a,  (maximum) 

Thus  there  will  be  successive  maxima  and  minima  at  P,  as  the 

slit  is  widened.  If  the  slit  subtends  two 
or  any  even  number  of  half-period  ele- 
ments as  viewed  from  P^,  apoint  off  the 
axis  (T  being  its  pole),  they  will  neu- 
tralize each  other  in  pairs;  if  it  subtends 
an  odd  number  of  such  elements,  there 
will  be  destructive  interference  between 
pairs,  leaving  the  odd   one   effective, 

consequently  there  will  be  a  series  of  maxima  and  minima  on 

each  side  of  the  axis. 

706.  Width  of  the  Bands  Formed  by  a  Narrow  SUt— If  iiP,-BPi-A 
(Fig.  557)  we  may  consider  the  effects  at  P|  of  AO  and  OB  to  be  nearly 
the  same  numerically,  but  to  differ  in  average  phase  byhalf  a  wave-length. 
The  two  cancel  each  other.  At  P„  where  ilP,-BP,-|^  we  may  imagine 
the  slit  divided  into  three  nearly  equal  strips,  which  contribute  effects  at  P 
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AltMsftdnf  in  phue.  Two  oftnoel  woh  othsr,  leaving  tha  third  effwtiv*. 
If  D  li  tha  dlatuiea  of  tha  Mraen  from  tha  alit,  the  width  of  tha  oantosl 
iiikximum  b  2P^„  and  it  ean  esmly  ba  riiown  m  in  {US  that 

Hie  other  baoda  ue  of  bftlf  this  width,  or  D.X/AB.  Tha  width  of  kU  tha 
bttnda  ia,  therefore.  Inversely  pioportionel  to  the  width  of  the  ilit.    Tha 


oantnJ  m*»<i»nM  !■  white,  the  other  an  uurow  apeotre  Iiordered  by  violet 
on  the  ineide,  red  on  tha  outMde  (^oe  PfP,  for  violet  is  leaa  then  tha 
eorreaponding  distuioa  for  red.)  ITieea  eSaota  m&7  be  obeervad  by  eUowing 
light  from  «  narrow  aUt  to  pua  through  a  leoond  Adjustable  slit  end  fall 
on  a  aoreen,  or  more  eimpljr  by  looking  through  a  bbttow  elit  or  the  apaoa 
between  two  fingers  at  a  distant  light. 


Within  and  oloae  outnda  the  shadow  of  a  wire  or  needle  oa«t  by  a  linear 
Bouroe  rimilar  fringes  are  observed.  (Baa  Fig.  0A8,  showing  shadows  of 
needles  of  diffeteot  lisei.) 

TOt.  Resolving  Power. — If  the  light  from  a  narrow  slit  peasea  through 
another  slit  to  a  screen  the  central  maximum  mi^  be  regaidad  as  an  image 
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of  the  fint  alit  (oorxeflponding  to  a  pin-hole  image).  The  wider  the  eeoond 
alii  18  opened  (up  to  the  point  where  diffraction  effects  oeaae)  the  narrower 
and  sharper  this  image  will  be.  Similar  considerations  apply  to  light  from 
point  sources  through  circular  openings.  If  we  look  through  a  small  pin- 
hole at  a  distant  light  it  will  appear  much  larger  than  when  viewed  with 
the  naked  eye.  The  filament  of  a  lamp  appears  thicker  when  seen  through 
a  narrow  slit.  If  an  image  is  formed  by  a  lens  or  mirror  the  same  conditions 
hold  as  for  a  narrow  slit,  the  lens  or  mirror  preserving  the  uniformity  of 
phase  of  the  whole  wave  with  respect  to  the  focus  that  exists  for  a  narrow 
slit  with  respect  to  its  central  maximum.  Consider  the  image  of  a  narrow 
sourcCiSf  (Fig.  560).    At  Pi  and  Pt  on  each  side  of  Pt  there  will  be  a  minimum 


if  APs— BP|»X"-BPi— APi  in  which  case  the  disturbances  from  the  two 
halves  of  the  lens  reach  Pt  and  Pt  in  opposite  phases  and  cancel  each  other. 
The  width  of  the  image,  which  is  merely  a  diffraction  maximum,  is,  therefore, 
PiPt.  If  the  source  is  a  point,  the  central  maximum  will  be  of  the  shape  of 
the  opening,  but  differently  oriented,  because  any  particular  dimension  in 
the  source  will  be  inversely  proportional  to  the  same  dimension  in  the  open- 
ing, as  appears  from  the  relation  ($706). 

P,P.-2PiPi-2DX/AB 

Observation  shows  that  two  diffraction  maxima  cannot  be  clearly  sepa- 
rated if  th^  are  closer  than  the  distance  from  a  maximum  to  the  adjacent 
minimum.  If  the  image  of  8  for  example  lies  at  Pi  it  can  barely  be  seen 
as  separate  from  P«.  The  two  images  will  overlap  if  the  angle  subtended 
by  the  objects  at  the  lens  islessthan  ci-P«Pi/D-X/AB.  Thisis  caUed  ike 
angle  of  minimum  resoluUan. 

Such  conditions  apply  only  to  small  sources  or  objects.  If  the  source 
is  large  each  point  will  have  a  diffraction  maximum  at  the  focus.  These 
maxima  will  overlap  and  blot  out  diffraction  effects  except  at  the  boundaries 
of  the  image. 

Stars  are  practically  point  sources  of  light.  Their  images  when  formed  by 
a  telescope  with  a  small  objective  appear  much  larger  than  when  formed 
with  a  large  telescope,  the  diameters  of  the  central  maxima  being  inversely 
proportional  to  the  diameter  AB  of  the  lens.  The  image  of  a  double  star 
formed  by  a  small  telescope  may  be  one  large  blur,  while  that  formed  by  a 
laige  telescope  consists  of  two  diistinct  points  of  light.  The  ability  to  s^a- 
rate  the  images  of  two  smaU  adjacent  sourees  is  called  resolving  power,  and 
may  be  shown  to  be  directly  proportional  to  the  diameter  of  the  lens,  mirror, 
or  prism  forming  the  image — or  to  the  cross-section  of  the  effective  beam  of 
light,  if  it  does  not  cover  the  above. 
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If  wa  bad  Urgar  eyes  we  eould  aea  muoh  finer  detaik  Uimi  we  lunr  do. 
On  the  other  hand,  if  we  look  through  k  wmmO.  piD-hoIe  at  ■  diitant  light 
!t  will  appear  much  laiger  than  when  viewed  with  the  unaided  eye.  For 
a  aiinilar  reason  it  !■  physjoally  impoaeible  for  small  fnaeola  to  sea  detaila 
clearly.  To  them  an  inoandeaoent  lamp  fiJament  muat  appear  ae  it  doea  to 
m  when  we  look  at  It  through  a  very  small  pin-hole. 

707.  Diffraction  Grating. — If  there  are  a  number  of  narrow  and 
equidistant  parallel  openings  in  a  screen,  each  pair  of  openings 
will  produce  effects  similar  to  those  observed  in  Young's  double 
slit  experimeot.  If  a  lens  is  placed  in  front  of  such  a  diffraction 
grating,  as  it  is  called  ^ig.  560),  the  same  path  difference  will 


exist  between  any  pair  of  adjacent  parallel  rays.  If  a  =  AB  is  the 
distance  between  openings  and  if  the  angle  between  OP^  and  OP, 
is  9,  the  difference  of  path  between  corresponding  parts  of 
adjacent  slits  (e.^.  A  and  B)  is  AC=a  sin  $,  and  the  condition 
that  there  shall  be  a  maximum  at  Pi  for  the  wave  length  i  is 

If  light  of  one  wave-length  is  used,  there  is  a  series  of  maxima 
on  either  side  of  the  axis  in  positions  where  a  sin  6  equals  1, 
2,  3,  etc.,  wave-lengths. 

If  white  light  is  used,  corresponding  maxima  for  twodifferent 
colors  are  at  different  distances  from  the  axis.  The  central 
maximum  P,  is  white,  as  the  condition  for  reinforcement  at 
that  point  (n  =  0)  is  the  same  for  all  colors.  The  other  maxima 
are  drawn  out  into  spectra  on  each  side  of  the  axis,  as  0  varies 
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with  the  wave-length.  The  value  of  the  ordinal  number  n 
determines  the  order  of  the  spectrum. 

If  0  is  a  small  angle  the  distances  between  points  in  the 
spectra  are  nearly  proportional  to  the  differences  of  the  corre- 
sponding wave-lengths,  so  that  the  spectra  formed  by  gratings 
are  said  to  be  normal,  as  contrasted  to  those  due  to  prisms,  in 
which  there  is  no  simple  law  of  distribution.  All  gratings  give 
spectra  which  are  alike  in  their  distribution  of  colors,  although 
they  may  differ  in  length.  The  lengths  of  the  spectra  in- 
crease directly  as  the  order  of  the  spectrum,  so  that  those  beyond 
the  first  overlap,  and  they  also  rapidly  diminish  in  intensity. 

A  grating  such  as  has  been  considered  above  is  called  a 
transmiasion  grating  and  consists  of  lines  ruled  (several  thousand 
to  the  inch)  on  glass  by  a  diamond  point.  Reflection  gratings  are 
made  by  ruling  lines  on  a  polished  surface  of  speculum  metal; 
the  incident  light  is  reflected  by  the  polished  strips  between  the 
rulings.    Such  gratings  are  ruled  by  entirely  automatic  machines. 

The  effect  due  to  a  grating  is  precisely  the  same,  so  far  as 
position  of  maxima  is  concerned,  as  that  due  to  two  slits  with  the 
same  interval  between  them.  The  intensities  of  the  grating 
spectra,  however,  are  far  greater,  the  amplitude  of  vibration 
being  in  proportion  to  the  number  of  openings. 

The  resolving  power  of  a  grating  is  also  greater.  The  width  of  a  mazi- 
mum  in  the  interference  bands  given  by  two  slits  is  ($648)  w^Dk/a,  The 
width  of  the  maxima  given  by  a  grating  having  N  openings  is  w^DK/Nd, 
since  N  is  the  aperture  of  the  grating,  so  that  this  width  is  inversely  as 
the  breadth  of  the  grating  ({648).  Diffraction  gratings  are  generaUy  used 
for  measurements  of  wave-length. 

A  grating  with  crossed  lines  gives  a  beautiful  series  of  crossed  spectra. 
This  effect  may  be  observed  by  looking  through  a  handkerchief  or  umbrella 
top  at  a  distant  light.  Brilliant  diffraction  effects  are  also  obtained  by 
looking  at  a  source  through  a  cobweb  or  feather,  or  from  the  light  refleeted 
from  mother  of  pearl.  In  the  latter  case  the  effect  is  due  to  striationSy  as 
may  be  proved  by  transferring  the  effects  to  wax  by  pressure. 

OPTICAL  INSTRUMENTS  AND  MEASUREMENTS 

708.  The  Eye  is  an  essential  part  of  any  optical  combination. 
Like  a  photographic  camera,  it  is  a  closed  chamber  into  which 
light  can  enter  only  through  the  lens.    As  the  camera  lens  throws 
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an  image  on  a  sensitive  photographic  plate  which  excites  the 
silver  grains,  the  lens  of  the  eye  forms  a  picture  on  the  mat  of 
sensitive  nerve  endings  covering  the  retina.  The  amount  of  light 
entering  the  camera  is  regulated  by  an  ''iris  "  diaphragm  of  adjust- 
able sise;  similarly  the  amount  of  light  entering  the  eye  is  con- 
trolled by  the  size  of  the  pupil,  which  automatically  changes  in 
diameter  between  the  limits  of  about  2  and  6  mm.  The  parts 
of  the  eye  are  shown  in  Fig.  561.    S  is  the  sclerotic  membrane, 

the  outer  enclosure  of  the  eye.  C  is 
the  cornea,  a  strong  transparent  mem- 
brane. /  is  the  iris,  the  colored  part 
of  the  eye,  with  a  central  orifice,  the 
pupil,  which  admits  light  through  the 
crystalline  lens  L,  which  focuses 
images  on  the  retina  R.  The  nerve 
endings  covering  the  retina  run  to- 
gether like  the  strands  of  a  cable  into 
the  optic  nerve  0,  which  conveys 
stimuli  to  the  brain.  Muscles  at- 
tached to  the  periphery  of  the  lens  can  by  their  contraction 
or  relaxation  so  change  its  curvature  as  to  enable  it  to 
focus  either  distant  or  very  near  objects  on  the  retina.  This 
process  is  called  accommodation.  Two  objects  are  clearly  seen 
separately  when  the  angle  between  them  at  the  eye  is  a  little  less 
than  1/  or  the  distance  between  the  retinal  images  is  0.005  mm. 
Details  are,  therefore,  more  clearly  seen  as  an  object  is  brought 
nearer,  as  the  angle  subtended  by  it  and  the  size  of  the  retinal 
image  are  then  larger;  but  there  is  a  limit  to  the  power  of  accom- 
modation of  the  eye,  so  that  usually  no  object  nearer  than  about 
25  cm.  can  be  clearly  seen.  This  is  called  the  distance  of  most 
distinct  vision.  The  normal  adjustment  of  the  eye  when  at 
rest,  is  for  ''infinity,''  as  may  be  verified  by  suddenly  raising 
the  eyes  when  they  have  been  unemployed  and  looking  toward 
distant  objects.    They  will  be  in  focus. 

Between  the  cornea  and  the  crystalline  lens  is  the  aqueous 
humor.  A,  and  between  the  lens  and  the  retina  is  the  vitreous 
humor  V,  both  transparent  fluids  with  a  mean  index  of  refraction 
equal  to  1.336.  The  lens  is  built  up  of  transparent  homy  layers, 
increasing  in  density,  hardness,  and  refractive  power  toward  the 
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center.  The  index  of  refraction  of  the  outer  layer  is  1.406;  of  the 
nexty  1.429y  and  of  the  central  region  1.464.  The  average  index 
of  refraction  is  about  1.437.  This  increase  in  density  toward  the 
axis  serves  partly  to  correct  spherical  aberration,  which  is  also 
diminished  by  the  iris  diaphragm. 

Objeota  such  m  printed  letters  can  be  dearly  seen  through  a  pin-hole  in 
a  oardy  evsn  if  they  are  as  close  as  2  om.  to  the  eye.  This  has  been  at- 
tributed to  an  over-oorreotion  of  the  lens  for  spherical  aberration,  so  that 
a  narrow  pendl  passing  through  the  aaoB  of  the  lens  has  a  very  short  f  oeus. 
It  is  obvious  that  so  much  over-oorreotion  would  be  worse  than  no  oofree- 
tion  at  all.  As  a  matter  of  fact,  a  pin-hole  image  is  formed  on  the  retina, 
the  lens  merely  sharpening  the  effect.  The  fact  that  the  apparent  slie  of 
the  object  varies  as  the  oard  is  moved  back  and  forth,  the  object  remaining 
at  rest,  shows  that  the  image  is  due  mainly  to  the  pin-hole. 

709.  Vision. — ^The  retina  is  covered,  except  over  the  optic  nerve, 
by  a  large  number  of  very  small  fibrous  bodies,  ''rods''  and 
"cones/'  nerve  endings  which  are  in  some  way  stimulated  by 
light  waves.  Over  the  optic  nerve  is  the  ''blind  spot,"  so  called 
because  if  the  image  falls  on  this  part  of  the  retina  it  ceases  to 
be  visible.  By  closing  one  eye  and  looking  steadily  with  the 
other  at  one  of  two  small  objects  about  two  inches  apart,  a  distance 
may  be  found  at  which  the  other  object  will  disappear.  Excita- 
tion of  the  optic  nerve  lasts  about  one-tenth  of  a  second  after  the 
stimulus  ceases,  so  that  if  intermittent  stimuli  are  applied  at 
intervals  less  than  this'  a  steady  effect  is  produced.  This  is 
called  perristence  of  vision.  The  trail  of  the  lighted  end  of  a 
cigar  if  it  be  rapidly  moved  and  the  apparent  continuity  of  mov- 
ing pictures  depend  on  this  effect. 

Sometimes  the  normal  spheroidal  shape  of  the  lens  is  altered  so 
that  the  curvatures  are  not  the  same  in  different  planes.  Light 
from  a  point  will  then  pass  through  the  eye  as  an  astigmatic  pen- 
cil with  two  focal  lines  instead  of  a  point  image  (§686) .  Horizon- 
tal and  vertical  lines  at  the  same  distance  cannot  be  simulta- 
neously brought  into  focus.  Such  eyes  are  said  to  be  astigmatic. 
Other  defects  arise  from  change  of  curvature  or  from  loss  of  the 
power  of  accommodation.  If  eyes  are  short  sighted,  the  prin- 
cipal focus  falls  short  of  the  retina,  and  distant  objects  cannot 
be  clearly  seen.  If  they  are  long  sighted,  the  principfJ  focus  is  on 
or  near  the  retina,  and  images  of  near  objects  cannot  be  formed 
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on  the  retina.    For  the  first  defect  concave  spectacles  are  the 
remedy;  for  the  second  they  must  be  convex. 

In  iionnal  eyes  the  nerve  endings  on  which  fall  oorresponding  points  of 
the  two  retinal  images  lead  to  the  same  nerve  centers,  so  that  the  two 
pictures  are  exactly  superimposed  and  a  more  intense  effect  secured  than 
with  one  eye  alone.  If  one  eye-ball  be  fordbly  twisted  out  of  position 
double  images  will  be  seen.  A  further  advantage  given  by  two  eyes  is 
that  an  object  is  viewed  from  two  slightly  different  directions,  which 
gives  the  impression  of  relief.  This  principle  is  applied  to  the  stereoscope, 
in  which  two  photographs  taken  from  slightly  different  points  of  view 
are  viewed  by  each  eye  separately.  The  two  images  will  be  superimposed 
in  suoh  a  manner  that  the  object  appears  to  stand  out  in  space. 

With  two  eyes  it  is  also  easier  to  estimate  distances  than  with  one. 
There  is  an  angle  between  the  two  lines  of  sight  to  the  object,  which  the 
brain  unconsciously  estimates.  In  general  the  sises  of  objects  are  inferred 
from  their  angular  magnitudes  and  estimates  of  their  distance  based  on 
experience,  or  by  comparison  with  adjacent  objects,  suoh  as  trees  and 
houses,  the  sises  of  which  are  approximately  known.  Such  estimates  are 
influenced  by  the  clearness  with  which  details  are  seen.  In  places  where 
the  atmosphere  is  unusually  dear,  as  in  Arisona,  this  leads  to  the  under- 
estimation of  distance.  CSonversely,  objects  seen  in  a  fog  appear  to  be  more 
distant  than  they  are,  owing  to  the  indistinctness  of  their  details.  The  angle 
subtended  by  them,  however,  corresponds  to  the  actual  distance,  hence 
they  loom  larger  than  they  are. 

710.  Irradiation.— This  is  the  apparent  increase  in  sise  of  objects  as  they 
become  brighter.  The  crescent  of  the  new  moon,  for  example,  looks 
larger  than  the  remainder  of  the  disk,  the  "old  moon,"  which  is  illuminated 
by  the  earth  alone.  The  filament  of  an  incandescent  lamp  appears  to 
increase  in  sise  as  it  passes  from  ordinary  temperatures  through  red  and 
white  heat.  This  effect  was  long  supposed  to  be  due  to  the  spreading  of 
the  retinal  image  on  account  of  stimulation  of  nerves  outside  of  its  boundaries, 
in  much  the  same  way  that  an  overexposed  photographic  image  is  affected. 
It  is  now  believed  by  some  that  the  effect  is  due  merely  to  spherical  aber- 
ration of  the  eye,  which  becomes  more  noticeable  as  the  intensity  of  the 
source  increases. 

711.  The  Simple  Microscope  or  magnifying  glass  is  a  single 
convex  lens  through  which  objects  at  or  within  the  principal 
focus  of  the  lens  are  viewed.  As^hown  in  Fig.  562,  an  enlarged 
virtual  image  A'W  is  formed  subtending  at  the  lens  the  same 
angle  a  as  the  object  AB.  The  linear  size  of  this  image  is  deter- 
mined from  the  relation 

/«(v/u)0 
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As  the  normal  adjustment  of  the  eye  is  for  infinity,  the  object 
is  usually  at  or  very  Hear  the  principal  focus.  In  no  case  can 
the  image  be  clearly  seen  when  nearer  than  the  limit  of  distinct 
vision.  The  actual  linear  magnitude  of  the  image  counts  for 
little;  the  size  of  the  retinal  image  depends  on  the  angle  sub- 
tended at  the  eye,  and  if  the  latter  is  very  near  the  lens  this 
angle  is  substantially  that  subtended  from  the  lens.  The  lens 
simply  increases  the  power  of  accommodation  of  the  eye,  so  that 
the  object  may  be  brought  nearer  and  thus  subtend  a  greater 
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angle.  With  the  unaided  eye,  the  greatest  detail  is  observed 
at  the  distance  of  most  distinct  vision  (25  cm.)  where  it  sub- 
tends the  angle  /?  (Fig.  552.)  With  the  lens,. the  object  is  brought 
nearer,  approximately  to  the  principal  focus,  and  the  angle 
subtended  by  it  increases  from  fi  to  a.  The  magnification 
M  of  the  retinal  image  is,  therefore,  a/fi.  If  /  is  the  focal 
length  of  the  lens,  d  the  limit  of  distinct  vision, 

AB=2(l.tan  /J/2-2/ tan  a/2 

Therefore,  if  these  angles  are  small 

M  =  a/i9=d// 

712.  Power  of  Lenses. — ^The  magnifjdng  power  of  a  lens  is, 
as  shown  above,  inversely  proportional  to  the  principal  focal 
length,  hence  1//  is  a  measure  of  its  power.  The  practical  unit 
of  lens  power  is  that  of  a  lens  with  a  focal  length  of  one  meter. 
This  unit  is  called  a  diopter  or  dioptric.  The  power  of  converg- 
ing lenses  is  considered  positive,  that  of  diverging  lenses  negative. 
The  relation  deduced  in  §686  shows  that  the  power  of  a  number 
of  lenses  in  contact  is  the  algebraic  sum  of  their  individual 
powers. 
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713.  Eye-pieces. — ^The  part  next  the  eye  of  an  optical  train  of 
lenBes,  such  as  those  of  telescopes  and  Compound  microscopes, 
usuaUy  consists  of  some  form  of  simple  microscope  known  as 
an  eye-piece.  With  a  sin^e  lens,  much  of  the  light  from  the 
real  image  formed  by  the  objective  0,  which  is  usually  viewed 

through  the  eye-piece,  would  be 
lost.  In  order  to  avoid  this,  light 
is  gathered  in  toward  the  axis  by  a 
second  lens,  called  the  field  lens  F 
(Fig.  663).  Nearly  aU  the  light 
would  pass  by  the  edge  of  the  eye 
lens  E  ii  F  were  absent.  It  may 
be  shown  that  a  combination  of  two  lenses  of  the  same  kind  of 
glass  is  nearly  achromatic  if  they  are  placed  at  a  distance  from 
each  other  d=  (/i  +/a)/2.  This  property  is  utilized  in  most  eye- 
pieces which  consist  of  a  field  lens  and  eye  lens. 

In  Huyghens'  eye-pieoe  /i-3/,  (Fig.  568).  Henoe  cI-2/,  and  if  the 
image  due  to  the  objective  and  the  fiist  lens  is  fonned  half  way  between 
the  lenaes  the  emergent  light  will  be  paraUel  and  a  virtual  image  formed 
at  infinity.  If  a  croae  thread  is  used,  it  must  be  placed  at  AB,  The  lenses 
are  convex  toward  the  incident  light  and  of  such  curvature  as  to  reduce 
the  spherical  aberration  to  the  minimum. 

In  the  Ramsden  eye-piece  (Fig.  564)  /|  ^f^.  If  the  lenses  are  placed 
apart  at  the  distance  (/i+/t)/2  dust  particles  on  the  field  lens  would  be 
visible  through  the  second.  In 
order  to  avoid  this,  the  lenses  are 
usually  placed  at  a  distance  of 
2//3.  The  principal  focal  point 
of  the  combination  is  at  a  distance 
//4  in  front  of  the  first  lens.  The 
object,  or  the  real  image  due  to  the 
objective,  is  at  this  point,  and  the 
final  virtual  image  is  at  infinity.  The  chromatic  aberration  is  small,  and 
the  spherical  aberration  is  reduced  by  using  plano-convex  lenses  with  con- 
vex surfaces  facing  each  other. 

In  all  these  eye-pieces  the  emergent  red  and  violet  rays  are  nearly  parallel, 
hence  the  virtual  images  formed  by  the  different  colors  subtend  very 
nearly  the  same  angle  at  the  eye,  and  are,  therefore,  of  the  same  siie,  but 
not  quite  equally  sharply  focused  on  the  retina. 

714.  Compound  Microscope. — ^In  order  to  extend  the  limit  of 
mag;nification  beyond  the  point  obtainable  with  a  simple  micro- 
scope, a  combination  of  lenses  is  used.    An  enlarged  real  image 
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A'W  (Fig.  &5£)  is  formed  by  an  object  lens  or  train  of  lenees,  and 
this  image  is  further  enlarged  by  an  eye-piece,  such  as  that  of 
Huyghens,  used  as  a  simple  microscope,  which  gives  a  virtual 
image  A"B".  The  front  lens  of  the  objective  train  is  usually 
of  the  hemispherical  form  described  in  {683,  which  has  a  great 
angular  aperture,  with  very  little  spherical  aberration.  There 
are  in  addition  a  number  of  other  lenses  of  differoit  shapes  and 
kinds  of  glass,  so  combined  as  to  reduce  spherical  and  chromatic 
aberration  to  a  minimum  and  to  give  a  plane  focal  surface.  A 
typical  combination  is  shown  in  Fig.  566. 


The  magnifying  power  of  the  objective,  of  focal  length  /,,  is 

That  of  the  eye-piece  is,  as  shown  in  (711, 

where  d  is  the  minimum  distance  of  distinct  vision.    The  magni- 
fication due  to  the  combination  is 

M  =  MiMt=I,IO=Ldlftft  approximately 
where  L  is  the  distance  between  the  objective  and  the  eye-piece. 

He  miniiTiitm  diatctnoe  between  two  amall  objeota  A  and  £  seen  through 
a  mioroscope  which  will  pennit  of  dear  Beparation  of  their  diffraction 
imagea  ia  obtained  by  a  ilight  modification  of  the  expreeaion  found  for  the 
mjninni"'  angle  of  reaolution,  a~\/AB  [{706}.  The  minimum  value  wbjoh 
d  can  have  ia  thus  found  to  be  X/2,  when  the  object  is  at  the  surface  of 
the  lena.  Since  this  distance  is  proportional  to  the  wave-length,  details 
which  may  be  clearly  seen  when  the  objeot  is  illuminated  by  blue  light  will 
be  indistinct  when  red  light  is  u«ed. 
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716.  Astronomical  Telescope. — The  object  glass  of  a  telescope 
forms  a  real  and  of  course  greatly  reduced  image  A'V  of  a  dis- 
tant object  (Fig.  567).  The  object  and  its  image  subtend  the 
same  angle  a  at  the  objective^  and  the  object  subtends  practic- 
ally the  same  angle  a  if  viewed  directly  by  the  eye.  If,  however, 
the  eye  views  the  image  formed  by  the  objective  at  the  distance 
of  most  distinct  vision,  (from  the  point  £),  this  image  will 
subtend  an  angle  /?  which  is  larger  than  a,  and  the  apparent 
magnification  is  M^^^ja.     When  this  image  is  viewed  through 


ff/r^— *f 


an  eye-piece,  (the  eye  now  being  at  J?,),  there  is  further  magnifi- 
cation, the  image  subtending  the  larger  angle  y.  The  magnifi- 
cation due  to  the  combination  is 


The  limiting  angle  of  resolution  between  two  linear  sources  is  proportional 
to  \/A,  where  A  is  the  diameter  of  the  objective  ($706). 

For  astronomical  purposes  there  is  no  disadvantage  arising 
from  the  fact  that  an  inverted  image  is  formed  by  a  telescope, 
but  when  the  instrument  is  to  be  used  for  terrestrial  purposes 
it  is  necessary  to  add  an  additional  lens  or  pair  of  lenses  to 
reinvert  the  real  image  formed  by  the  objective.  This  adds 
inconveniently  to  the  length  of  the  tube.  If  the  image  is  inverted 
by  reflection  from  a  combination  of  prisms  the  length  may  be 
diminished,  but  for  most  purposes  where  only  small  magnifica- 
tion is  required  the  form  of  telescope  devised  by  Galileo  is  most 
convenient. 

716.  Dutch  or  Galilean  Telescope. — This  type  is  used  for 
opera  glasses  and  for  marine  glasses.     As  shown  in  Fig.  568  an 
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erect  yirtual  image  is  formed,  the  magnification  being  M^fjf^ 
(§715).  The  tube  has  a  length  approximately  equal  to  the 
difference  between  the  focal  lengths  of  the  objective  and  the 
eye-piece,  while  in  the  ordinary  telescope  the  length  is  the  sum 
of  these  distances. 


Fio.  568. 


717.  Reflecting  Telescope. — The  objective  lens  may  be  re- 
placed by  a  large  concave  mirror.  In  this  way  chromatic 
aberration  may  be  entirely  avoided,  but  spherical  aberration  is 
more  troublesome  than  with  refractors.  As  the  real  image  is 
formed  along  the  axis  of  the  mirror  and  in  the  path  of  the  incident 
light,  special  devices  are  necessary  in  order  to  view  it.  In  the 
Newtonian  telescope  the  image  is  reflected  to  one  side  by  a  small 
right-angled  prism  which  cuts  off  very  little  light,  and  is  viewed 
by  an  eye-piece  in  the  side  of  the  tube.  Herschel  tipped  the 
mirror  slightly  so  that  the  image  was  formed  at  the  edge  of  the 
open  end  of  the  tube,  at  which  point  the  eye-piece  was  fixed.  In 
other  forms  a  small  mirror  in  the  axis  reflects  the  image  back 
into  an  eye-piece  set  in  the  center  of  the  objective  itself,  so  that  it 
can  be  viewed  from  behind. 

718.  Photographic  Camera. — ^This  is  a  form  of  camera  obscura 
in  which  the  image  formed  by  a  lens  falls  on  a  sensitive  photo- 
graphic plate.  The  requirements  demanded  for  the  lens  are  exact- 
ing and  in  some  cases  contradictory  to  each  other.  It  must  give 
images  free  from  spherical  and  chromatic  aberration,  and  in  many 
cases  have  great  light  power  and  a  large  field  of  view.  The  focal 
surface  must  be  plane,  and  the  magnification  must  be  the  same 
in  all  parts  of  this  plane,  so  that  no  distortion  is  produced.  The 
depth  of  focus  must  be  great,  that  is,  objects  at  different  dis- 
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tances  must  have  images  approximately  in  focus  at  the  same  time 
on  the  plate.  As  the  film  is  most  sensitive  for  the  shortest 
waves,  the  lenses  must  be  corrected  for  the  violet  and  the  yellow, 
instead  of  blue  and  red.  A  diaphragm  with  a  small  opening  is 
used  in  front  of  the  lens,  if  it  is  a  single  achromatic  combination, 
such  as  is  used  for  landscape  work.  This  reduces  spherical  aberra- 
tion and  at  the  same  time  gives  a  greater  depth  of  focus  (ap> 
proximating  to  the  principle  of  the  pin-hole  camera,  in  which 
the  focus  is  nearly  independent  of  the  distance).     A  diaphragm 


with  a  single  lens  results  in  a  distorted  image,  however,  as  shown 
in  Fig.  669,  which  represents  the  distortion  of  the  image  of  a 
quadrilateral  network  with  the  diaphragm  in  front  of  the  lens, 
and  Fig.  670,  which  gives  the  effect  due  to  a  diaphragm  behind 
the  lens.  The  cause  is  readily  seen  to  be  due  to  the  difference 
in  deviation  of  pencils  passing  throu^  the  center  and  the  edge 
of  the  lens  respectively.  If  two  lenses  ara  used,  with  the  dia- 
phragm] at  the  optical  center  of  the  combination,  these  distor- 
tions correct  each  other. 


Fia.  B7I. 


A3  shovn  in  Fig.  S71,  the  perfect  aymmetry  of  the  inddent  and  the  traiw- 
mitted  Beeondsrjr  axea  AA',  BB',  CC,  etc.,  with  iwpeot  to  the  opening  0 
■hows  that  the  diatanoes  AB,  BC,  eto.,  in  the  objeot  are  in  the  nine  ratio 
hB  the  eorreaponding  dlBtances  A'B',  B'C,  ato.,  in  the  image,  so  that  there 
it  no  distortion,  and  it  A,B,CAnui  the  ume  plane,  A'B'C,  etc.,  must  be 
in  the  same  plane.    Such  lenses  are  called  rectUintar  or  orfAoicopie  dotiNsM. 

Hie  eiie  of  the  photographic  Image  of  a  diatuit  object  Is  nearly  proper- 
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tiozud  to  the  fooal  len^  of  the  lens.  It  is,  however,  inoonvement  to  give 
a  great  length  to  the  camera  box.  Thie  difficulty  is  avoided  by  the  use  of 
the  leleohjecHve,  in  which  a  concave  lens  L,  is  placed  behind  the  converging 
lens  L  (Fig.  672.)  The  divergent  effect  of  this  lens  gives  a  virtual  focal 
length  equal  to  PF,  while  the  camera  box  has  the  much  smaller  length  LP. 
A  greatly  enlarged  image  is  secured,  but  the  field  of  view  is  reduced. 


Fia.  572. 

719.  The  Projection  Lantern  is  used  to  throw  an  enlarged  image  A'B' 
of  more  or  less  transparent  objects  on  a  screen.  The  object  AB  (Fig. 
573)  is  also  iUuminated  by  a  condenser  (7,  consisting  of  two  thick  plano- 
convex lenses,  with  convex  sides  facing  each  other.  The  sources  are  usually 
the  electric  arc  or  the  calciimi  light.    The  focusing  lens  L  is  generally  of  the 


photographic  doublet  type,  in  order  that  an  undistorted  image  may  be 
formed  on  the  screen.  The  object  of  the  condenser  is  not  only  to  Illumi- 
nate the  object,  but  also  to  enlarge  the  field  beyond  the  limit  which  would 
otherwise  be  set  by  the  cross-section  of  the  focusing  lens. 

720.  The  Spectroscope  (Fig.  574)  is  an  instrument  for  analyz- 
ing complex  radiations  by  prismatic  dispersion  (§672)  or  by  the 
diffraction  grating.  In  order  to  secure  as  complete  separation  of 
the  colors  as  possible,  or  a  ''pure''  spectrum,  a  narrow  slit  must  be 
used  as  a  source,  so  that  the  colored  images  of  the  slit  will  overlap 
as  little  as  possible.  The  resolving  power  must  be  so  great  that 
the  diffraction  images  of  the  slit  or  ''lines''  do  not  overlap,  and 
this  requires  large  apertures  for  the  lenses  and  prism  or  grating 
(§707) .  The  larger  the  dispersion  the  more  complete  the  separa- 
tion of  the  images.  For  given  dispersion,  the  length  of  the  spec- 
trum is  proportional  to  the  focal  length  of  the  observing  telescope, 
but  this  merely  affects  the  scale  of  the  spectrum,  not  the  resolu- 
tion of  the  lines  or  the  clearness  of  detail. 


628  LIGHT 

The  plan  of  the  ordinary  form  of  spectroscope  is  shown  in  Fig. 
574.  The  essential  parts  are :  A  narrow  slit,  S;  a  collimating  lens 
C,  which  converts  the  wedge  of  light  from  the  slit  into  a  parallel 
beam;  a  prism  to  disperse  the  colors;  a  telescope  lens  T,  with 
which  real  images  of  the  slit  are  produced  at  the  focus  of  the 
eye-piece  E.  If  light  of  an  infinite  number  of  colors  is  emitted  by 
the  source,  the  infinite  number  of  partially  overlapping  images 
forms  a  continuous  spectrum;  if  only  a  finite  number  of  colors  are 
emitted,  there  will  be  a  finite  number  of  slit  images,  giving  a 
discontinuous  or  line  spectrum.  A  homocentric  pencil  (cone) 
incident  on  a  prism  remains  homocentric  after  transmission  at 
the  angle  of  minimum  deviation;  for  all  other  angles  of  trans- 
mission, it  becomes  astigmatic,  and  no  true  image  is  produced. 


Fio.    674. 

The  condition  of  homocentricity  cannot  be  fulfilled  for  all  colors 
simultaneously  except  when  the  incident  light  is  parallel,  in 
which  case  light  of  each  color  emerges  in  a  parallel  beam.  For 
this  reason  the  collimator  is  necessary.  This  lens  must  be  achro- 
matic. So  far  as  purity  of  spectrum  is  concerned,  it  is  evidently 
unnecessary  for  the  telescope  lens  to  be  achromatic,  but  it  is 
usually  corrected,  in  order  that  all  the  colors  may  be  at  once 
in  the  focus  of  the  eye-piece.  Positions  in  the  spectrum  may  be 
referred  to  the  image  of  a  scale  R  reflected  from  the  side  of  the 
prism. 

This  instrument  is  called  a  spectrograph  when  the  telescope  is 
replaced  by  a  camera  for  photographing  the '  spectrum,  and  a 
spectrometer  when  provided  with  a  graduated  circle  for  measuring 
the  angular  deviation  of  the  light.  The  direct-vision  spectroscope 
usually  made  in  small  sizes  for  pocket  use,  has  a  combination  of 


OPTICAL  INSTRUMENTS  AND  MEASUREMENTS 


629 


Fio.  575. 


crown  and  flint  prisms,  as  shown  in  Fig.  575.  The  mean  deviation 
is  zero,  but  there  is  some  residual  dispersion  which  gives  a 
short  spectrum  (§676). 

A  plane  diffraction  grating  may  replace  the 
prism  of  a  spectroscope,  or  spectrometer. 
With  the  latter  the  angular  deviations  of  the 
diffraction  maxima  may  be  measured  and  the 
wave-lengths  determined  by  the  relation  deduced  in  §707. 

721.  The  Concave  Grating  was  Rowland's  greatest  contribution  to  spec- 
troscopy. The  lines  are  ruled  at  equal  distances  on  the  surface  of  a  con- 
cave mirror  of  speculum  metal  which  focuses  as  well  as  diffracts  the  light 
If  JS  is  the  radius  of  curvature  of  the  mirror  (Fig.  576)  and  if  the  sHt  is 
at  any  point  on  the  circumference  of  a  circle  having  the  radius  as  its 
diameter,  it  is  foimd  that  the  spectra  of  all  orders  are  in  focus,  along  the 
circumference  of  this  same  circle,  so  that  no  lenses  are  necessary.  Usually 
the  grating  O  s  mounted  at  one  end  and  the  eye-piece,  or  camera,  E  at  the 
other  end  of  a  beam  B  equal  in  length  to  the  radius  of  the  grating.  This 
beam  has  a  swivel  truck  under  each  end,  which  travels  on  tracks  at  right 
angles  to  each  other,  with  the  slit  at  the  intersection  8,  The  distance 
SB  between  the  slit  and  tho  eye-piece  are  proportional  to  a  sin  O'^nX  and 
therefore  are  proportional  to  the  wave-lengths  of  the  part  of  the  spectrum 
in  the  field  of  view. 
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722.  Hichelson's  Interferometer. — The  surface  of  the  glass 
plate  Pj  (Fig.  577)  is  "half  silvered,"  that  is,  the  silver  film  is 
of  such  thickness  that  about  one-half  of  the  incident  light  is 
reflected.  Light  from  the  point  5  of  an  extended  source  falls 
on  this  surface  at  A  and  is  in  part  transmitted  to  the  mirror 
Afi,  in  part  reflected  to  the  mirror  ilf  3.  From  these  mirrors  it 
will  be  reflected,  retrace  its  course,  and  some  will  finally  reach 
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the  eye  at  E.  If  M^  and  M^  are  at  the  same  optical  distance 
from  S,  and  if  each  is  perpendicular  to  the  rays  that  fall  on  it 
the  light  will  appear  to  come  from  two  exactly  superimposed 
images  of  the  soiirce  and  there  will  be  no  interference.  The 
plate  P,  is  introduced  merely  to  give  the  ray  SAM^  the  same 
path  in  glass  as  the  ray  SAM^,  so  that  the  optical  and  the  geo- 
metrical paths  will  be  the  same.  Now  if  monochromatic  light 
of  wave-length  X  be  used  and  if  M^  be  displaced  a  distance  >l/4, 
the  waves  that  reach  the  eye  will  have  traversed  paths  that 
differ  by  Jl/2  and  will  destroy  one  another  in  the  center  of  the 
field  of  view.  A  further  displacement  of  >l/4  will  restore  the 
light.  Thus  by  slowly  displacing  M^  and  coimting  the  number 
of  times,  N,  that  the  light  reaches  a  maximum,  the  distance,  d, 
through  which  Af |  has  been  displaced  may  be  found  from  the 
relation 

d^NX/2. 

Michelson  has  by  this  instrument  measured  the  length  of  the 
standard  meter  of  Paris  in  terms  of  wave-lengths  of  several  of 
the  spectral  lines  of  cadmium,  with  an  accuracy  of  about  one 
part  in  ten  millions.  The  wave-lengths  of  such  lines  are  probably 
the  most  permanent  and  imchangeable  standards  of  length 
which  can  be  obtained.  The  interferometer  has  been  used  to 
make  numerous  other  measurements  of  great  accuracy.  For 
example,  the  thickness  of  the  thinnest  water  films  has  been  found 
by  means  of  it.  .If  a  film  of  thickness  d  be  introduced  in  the 
path  of  one  of  the  rays  the  change  of  optical  path  (§678)  will 
be  2(n—  I)cl.  This  distance  being  measured  by  the  interferome- 
ter and  n  being  known,  d  was  deduced. 

The  above  aooount  is  inoomplete,  since  it  was  confined  to  what  is  observed 
in  the  center  of  the  field  of  view,  the  mirrors  being  adjusted  so  that  the 
image  of  Mg  in  the  plate  P|  is  paraUel  to  M^.  In  this  case  the  whole  effect 
is  the  same  as  when  light  is  reflected  from  a  thin  film  with  parallel  sides 
(1696).  Around  a  central  point  there  are  circular  fringes  which  change  in 
diameter  as  If  i  is  moved.  If  M^  and  the  image  of  Mi  are  not  quite  parallel 
the  effects  will  be  similar  to  those  due  to  a  wedge-shaped  film  ({695).  The 
fringes  will  still  be  approximately  circular  but  not  concentric,  the  centers 
being  on  a  line  perpendicular  to  the  edge  of  the  wedge.  As  Af  i  moves 
the  fringes  will  sweep  past  any  point  in  tJie  field  of  view  and  it  is  this  suc- 
cession of  fringes  that  is  usually  counted  in  the  use  of  the  instrument. 
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Tkt  interferomftter  is  ftloo  uaed  to  nwuure  the  diffemics  of  wftv*-leDgth 
or  two  spMtral  lines  which  are  m>  close  together  that  thejr  oa&not  be  separated 
by  a  grating.  Light  from  suoh  a  composite  souroe  produces  two  sariee  of 
nearly  ooincident  fringes.  These,  as  if,  is  being  displaoed,  coincide  at 
equal  intervals  depending  on  the  difference  of  wave-length  and  then 
pToduoe  "la-rima  of  visibility.  The  red  lines  of  eadmium  are  apparently 
single  lines. 

78S.  LnmineT-Brodhnn  Photometer. — ^A  cube  C  is  made  of  two  right- 
angled  piiams,  as  shown  in  'fig.  678.    The  hypothenuse  surface  of  the  one 
prism  is  plane,  that  of  the  other  convex,  with  the  vertex  ground  flat.    These 
two  surfaces  are  in  close  contact.    The  sources  to  be  compared,  Si  and  St, 
are  mounted  on  on  optical  bench,  over  the  center  of  which  is  the  white  eoieen 
W  of  paper  or  gypsum.    The  diffuse  illumination  from  this  screen  is  re- 
flected from  the  miirois  if  i  and  JIf  ■  through  the  prism  faces  AS  and  CD, 
light  from  Si  and  Sj  is  transmitted  with- 
out loss  through  the  area  of  contact  of  "^ 
the  two  prisms,  and  ia  totally  lefleoted  ' 
from  the  air  film  between  those  parts  of 
the  hypothenuse  surfaces  which  are  not 
in  contact.    If  a  telescope  is  focused  on 
the  region  of  contact  through  the  side 
CD,  light  will  enter  it  from  Si  by  trans- 
mission and  from  St  by  reflection.    The 
field  will  be  uniformly  illuminated  if  the 
two  sides  of  the  screen  W  are  equally 
Qluminated;  otherwise  the  area  of  con- 
tact will  appear  brighter  or  darker  than 
the  surrounding  part  of  the  field. 

T24.  Standards   of    Luminosity. — For  ^.  '^ 

accurate   and    easily  reproducible  com-  Fio.  E78. 

parisons  of  photometric  measuroments 

constant  and  eamly  attainable  standards  are  necessary.  So  far  no  abso- 
lutely reliable  standard  source  has  been  foimd.  For  ordinary  purposes  the 
British  standard  candle  is  used.  These  are  mode  of  sperm,  weigh  six  to  the 
pound,  and  are  normally  supposed  to  bum  120  grains  per  hour.  In  actual 
practice  there  are  great  deviations  from  uniformity. 

Other  standards  in  use  are  the  Methven  screen  and  the  Hefner-Alteneck 
lamp.  The  former  ia  a  gas  flame  from  an  Aigand  burner,  the  light  from 
which  passes  through  a  rectangular  opening  of  definite  siie.  The  latt«r  is 
the  flame  of  a  lamp  burning  amyl  acetate.  In  both,  the  flame  should  be 
kept  at  a  definite  and  constant  height  The  tight  from  these  sources  is 
constant  within  a  few  per  cent. 

EMISSION  OF  RADIANT  ENERGY. 

736.  AjuI;^  of  RadiatiOQ. — ^The  methodB  by  irfaicb  radiation 

may  be  analyzed  by  the  diapenion  d  colors,  or  waves  of  different 


632  LIGHT 

length,  have  already  been  described  (§720).  The  radiation  from 
all  known  sources  is  complex — that  is  to  say,  it  contains  waves 
of  more  than  one  frequency  of  vibration.  The  principal  types 
of  emission  spectra  may  be  observed  side  by  side  if  the  image  of 
a  long  electric  arc  is  focused  on  a  slit  beyond  which  a  prism  and 
lens  are  placed  so  that  a  large  spectrum  is  thrown  on  the  screen. 
The  light  coming  from  the  positive  carbon  forms  a  brilliant 
continuous  spectrum  including  all  the  colors.  Next  to  it  is  the 
discontinuous  spectrum  of  the  arc  proper,  the  luminous  flame, 
which  contains  the  vapors  of  carbon,  various  compoimds  of 
carbon,  and  any  metals  that  may  be  present  as  impurities  in  the 
electrodes.  This  spectrum  consists  of  a  number  of  narrow  lines 
due  to  the  metals  present,  and  several  groups  of  bands,  each 
composed  of  a  large  number  of  fine  lines  so  spaced  as  to  produce 
the  effect  of  the  shading  of  fluted  columns  in  a  line  drawing — 
hence  they  are  often  referred  to  as  fluted  bands  (see  Fig.  582). 
These  appear  to  be  due  to  the  vapors  of  carbon  or  the  com- 
poimds of  carbon.  The  bands  are  especially  strong  in  the 
violet,  and  this  gives  the  arc  its  characteristic  violet  color.  The 
violet  bands  appear  to  be  mainly  due  to  cyanogen  or  some  other 
compoimd  of  carbon  with  nitrogen,  as  they  are  very  weak  if  the 
arc  is  deprived  of  nitrogen.  Next  to  this  is  the  spectrum  of  the 
negative  electrode,  which  is  at  a  much  lower  temperature  than 
the  positive,  in  which  there  is  very  little  blue  or  violet. 

As  illustrated  by  the  arc  spectrum,  there  are  two  general  types 
of  emission  spectra,  the  conHnuoua  and  discontimums,  and  the 
latter  in  turn  may  be  divided  into  line  and  band  spectra. 
§§731,  732. 

726.  Invisible  Radiations. — It  was  foimd  by  William  Herschel 
in  1800  that  if  a  sensitive  thermometer  is  placed  in  any  part  of 
the  spectrum  of  the  sun  it  will  show  a  rise  of  temperature,  this 
effect  increasing  in  going  from  violet  to  red.  It  does  not,  how- 
ever, cease  abruptly  at  the  boimdary  of  the  visible  spectrum, 
but  increases  to  some  distance  beyond  it,  and  then  gradually 
diminishes,  the  observed  limit  in  any  case  depending  on  the 
sensitiveness  of  the  thermometer.  Evidently  there  is  radiation 
which  is  less  refracted  than  the  red,  and  which  by  analogy  we 
may  conclude  has  waves  of  greater  length  than  those  of  red  light. 
It  was  shown  by  Herschel  tnat  this  "radiant  heat"  is  subject  to 
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the  same  laws  of  reflection  and  refraction  as  light,  but  their 
identity  was  not  generally  accepted  until  nearly  fifty  years  later, 
when  it  was  shown  that  the  invisible  radiation  is  capable  of  pro- 
ducing interference  effects,  and  that  it  is  likewise  capable  of 
dispersion  and  polarization.  As  the  ideas  in  regard  to  the  nature 
of  heat  crystallized  it  was  seen  that  heat  can  be  associated  only 
with  matter,  but  that  the  energy  of  this  heat  may  be  partly 
transformed  into  the  energy  of  ether  waves,  and  this,  if  absorbed 
by  matter,  will  again  appear  as  heat.  It  thus  becomes  clear  how 
invisible  radiations  from  a  hot  body  can  pass  through  an  ice  lens 
without  melting  it,  and  set  fire  to  a  piece  of  paper  at  the  focus. 
The  name  infra-red  is  applied  to  these  long-wave  radiations. 

The  existence  of  idtrn-violet  radiations  in  the  solar  spectnim, 
with  waves  shorter  than  those  of  violet,  is  shown  by  means 
of  the  chemical  effect  produced  on  chloride  of  silver.  Photo- 
graphic films  are  very  sensitive  to  the  ultra-violet  radiation, 
which  is  especially  active  in  its  chemical  effects.  It  also  excites 
strong  fluorescence  (§750)  in  many  substances.  If  a  strip  of 
paper  moistened  in  acidulated  sulphate  of  quinine  solution  is 
held  in  the  arc  spectrum  the  excited  fluorescent  light  shows  the 
existence  of  ultra-violet  radiation  in  the  spectra  of  both  the 
positive  carbon  and  the  arc  proper. 

The  non-visibility  of  the  infra-red  and  ultra-violet  radiations 
is  due  merely  to  the  limitations  of  the  eye.  The  eye  will 
"  resonate"  to  vibrations  between  certain  limits  of  frequency,  the 
photographic  film  or  fluorescent  screen  to  certain  others;  but  if 
the  receiving  surface  is  blackened  the  energy  of  waves  of  all 
frequencies  is  almost  completely  absorbed,  and  by  the  amount 
of  heat  developed  we  may  determine  the  amount  of  energy  in 
any  part  of  the  spectrum. 

727.  Mefliods  of  Detacting  Invisible  Radiation. — ^Photography  is  a  thor^ 
oughly  satisfactory  method  of  detecting  even  the  shortest  ultra-violet 
radiations  so  far  discovered.  This  method  cannot  be  used  however,  at 
the  opposite  end  of  the  spectrum,  as  it  seems  impossible  to  make  any 
photographic  film  which  is  sensitive  to  the  infra-red — ^it  is  difficult  to  'make 
one  which  will  even  reach  the  limit  of  the  visible  red  For  this  reason 
other  less  satisfactory  methods  must  be  employed,  which  are  usually  based 
on  the  heating  effects  produced.  For  one  of  the  earliest  instruments  for 
the  detection  of  infra-red  radiation,  the  thermopile,  as  well  as  other  more 
recent  modifications,  see  {{333,  482. 
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728.  Continuous  Spectra. — It  is  a  familiar  experience  that  as 
the  temperature  of  a  body  rises  it  first  reaches  a  dull  red  heat, 
then  yellow,  and  finally  a  dazzling  white.  Conversely,  if  the 
spectrum  of  the  positive  electrode  of  an  arc  light  is  thrown  on  a 
screen,  and  if  the  current  is  suddenly  cut  off,  it  will  be  observed 
that,  as  the  carbon  cools,  violet,  blue,  green,  and  yellow  disappear 
in  succession,  and  finally  the  red.  If  a  sensitive  thermopile  is 
placed  far  in  the  infra-red  it  will  be  found  that  sensible  radiation 
is  still  emitted  long  after  the  luminosity  has  disappeared. 
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Draper  (1847)  found  that  all  bodies  begin  to  glow  at  about  the 
same  temperature.  The  actual  temperature  in  any  case  depends 
somewhat  on  the  sensitiveness  of  the  eye,  but  is  not  far  from 
400^.  Drapers  law  is  approximately  true  for  all  colors  and 
temperatures — ^that  is  to  say,  all  solids  begin  to  radiate  red,  or 
yellow,  or  violet,  or  any  particular  ''heat  color"  in  the  infra-red 
at  the  same  temperature.    The  spectral  distribution  of  energy 
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may  be  shown  by  plotting  a  curve  with  wave  lengths  as  abscissn 
and  ordinates  proportional  to  the  galvanometer  deflections 
observed  as  the  thermopile  passes  through  the  spectliun. 
Fig.  679  shows  a  series  of  such  curves  for  temperatures  ranging 
from  836^  to  1377^  absolute,  the  source  consisting  of  a  strip 
of  blackened  metal  electrically  heated.  The  depressions  in  the 
curves  are  due  to  absorption  by  carbon  dioxide  and  water  vapor. 
The  general  character  is  the  same  for  all  solids,  but  differences  in 
the  ordinates  may  arise  from  differences  in  the  state  of  the  surface, 
whether  black,  or  rough,  or  polished,  etc.  Investigation  shows 
that  there  is  a  very  definite  relation  between  the  absolute 
temperature  of  the  source  if  it  is  black,  or  approximately  so,  and 
the  wave  length  corresponding  to  the  maximum  ordinate  of  the 
energy  curve,  such  that  i)m  7"==  Constant  (see  §729).  This  con- 
stant varies  slightly  from  2814  at  621.2^  to  2928  at  1646^,  with  a 
mean  value  of  2879.  The  unit  of  wave  length  is  the  micron,  /£, 
or  .001  mm. 

The  total  energy  emitted  by  an  incandescent  source  is  propor- 
tional to  the  area  included  between  the  energy  curve  and  the 
axis  of  X.    That  part  of  the  energy  which  produces  luminosity 
is  included  between  the  limits  of  the 
visible  spectrum.    The  luminous  effi- 
ciency is  proportional  to  the  ratio 
between  these  two  areas.     Fig.  680 
illustrates  the  relative  luminous  effi- 
ciencies of  the  positive  pole  of  an  arc 
light,  of  an  incandescent  light,  and  of 
a  piece  of  red  hot  carbon.    The  lumin- 
ous   energy    is  represented    by  the 
shaded  part  of  the  area  between  the 

curve  and  the  ^-axis.  Evidently  the  luminous  efficiency  rises 
very  rapidly  with  the  temperature,  so  that  a  small  increase  in 
the  current  through  an  incandescent  lamp  will  greatly  increase 
its  brightness,  and  conversely.  The  luminous  efficiency  of  the 
arc  is  about  10 per  cent.;  of  incandescent  lamps,  3  to  6  per  cent.; 
of  gas  and  candle  flames  2  or  3  per  cent.  Luminous  vapors, 
which  radiate  "  selectively,"  are  usually  more  efficient  than  solids. 

729.  Law  of  Radiation. — It  may  be  aasumed  that  ether  wavee  are  set  up 
by  agitation  of  the  electroDB,  or  ions  in  the  eaee  of  the  long  waves,  within  the 
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molecules  of  matter,  and  that  the  f  requendee  of  vibration  of  these  eleotrons 
or  ions  is  dependent  upon  the  kinetic  energy  of  the  molecules  ({262). 
In  solids  the  molecules  are  so  close  that  there  can  be  little  chance  for  the 
electrons  to  vibrate  without  constraint  with  their  natural  periods.  Owing 
to  frequent  collisions,  a  wide  range  of  velocities  and  vibration  frequencies 
must  exist.  The  forced  ether  vibrations  will  have  periods  corresponding 
to  those  of  the  electrons.  The  greater  part  of  the  radiant  energy  will  be 
due  to  the  large  number  of  molecules  which  have  velocities  in  the  neighbor- 
hood of  the  mean  velocity.  There  will  be  relatively  few  molecules  which 
will  have  extreme  velocities,  either  large  or  small,  and  therefore  the  longest 
and  shortest  ether  waves  will  have  relatively  a  small  amount  of  energy.  As 
the  temperature  rises  there  will  be  a  general  increase  of  kinetic  energy, 
many  molecules  moving  faster  but  none  slower  than  before,  so  that  both 
the  maximum  energy  and  the  maximum  rate  of  vibration  of  the  excited 
ether  waves  will  move  toward  the  violet  end  of  the  spectrum.  The  source 
will  rise  to  red  and  finally  to  white  heat.  It  is  thus  evident  that  a  spectral 
intensity  curve  must  be  a  sort  of  probability  curve  based  on  the  distribution 
of  velocities  of  the  molecules  with  its  ordinates  exaggerated  on  the  side  of 
the  violet,  as  illustrated  in  the  curves  of  Fig.  579. 

By  such  reasoning  Wien  theoretically  deduced  the  relation  ilmT*— con- 
stant, known  as  Wien's  law.  Later  Planck  established  a  general  relation 
between  the  intensity  of  radiation  corresponding  to  a  given  wave-length  A, 
and  the  absolute  temperature  of  the  soiurce,  as  follows: 
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where  e  is  the  base  of  the  natural  system  of  logarithms,  T  the  absolute 
temperature,  and  C  and  e  constants.  This  relation  holds  within  wide  limits 
for  bodies  which  are  black  or  approximately  so.  For  such  bodies  the  value 
of  c  - 1.4698,  C  -  3.7179  X 10-*.  The  law  XmT  -  constant  -  c/5  may  be  de- 
duced by  differentiating  the  above  expression  for  a  maximum  value  of  /i, 
and  Stefan's  law  by  integrating  the  intensity  over  the  whole  spectrum  (see 
{337). 

730.  Discontinuoiss  Spectra  were  noted  by  a  number  of  ob- 
servers during  the  first  half  of  the  nineteenth  century,  and  it  was 
at  least  dimly  realized  that  in  some  cases  the  appearance  of  the 
spectrum  is  characteristic  of  the  substances  emitting  the  radia- 
tion. There  are  two  types  of  discontinuous  spectra,  known 
respectively  as  line  and  band  spectra. 

In  1860  Kirchhoff  and  Bunsen  established  definitely  the  law  that 
all  gases  and  vapors  give  discontinuous  spectra,  and  that  these 
spectra  are  perfectly  characteristic  of  the  substance.  They  dis- 
covered rubidium  and  csBsium  by  the  application  of  this  principle. 
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which  has  been  fruitful  in  the  discovery  of  other  new  elements, 
notably  helium  and  the  rare  atmospheric  gases  in  recent  times. 

At  first  only  the  spectra  of  flames  were  studied,  but  later  it  was 
found  that  the  electric  spark  between  metallic  terminals  gives 
lines  due  both  to  the  electrodes  and  to  the  surrounding  atmos- 
phere, and  that  if  the  electric  discharge  passes  through  a  gas  in  a 
partially  exhausted  tube  (vacuum  tube)  the  liuninosity  is 
confined  to  the  gas,  and  the  metallic  lines  disappear.  Only  in 
exceptional  cases  is  it  possible  to  make  a  gas  luminous  except  by 
the  electric  discharge. 

It  would  seem  reasonable  to  imagine  that  an  electron  attached 
to  an  atom  has  its  own  definite  rate  or  rates  of  vibration,  just  as 
a  tuning  fork  has  one  definite  period  and  a  piano  wire  several. 
In  a  solid  or  liquid  constraints  and  collisions  may  produce  forced 
vibrations  covering  a  wide  range  of  periods,  but  in  gases  or  vapors, 
where  collisions  must  be  comparatively  few,  there  is  a  prepon- 
derance of  free  vibrations.  If  an  electron  has  one  free  period  of 
vibration,  say  that  corresponding  to  the  color  of  luminous  sodium 
vapor,  there  will  be  but  one  image  of  the  slit  if  the  D  lines  were 
single — ^yellow  in  the  case  assumed.  If  there  are  a  number  of 
coexisting  vibrations  of  different  periods  there  will  be  an  equal 
number  of  spectral  lines. 

731.  Line  Spectra  are  given  by  the  metals  and  salts  of  the 
sodiimi  and  calcium  groups  in  the  Bunsen  flame,  and  also  by  a 
number  of  other  metals  if  spray  from  solutions  of  their  salts,  or 
ions  caused  by  the  electric  spark,  are  passed  into  the  flame.  The 
spectrum  of  the  electric  spark  or  arc  between  electrodes  composed 
of  or  coated  with  any  metals  or  their  salts  contains  many  more 
lines  than  that  of  the  flame.  The  nimiber  may  be  very  large, 
ranging  from  a  dozen  or  so  in  the  case  of  the  alkali  metals  to 
many  thousands,  in  the  cases  of  iron  and  uranium. 

It  seems  that  no  two  elements  have  any  common  lines,  but  the 
spectrum  of  a  given  element  may  show  differences  in  the  number 
and  the  appearance  of  the  lines  according  to  the  nature  of  the 
source,  whether  flame,  arc,  or  spark.  The  middle  part  of  Fig. 
581  shows  the  arc  spectrum  of  iron,  the  lowest  part  is  the  spark 
spectrum  of  the  same  metal,  the  highest  part  is  the  solar  spectrum, 
which  shows  many  absorption  lines  coinciding  with  the  emission 
lines  of  iron.    All  salts  of  the  same  metal  give  the  same  line 


Bpectnim,  although  in  some  cases  ihsy  give  band  spectra  as  well, 
vhich  may  be  characteristic  of  the  salt  (see  next  section).  The 
lines  of  the  non-metallic  components  do  not  appear  with  those 
of  the  metal  except  in  rare  cases.  Intense  electric  discharges 
through  a  non-metallic  gas  at  ordinary  pressures  or  in  vacuum 
tubes  give  line  or  band  spectra. 


732.  Band  Spectra  are  usually  composed  of  fine  lines,  as  shown 
in  Fig.  582  (the  spectrum  of  partof  the  carbon  arc,  supposed  to  be 
due  to  cyanogen).  The  light  of  the  green  cone  in  a  Bunsen  fiame 
^ves  a  very  similar  spectrum,  due  to  carbon  or  its  compounds. 
The  salts  of  the  calcium  group  of  metals  have  Same  spectra 
containing  both  lines  and  bands.  All  salts  of  calcium,  for  exam- 
ple, give  the  same  flame  spectrum  under  ordinary  conditions, 
but  if  calcium  chloride,  for  instance,  is  placed  in  a  fiame  supplied 
with  hydrochloric  acid  an  entirely  different  band  spectrum  is 


produced,  and  still  another  if  the  flame  is  supplied  with  calcium 
bromide  and  an  excess  of  hydrobromic  acid.  The  inference  is 
that  in  these  cases  the  bands  represent  the  characteristic  spectra 
of  the  compounds,  and  that  the  spectrum  observed  under  ordi- 
nary conditions  is  that  of  the  oxide,  due  to  reaction  with  atmos- 
pheric  oxygen. 

Nitrogen  gives  a  band  spectrum  very  similar  to  that  of  cyano- 
gen if  a  feeble  discharge  passes  through  it,  but  an  entirely  differ- 
ent line  spectrum  if  the  discharge  is  very  intense.     (Fig.  583.) 
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Nitric  oxide  gives  a  characteristic  band  spectrum  in  the  ultra- 
violet siioilar  to  that  of  nitrogen.  All  the  compounds  of  mercury 
with  chlorine,  bromine,  or  iodine,  give  characteristic  band  spectra 
with  feeble  discharges,  and  the  line  spectrum  of  mercury  with 
strong  discharges.  The  same  is  true  in  a  number  of  other  cases. 
All  these  facts  are  consistent  with  the  view  that  band  spectra 
are  characteristic  of  the  molecular  state  of  either  elements  or 
compounds.  Intense  discharges,  by  dissociating  the  molecule, 
will  produce  line  spectra,  characteristic  of  the  atomic  or,  rather, 
''ionic"  state.    The  salts  of  the  alkali  metals  are  so  easily  dis- 
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sociated  that  they  give  only  line  spectra  in  the  flame.  It  is  pos- 
sible, however,  by  other  modes  of  excitation  to  produce  band 
spectra  of  these  elements  (see  §761). 

733.  Limits  of  the  Spectrum. — ^The  very  short  ultra-violet 
waves  are  absorbed  by  all  gases  except  hydrogen,  and  by  most 
lenses  and  prisms.  Working  with  fluorite  lenses  and  prisms  or 
a  grating  in  a  vacuum,  Schumann  and  Lyman  have  reached  a 
wave-length  of  about  .00006  mm.  The  ordinarily  used  unit  of 
wave-length  is  the  Angstrom  unit,  equal  to  one  ten-millionth  of 
a  millimeter.  This  is  sometimes  called  a  tenth-meter.  Another 
unit  frequently  used  is  the  micron,  ^=0.001  mm.  Expressed  in 
these  units,  some  wave-lengths  are  given  below.  Most  substances 
are  opaque  to  very  long  waves,  and  some  of  the  longest  waves 
mentioned  were  obtained  by  the  method  of  selective  reflection 
described  in  §778,  the  wave-length  being  then  measured  by  a 
coarse  grating. 

It  has  been  proved  that  X-Rays  (§553)  and  gamma  rays 
(§575)  are  similar  to  light  waves,  but  very  much  shorter. 
Their  lengths  differ,  but  the  order  of  their  magnitude  is  given 
in  the  table  below. 
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Angstrm  Units       fi 

Gftmma  rays 0.1  0.00001 

X-raye 1  0.0001 

Shortest  ultra-violet  waves 600  .06 

Shortest  visible  waves  (violet),  about 3,800  0.38 

Violet,  about 4,000  0.4 

Blue 4,600  0.45 

Green 6,200  0.62 

Yellow 6,700  0.67 

Red 6,600  0.66 

Longest  visible  waves  (red) 7,500  0.75 

Longest  waves  in  solar  spectrum,  more  than 63,000  6.3 

Longest  waves  transmitted  by  fluorite 05,000  .   9.5 

Longest  waves  by  selective  reflection  from  rook  salt       600,000  60 . 0 

By  reflection  from  potassium  chloride 612,000  61 .2 

Longest  waves  from  mercury  lamp 3,140,000  814 

Shortest  electric  waves 40,000,000-4  mm.  4000 

734.  General  Absorption. — When  radiation  falls  on  matter  a 
portion  is  reflected,  another  absorbed,  and  if  the  substance  is 
transparent  or  very  thin  a  part  is  transmitted.  Black  sub- 
stances, such  as  lampblack  and  copper  oxide,  reflect  and  transmit 
very  little,  the  absorption  being  almost  complete.  Most  sub- 
stances black  to  visible  radiation  are  also  black  to  the  ultra- 
violet and  infra-red  waves,  but  there  may  be  exceptions — ^for 
example,  a  sheet  of  hard  black  rubber  is  opaque  to  visible  radia- 
tion, but  transparent  to  waves  beyond  the  red.  Substances 
like  that  last  mentioned,  which  absorb  certain  radiations  and 
transmit  others,  are  said  to  exercise  selective  absorption. 

735.  Selective  Absorption  is  characteristic  of  most  substances. 
Familiar  examples  are  red  glass,  which  transmits  red  and  some 
infra-red,  but  no  other  visible  colors;  blue  cobalt  glass,  which 
transmits  blue  and  violet  and  a  little  red  and  green  in  narrow 
regions;  green,  which  transmits  almost  all  the  colors,  but  a 
larger  proportion  of  green;  chlorophyll  solution,  potassium  per- 
manganate, the  aniline  colors,  and  solutions  of  the  rare  earths, 
didymium,  etc.  In  most  cases  the  absorption  bands  are  wide 
and  diffuse;  in  the  case  of  the  rare  earths  they  are  almost  as 
narrow  as  spectral  lines,  so  that  the  solutions  appear  almost 
colorless,  no  large  amount  of  any  one  color  being  absorbed;  the 
vapors  of  iodine,  nitrogen  peroxide,  and  some  other  substanoes 
have  fluted  absorption  bands,  grouped  somewhat  like  the  lines 
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in  the  nitrogen  bands.  Many  substances  such  as  glass,  quarts 
and  rock  salt  are  very  transparent  within  wide  limits,  beyond 
which  they  are  completely  opaque. 

o 

Glass  is  opaque  to  waves  shorter  than  3500  AngstrOm  units,  and  longer 
than  about  30,000  Angstrom  units.  Quarts  is  transparent  between  the 
wave-lengths  1800  and  70,000,  and  for  some  longer  waves;  rook  salt  s 
transparent  between  1800  and  180,000|  and  fluorite,  one  of  the  most  trans- 
parent substances,  will  transmit  ultra-violet  waves  from  about  X  —  1000  to 
X- 95,000. 

736.  Kirchhoff's  Law. — ^If  the  fraction  A  of  the  radiation  of  a 
given  wave-length  incident  on  a  body  is  absorbed,  A  is  said  to  be 
its  absorbing  powet  for  that  color.  The  emiBsivity  of  a  radiat- 
ing body  is  the  amount  of  energy  radiated  per  second  from  each 
unit  of  surface.  Kirchhoff  showed  by  the  theory  of  exchanges 
(§335)  that  the  emissive  and  absorptive  powers  of  all  bodies  at 
the  same  temperature  for  a  given  color  are  proportional  when 
the  radiation  is  a  pure  temperature  effect. 

737.  Origin  of  the  Fraunhofer  Lines.  A  general  account  of 
these  lines  has  been  given  in  §673. 

Kirchhoff,  noting  that  there  were  coincidences  between  many 
of  the  Fraunhofer  lines  and  emission  lines,  explained  them  as 
the  result  of  absorption  by  vapors  in  the  sim's  atmosphere  of 
waves  which  these  vapors  emit  themselves.  Stokes  independently 
suggested  that  the  coincidence  of  the  yellow  sodium  lines  with  the 
D  lines  indicated  that  the  sodium  atoms  must  absorb  waves  of 
the  same  frequency  as  those  emitted  by  them,  the  effect  being 
similar  to  resonance  phenomena  in  sound.  This  reversal  of  the 
sodium  lines  is  easily  secured  by  igniting  a  small  piece  of  metallic 
sodium  in  a  metal  spoon  before  a  slit  illuminated  with  the  electric 
arc,  the  light  then  passing  through  a  prism  and  a  lens  which 
focuses  it  on  a  screen.  If  a  large  quantity  of  sodium  vapor  is 
present  in  an  arc  the  phenomenon  of  edf-revereal  is  shown  in  the 
spectrum.  The  bright  lines  are  very  broad  and  intense,  with  a 
narrow  dark  line  in  the  middle  of  each,  due  to  absorption  by  the 
cooler  sodium  vapor  in  the  outer  portion  of  the  arc. 

738.  Luminescence. — In  all  cases  where  radiation  is  purely  a 
temperature  effect  Eirchhoff's  law  appears  to  hold.  In  many 
cases,  such  as  those  of  fluorescence  and  phosphorescence  (§§750. 
751),  in  which  the  absorption  of  waves  of  certain  lengths  causes 
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the  emission  of  waves  of  a  different  length,  this  is  not  true;  nor 
is  it  generally  true  of  luminous  gases  and  vapors,  where  the  lumi- 
nosity appears  to  be  due  to  electrical  or  chemical  causes.  In  no 
known  case  do  gases  or  vapors  have  absorption  lines  correspond- 
ing to  all  the  emission  lines.  The  name  luminescence  has  been 
applied  to  the  various  kinds  of  radiation  not  directly  due  to  high 
temperature  and  not  conforming  to  Eirchhoff's  law. 

739.  Solar  Spectrum. — The  wave-lengths  of  many  thousands  of 
the  Fraunhofer  lines  were  determined  by  Rowland.  A  large 
number  were  found  to  coincide  with  the  emission  lines  of  known 
elements,  so  that  it  seems  certain  that  about  forty  of  these  ele- 
ments exist  in  the  sun.  (See  Fig.  581,  which  shows  the  coinci- 
dence of  many  of  these  absorption  lines  with  the  emission  lines 
of  iron).  The  chromosphere,  or  gaseous  solar  atmosphere,  the 
prominences  or  flames  of  incandescent  hydrogen  and  other  gases 
rising  out  of  it,  and  the  corona,  or  nebulous  outer  envelope,  give 
bright  line  spectra,- which  may  be  seen  during  a  total  eclipse, 
when  the  brighter  light  from  the  photosphere  does  not  mask  them. 
The  rare  gas  helium  was  known  to  exist  in  the  sun  before  it  was 
f  oimd  on  the  earth,  on  account  of  the  bright  yellow  line  due  to  it 
observed  in  the  spectrum  of  the  prominences. 

The  ultra-violet  region  of  the  solar  Bpeotrum  does  not  extend  beyond  a 
wave-length  of  about  3000  AngstrOm  units.  Without  doubt  shorter  waves 
are  emitted,  but  they  are  absorbed  by  the  earth's  atmosphere,  whioh  is 
opaque  to  all  very  short  waves.  The  atmosphere  also  exeroises  general 
and  selective  absorption  in  the  visible  region.  Oxygen  and  water  vapor 
give  rise  to  the  terrestrial  lines  and  bands  known  as  the  Fraunhofer  lilies 
Af  a  and  B,  and  there  is  more  or  less  general  absorption  due  to  these  and 
other  constituents  of  the  earth's  atmosphere. 

Wavelengths  of  Fraunhofer  Linee 
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The  infra-red  region  of  the  solar  speotnim  has  been  investigated  by 
Langley  with  the  bolometer,  and  found  to  extend  beyond  a  wave-length  of 
53,000  Angstrom  units.  Broad  absorption  bands  are  found,  some  of  which 
coincide  with  those  due  to  water  vapor  and  carbon  dioxide,  besides  many 
narrow  lines  and  bands  of  unknown  origin.  A  large  proportion  of  the  solar 
radiation,  particularly  in  the  neighborhood  of  the  shorter  waves,  is  absorbed 
by  the  earth's  atmosphere,  and  this  must  greatly  influence  climatic 
conditions. 

740.  Spectra  of  Planets,  StarSi  CometSi  and  Nebulae. — ^The 
planets  and  the  moon  give  spectra  similar  to  that  of  the  sun,  as 
might  be  expected,  but  modified  by  general  and  selective  ab- 
sorption in  the  cases  of  the  planets  which  have  an  atmosphere. 
Most  stars  have  characteristic  absorption  spectra  resembling 
that  of  the  sun,  which  shows  the  universal  distribution  of  many 
of  the  common  elements.  In  addition  there  are  frequently 
lines  due  to  unknown  elements.  Nebuke  give  bright  Une  spectra, 
some  of  the  lines  being  due  to  hydrogen  and  helium,  while  others 
have  not  yet  been  identified.  The  spectrum  of  comets  consists 
mostly  of  the  characteristic  hydrocarbon  bands  similar  to  those 
given  by  the  green  cone  of  the  Bimsen  flame.  It  seems  evident 
in  the  cases  of  nebulsB  and  comets  that  the  radiation  is  an  ex- 
ample of  luminescence,  or  luminosity  due  to  other  causes  than 
high  temperature,  because  these  bodies  appear  to  consist  of 
masses  of  highly  attenuated  gases,  or  small  bodies,  and  it  is 
inconceivable  that  their  temperature  can  permanently  remain 
much  higher  than  that  of  the  surrounding  space. 

741.  Application  of  Doppler's  Principle. — If  a  star  is  approach- 
ing or  receding  from  the  earth,  the  effect  will  be  to  shorten  or 
lengthen  each  wave  reaching  the  earth  ( §596) .  Each  line  will  be 
displaced  toward  the  violet  if  the  star  is  approaching,  toward  the 
red  if  it  is  receding.  By  measuring  such  displacements  on 
photographs  of  stellar  spectra  the  velocities  of  stars  in  the  line  of 
sight  may  be  determined  with  an  error  of  less  than  one  kilometer 
per  second.  Most  of  the  stars  which  have  been  investigated 
have  velocities  with  respect  to  the  sun  of  between  one  and  one 
hundred  kilometers  per  second.  It  is  found  that  a  majority  of 
the  stars  on  one  side  of  the  heavens  have  a  general  relative 
motion  toward  the  s\m,  those  on  the  opposite  side  away  from 
the  sun.  The  inference  is  that  the  solar  system  is  itself  moving 
through  the  univQnie  in  the  former  direction. 
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Fig.  684  is  the  spectrum  of  x  Draconis,  with  oomparison^  spec- 
tra of  hydrogen  above  and  below,  showing  the  Doppler  effect  on 
the  hydrogen  absorption  lines. 
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;  EFFECTS  DUE  TO  ABSORPTION 

742.  Color  of  Natural  Objects. — ^The  colors  seen  in  the  spectra 
produced  by  dispersion  or  by  interference  are  pure.  This  is  not 
the  case  with  the  colors  of  natural  objects,  which  as  a  rule  are 
due  to  selective  absorption  of  certain  colors  of  the  incident  light, 
the  other  colors  being  diffusely  reflected  in  different  proportions. 
If  a  colored  object,  such  as  a  red  rose,  is  placed  in  different 
parts  of  a  spectrum,  it  will  appear  a  brilliant  red  in  the  red  and 
almost  black  in  other  parts.  This  shows  that  the  greater  part  of 
all  colors  except  red  is  absorbed;  not  all,  however,  for  it  will  be 
noticed  that  in  every  part  of  the  spectrum  there  is  some  reflec- 
tion of  the  incident  color.  Since  the  resultant  of  the  combina- 
tion of  all  colors  is  white,  it  may  thus  be  proved  that  from  all 
colored  objects  some  white  light  is  reflected,  in  addition  to  the 
characteristic  color. 

743.  Body  Color. — In  most  cases  it  is  observed  that  bodies 
having  a  certain  color  by  reflected  light  have  the  same  color  by 
transmitted  light.  This  suggests  that  the  color  diffusely  reflected 
is  due  to  components  of  the  incident  white  light  which  have  pene- 
trated more  or  less  into  the  medium  before  being  scattered,  the 
other  colors  being  lost  by  absorption.  The  white  light  reflected 
is  probably  due  both  to  reflection  at  the  surface  and  to  the  re- 
combination of  the  various  colors  which  escape  complete  absorp- 
tion. As  a  crude  illustration  of  body  color,  if  light  falls  on  a 
piece  of  red  glass  a  white  image  of  the  source  will  be  reflected 
from  the  front  surface  and  a  red  image  from  the  rear  surface. 

Colors  are  said  to  be  more  or  less  saluraled  according  to  the 
proportion  of  white  light  with  which  they  are  diluted.  The  pure 
spectral  colors  are  said  to  be  completely  saturated.    The  pro- 
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portion  of  white  light  scattered  is  increased  by  any  process  which 
increases  the  reflecting  surface.  For  example,  crystals  of  copper 
sulphate  will  appear  lighter  and  lighter  as  they  are  crushed  into 
smaller  fragments,  and  become  almost  white  when  reduced  to  a 
fine  powder.  The  white  light  reflected  from  the  numerous  sur* 
faces  then  completely  maj9ks  the  small  portion  which  is  select- 
ively transmitted.  Similarly,  transparent  substances  such  as 
glass  are  white  when  in  powdered  form. 

744,  Dichromatism. — Some  substances  when  examined  by 
light  transmitted  through  thick  layers  appear  to  be  of  different 
color  from  that  observed  by  reflection  or  by  transmission  through 
a  thin  layer.  A  thin  layer  of  chlorophyll  is  green  by  transmitted 
light,  while  a  thick  layer  is  red.  This  is  explained  by  the  fact 
that  the  absorptive  power  or  the  fraction  of  the  incident  light 
absorbed  by  a  layer  of  unit  thickness,  is  different  for  the  two 
colors.  While  the  incident  green  light  is  more  intense  than 
the  red,  and  remains  so  after  transmission  through  a  thin  layer, 
it  is  more  rapidly  cut  down  by  absorption,  so  that  after  passing 
through  a  thick  layer  the  red  predominates.  This  effect  is 
called  dichromatism. 

746.  Surface  Color. — Some  substances  appear  of  different 
colors  by  reflected  and  by  transmitted  light.  Such  is  the  case 
with  thin  films  of  metal  and  of  the  solid  aniline  colors.  Gold  is 
always  yellow  by  reflected  light,  but  a  sheet  of  gold  leaf  thin 
enough  to  permit  transmission  appears  green  by  the  transmitted 
light.  The  light  reflected  from  these  substances  is  complementary 
to  that  transmitted.  In  such  cases  selective  action  seems  to 
take  place  at  the  surface^  some  colors  being  directly  reflected, 
others  being  absorbed  by  a  thick  layer,  or  transmitted  through  a 
thin  film.  Bodies  exhibiting  surface  color  retain  that  color  when 
finely  powdered. 

746.  Colors  of  Sky  and  Clouds. — Since  light  can  reach  the  eye 
only  directly  from  the  source  or  by  reflection  from  material 
objects,  it  is  evident  that,  since  the  sky  is  not  perfectly  black,  it 
must  contain  matter  in  suspension.  Some  have  supposed  that 
air  itself  may  have  a  characteristic  color,  as  is  shown  by  great 
thicknesses  of  glass  or  of  water,  but  it  is  probable  that  the 
blue  color  of  the  sky  is  due  to  selective  scattering  by  small 
suspended  particles  of  dust,  water,  etc.    It  is  to  be  expected 
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that  such  small  particles  should  reflect  a  larger  proportion  of 
short  waves  than  of  long  ones.  The  term  scattering  is  used, 
because  it  seems  evident  that  this  is  not  a  case  of  ordinary 
reflection  like  that  from  a  mirror  of  finite  size.  There  is  an 
analogy  in  the  case  of  sound  waves;  long  waves  pass  around 
obstacles  without  deviation  from  their  general  direction,  while 
shorter  waves  may  be  reflected.  Since  the  shorter  waves  of  light 
are  scattered,  the  transmitted  light  will  consist  mostly  of  the 
longer  waves.  This  accoimts  for  the  brilliant  reds,  oranges,  and 
greens  often  observed  in  the  western  sky  at  simset.  The  light 
transmitted  almost  tangentially  through  the  atmosphere  has  been 
deprived  of  the  shorter  waves,  which  cause  a  blue  sky  for  those 
more  immediately  imder  the  sun.  These  effects  are  intensified 
by  the  presence  of  a  large  number  of  dust  particles  in  the  lower 
levels  of  the  atmosphere.  After  the  great  eruption  of  the  volcano 
Krakatoa  in  1883  fine  volcanic  dust  pervaded  the  atmosphere  of 
the  whole  earth  and  the  simsets  were  especially  brilliant.  For 
the  same  reason  lights  look  red  when  seen  through  smoke  or  fog, 
or  through  water  made  slightly  turbid  by  the  addition  of  a  smaU 
quantity  of  milk  or  shellac  solution.  This  effect  is  beautifully 
illustrated  by  passing  a  beam  of  light  through  a  jet  of  steam 
issuing  from  a  small  nozzle  into  a  stream  of  air  previously  dried 
by  forcing  it  through  sulphuric  acid.  The  size  of  the  water  drops 
is  controlled  by  changing  the  vapor  pressure  in  the  atmosphere  in 
which  the  drops  are  formed,  lower  vapor  pressure  promoting 
evaporation  and  thus  reducing  the  size  of  the  drops.  The  colors 
seen  by  transmitted  and  by  scattered  light  are  complementary, 
the  shorter  waves  being  scattered  and  the  longer  ones  trans- 
mitted. 

747.  Color  Sensation. — The  perception  of  a  given  color  by  the 
eye  does  not  necessarily  prove  that  the  stimulus  is  of  the  corre- 
sponding wave-length.  It  may  be  the  resultant  effect  of  several 
different  colors.  For  example,  if  the  light  from  the  red  of  a 
spectrum  and  from  a  region  intermediate  between  the  blue  and 
the  green  be  superimposed  the  resultant  sensation  is  white, 
which  the  eye  cannot  distinguish  from  the  white  due  to  a  mixture 
of  all  the  colors.  A  similar  effect  is  produced  by  the  combination 
of  violet  and  yellow-green.  Two  colors  which  together  give  the 
sensation  of  white  are  said  to  be  complementary.    It  is  found, 
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further,  that  spectral  red  and  green  combined  excite  a  sensation 
of  yellow,  while  green  and  violet  produce  blue.  All  possible 
colors  may  be  produced  by  combining  red,  green,  and  violet. 
According  to  the  theory  of  Thomas  Young,  these  are  to  be 
regarded  as  the  three  primary  color  sensations.  The  cones  in  the 
retina  are  supposed  to  respond  or  ''resonate"  most  actively  to 
frequencies  of  vibration  corresponding  to  these  colors,  and  all 
ccloT  sensations  depend  on  the  proportions  of  the  incident  energy 
belonging  to  these  frequencies. 
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The  phenomena  of  color  tensation  may  be  explained  by  aasuming  that 
in  the  normal  eye  there  are  three  sets  of  nerves,  one  stimulated  most  actively 
by  red  light,  another  by  green,  and  a  third  by  violet,  but  each  responding 
also  more  or  less  to  waves  of  other  frequencies  as  well.  To  indicate  these 
effects  Eoenig  constructed  three  curves  (Fig.  585)  on  an  axis  representing 
the  length  of  the  normal  spectrum  from  the  Fraunhofer  line  K  in  the  violet 
to  B  in  the  red.  The  ordinates  at  each  point  represent  the  degree  of  excita- 
tion of  the  three  sets  of  nerves  respectively  by  light  of  the  frequency  corre- 
sponding to  that  point  in  the  spectrum.  The  maximum  sensibility  of  the 
"red"  nerves  is  in  the  orange-red,  that  of  the  "green"  nerves  in  the  green, 
and  that  of  the  "violet"  nerves  in  the  blue- violet.  The  first  set  of  nerves 
is  also  excited  more  or  less  by  all  colors  between  H  and  B;  the  green  by  all 
colors  between  O  and  C,  and  the  violet  by  all  colors  between  K  and  E.  The 
color  of  sodium  light  (Z>)  is  caused  by  the  superposition  of  two  sensations, 
red  and  green,  proportional  respectively  to  the  ordinates  Dl  and  D2.  The 
color  of  tiie  blue  line  of  hydrogen  (JP)  is  due  to  a  combination  of  red,  green, 
and  violet  sensations  proportional  to  the  ordinates  ^1,  F2,  and  FZ.  In  the 
case  of  color-blind  persons  one  or  more  sets  of  nerves  are  missing — usually 
the  red.  To  such  persons,  for  example,  sodiimi  light  would  appear  green. 
Two  colors,  such  as  red  and  blue-green,  are  complementary,  when,  acting 
jointly,  they  excite  all  three  sets  of  nerves  in  the  proper  proportion  to  pro- 
duce the  sensation  of  white— or  in  the  same  proportions  that  they  are 
ezdted  by  ordinary  white  light. 
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748.  Pigment  CoIoxb. — The  effect  of  mixing  pigments  is  quite 
different  from  that  of  mixuig  spectral  colors.  For  example,  blue 
paint  absorbs  nearly  all  the  incident  light  except  the  blue  and  some 
green;  yellow  paint  absorbs  nearly  all  except  yellow  and  some 
green.  If,  therefore,  white  light  is  incident  on  a  mixture  of 
the  two  pigments  green  is  the  only  color  which  escapes  absorption 
by  one  or  the  other,  therefore  a  mixture  of  blue  and  yellow  paints 
produces  a  green  paint.  In  such  cases  the  apparent  color  may 
vary  with  the  kind  of  illumination.  Blue  pigments  usually 
appear  green  by  candle  light,  because  there  is  a  very  smaU  propor- 
tion of  blue  in  the  incident  light,  and  so  green  predominates  in  the 
scattered  light. 

749.  Chemical  and  Molecular  Effects. — ^Light  may  cause  ohemieal  com- 
bination, as  when  it  acts  on  a  mixture  of  hydrogen  and  chlorine,  or  dis- 
sociation, as  when  it  acts  on  the  silver  salts  in  a  photographic  plate.  By 
its  action  on  the  chlorophyll  of  plants,  light  decomposes  the  carbon  dioxide 
absorbed  from  the  atmosphere,  releasing  the  oxygen  and  causing  the  carbon 
to  be  assimilated.  It  may  cause  molecular  transformations,  as  when  it 
alters  amorphous  to  crystalline  selenium,  or  changes  the  electric  resistance  of 
the  latter  form.  It  also  changes  white  phosphorus  to  red.  These  effects 
are  not  due  to  the  heating  effect  of  the  absorbed  radiation,  because  an  equiva- 
lent rise  of  temperature  will  not  cause  them,  but  they  seem  rather  to  depend 
on  the'  vibratory  character  of  the  light  waves.  As  a  rule  the  shorter  waves 
are  the  most  effective  in  producing  such  results. 

Another  effect  due  to  light,  especially  to  the  ultra-violet  waves,  is  that  it 
will  cause  the  discharge  of  electricity  from  certain  metals  ({565). 

760«  Fluorescence. — ^There  are  substances  which  when  stimu- 
lated by  the  absorption  of  waves  of  certain  lengths  will  emit  waves 
of  different  lengths.  For  example,  a  piece  of  paper  moistened 
with  sulphate  of  quinine  solution  and  held  in  the  ultra-violet 
portion  of  the  solar  spectrum  will  emit  a  brilliant  opalescent  blue 
light.  To  this  phenomenon  Stokes  gave  the  name  of  fluorescence, 
because  it  was  observed  in  fluorspar.  He  explained  it  as  the 
result  of  the  absorption  of  incident  waves  which  by  a  modified 
resonance  action  caused  a  reSmission  of  longer  waves.  Similar 
effects  are  observed  in  coal  oil,  fluorescein,  eosin,  uranin,  and 
other  organic  compounds;  in  uranium  glass,  which  emits  a  yellow- 
ish-green light;  in  esculin,  which  emits  blue  light,  and  in  chloro- 
phyll, which  emits  red  light;  and  also  in  a  much  smaller  degree  in 
iodine,  wood,  paper,  and  many  other  substances. 
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761.  Phosphorescence. — There  is  a  large  class  of  substances,  of 
which  calcium,  strontium,  and  barium  sulphides  are  familiar 
examples,  which  after  exposure  to  light  show  effects  which  are 
similar  to  fluorescence,  but  which  continue  visible  long  after  the 
exciting  radiation  ceases  to  act.  This  is  called  phosphorescence. 
The  only  definite  distinction  between  fluorescence  and  phosphor- 
escence is  that  the  latter  persists  for  a  longer  time.  Many  sub- 
stances which  phosphoresce  very  feebly  at  ordinary  temperatures 
may  be  made  to  glow  brilliantly  at  the  temperature  of  liquid  air. 
As  examples,  gelatin,  horn,  egg  shells,  and  paper  may  be  men- 
tioned. 

Some  metallic  vapors,  such  as  those  of  the  sodium  and  calcium 
group,  fluoresce  brilliantly  imder  the  action  of  light  or  cathode 
rays..  The  light  shows  the  characteristic  spectral  lines  and  bands 
of  the  metal.  Certain  organic  vapors,  such  as  anthracene,  fluo- 
resce when  light  falls  on  them.  Nitrogen,  oxygen,  and  some 
other  gases  will  under  certain  conditions  phosphoresce  brightly 
for  several  seconds  after  an  electric  discharge  has  passed  through 
them  in  a  vacuum  tube  (§550). 

DOUBLE  REFRACTION  AND  POLARIZATION 

762.  Double  Refraction. — Some  crystals,  such  as  those  of  rock 
salt  and  fluorite,  resemble  isotropic  solids,  such  as  glass,  in  the 
respect  that  their  physical  properties  are  alike  in  all  directions. 
In  general,  however,  this  is  not  the  case;  such  properties  as  elas- 
ticity and  heat  conduction,  as  well  as  optical  properties,  differ  in 
different  directions  in  the  crystal.  In  such  crystals  as  quartz  and 
calcite  there  is  an  axis  of  symmetry,  the  crystallographic  axis,  and 
the  physical  properties  are  the  same  in  all  directions  in  any 
equatorial  plane,  but  different  from  those  in  the  direction  of  the 
axis.  Iceland  spar,  or  calcite,  is  a  rhombohedral  crystal,  each 
face  being  a  parallelogram  with  two  acute  angles  of  78^  5'  and 
two  obtuse  angles  of  101^  55^  Two  solid  angles  of  the  crystal  are 
formed  by  the  junction  of  the  obtuse  angles  of  three  faces.  Any 
line  equally  inclined  to  the  faces  of  one  of  these  solid  angles  is  a 
crystallographic  axis.  An  object  seen  through  Iceland  spar 
appears  double,  unless  viewed  in  the  direction  of  the  axis.  No 
such  effect  is  observed  in  the  case  of  isometric  crystals.    This 
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phenomenon  is  called  daubU  refraction.  When  the  waves  travel 
in  the  cr3rBtal  in  the  direction  of  the  crystallographic  axis  there  is 
no  double  refraction;  hence  any  line  in  the  crystal  paralld  to  the 
axis  is  called  an  optic  axis. 

If  a  ray  r  of  ordinary  light  is  incident  normally  on  any  face  of  a 
doubly-refracting  crystal  one  ray  o  is  transmitted  without  devia- 
tion; and  if  the  incidence  is  oblique  (Fig.  586)  this  ray  is  deviated, 


\Axla 


with  an  index  of  refraction  which  is  independent  of  the  angle  of 
incidence.  The  other  ray  e  is  deviated  in  all  cases,  unless  it 
travels  along  an  optic  axis,  and  the  index  of  refraction  varies 
with  the  angle  of  incidence.  The  first  is  called  the  ordinary,  the 
second  the  extraordinary  ray.  If  the  crystal  be  rotated,  keeping 
the  angle  of  incidence  constant,  the  ordinary  image  will  remain  at 
rest,  while  the  extraordinary  image  rotates  about  it  in  such  a 
way  that  the  line  joining  the  two  images  lies  in  a  principal 
section,  a  plane  including  the  normal  to  the  surface  and  an  optic 
axis.  If  the  ordinary  and  extraordinary  rays  o  and  e  pass  through 
a  second  cr}rBtal  each  ray  generally  divides  in  two,  the  rays  oo' 
and  oe^  and  the  rays  ec/  and  ee^  (Fig.  586),  the  line  joining  each 
pair  l3ring  in  a  principal  section  of  the  second  crystal.  This 
gives  rise  to  four  images  of  the  source,  which  are  of  equal  in- 
tensity when  the  principal  sections  of  the  two  crystals  are  at  an 
angle  of  45^  with  each  other.  If  this  angle  be  changed  one  pair 
of  images  will  increase  in  intensity  and  the  other  diminish.  When 
the  principal  sections  are  parallel  only  the  rays  oo'  and  ee^  emerge ; 
when  they  are  at  right  angles,  only  the  rays  oe'  and  eo\  From 
such  experiments  Huyghens  recognized  the  fact  that  light  which 
has  passed  through  Iceland  spar,  quartz,  and  other  doubly 
refracting  crystals  does  not  possess  properties  which  are  alike  in 
aU  azimuths  around  the  direction  of  propagation.    Newton,  in 
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order  to  explain  this,  supposed  the  light  corpuseles  to  be  endowed 
with  polarity  of  some  sort — Whence  the  name  polarised  light. 

768  •  Direction  of  Vibration. — ^Fresnel  explained  the  phenome- 
non  of  double  refraction  as  a  result  of  the  transverse  vibration  of 
light  waves.  If  the  vibrations  were  longitudinal,  it  is  impossible 
to  conceive  how  they  cotdd  be  affected  by  rotation  of  the  crystal 
in  a  plane  at  right  angles  to  the  direction  of  propagation.  Trans- 
verse vibrations  in  a  cord  may  be  said  to  be  polarized.  Such 
vibrations  would  be  freely  transmitted  through  a  slot  parallel  to 
the  direction  of  vibration,  but  not  through  one  at  right  angles  to 
this  direction.  Longitudinal  vibrations  in  a  cord  cotdd  be 
freely  transmitted  through  a  slot,  regardless  of  its  position. 
Fresnd  assumed  that  in  ordinary  white  light  successive  waves 
reaching  a  given  point  of  space  vibrate  in  different  planes  at 
random,  so  that,  although  each  individual  wave  is  vibrating 
transversely  in  a  definite  plane,  and  is,  therefore,  polarised,  this 
direction  changes  so  rapidly  that  the  eye  cannot  take  account 
of  it  and  no  polarization  effects  are  observed.  In  passing  through 
a  doubly-r^racting  crystal  vibrations  in  one  direction  travel 
with  a  different  velocity  from  those  in  another  direction,  on 
accoimt  of  the  difference  of  the  physical  properties  of  the  crjrstal 
in  these  directions,  hence  double  refraction  results.  The  displace- 
ment in  each  wave  is  in  general  resolved  into  two  components, 
unless  the  light  is  travelling  parallel  to  the  axis.  In  that  case  it  is 
unmodified,  as  the  velocity  of  propagation  is  independent  of  the 
azimuth.  In  the  ordinary  ray,  which  travels  in  all  directions 
with  the  same  velocity,  the  vibrations  must  be  at  right  angles  to 
the  optic  axis.  So  long  as  this  is  the  case  the  displacements  will 
take  place  under  the  same  conditions  in  every  azimuth  and  the 
velocity  be  unchanged.  In  the  extraordinary  ray  the  vibrations 
must  be  in  a  principal  section.  This  accoimts  for  the  fact  that 
the  ordinary  and  the  extraordinary  image  are  always  in  a  line 
parallel  to  a  principal  section. 

7M.  The  Wave  Surfaces. — From  the  experiments  described 
above  it  may  be  seen  that  a  wave  of  ordinary  light  on  entering  a 
doubly-refracting  crystal  is  divided  into  two  waves,  one  of  which, 
a,  has  the  same  velocity  in  aU  directions  in  the  crystal.  The  other 
wave  6  has  a  velocity  which  varies  in  different  directions,  and  is  the 
same  as  that  of  the  ordinary  wave  only  when  both  travel  in  the 
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direction  of  the  optic  axis.  Huyghens  showed  that  these  facts  are 
consistent  with  the  existence  of  a  double  wave  surface  in  the  crystal , 
a  sphere  and  an  ellipsoid  of  revolution,  which  are  tangent  to  each 
other  at  the  two  points  where  they  intersect  an  optic  axis.  In 
one  class  of  crystals,  like  Iceland  spar,  the  sphere  is  inside  the 
ellipsoid,  and  the  ordinary  wave  is  the  more  refracted  (Fig.  687). 
In  another  class,  represented  by  potassium  sulphate  or  quartz, 
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the  sphere  encloses  the  ellipsoid,  and  the  ordinary  ray  is  less 
refracted  (Fig.  588) .  The  first  are  called  negative  and  the  second 
positive  crystals.  In  the  case  of  quartz  the  two  wave  surfaces  do 
not  touch  where  they  intersect  the  optic  axis,  and  there  is  double 
refraction  of  another  kind  in  the  direction  of  the  axis  (§771). 
In  crystals  in  which  the  physical  properties  are  different  along 
three  axes  at  right  angles  to  each  other,  such  as  sugar  and  topaz, 
which  likewise  show  double  refraction,  there  are  two  axes  of  no 
double  refraction;  hence  such  crystals  are  said  to  be  buixial,  as 
contrasted  with  the  class  described  above,  which  are  said  to  be 
uniaxial.  Both  rays  in  biaxial  crystals  are  extraordinary,  thai 
is  to  say,  do  not  conform  to  the  ordinary  laws  of  refraction. 

755.  Double  Refraction  by  Tourmaline. — ^Tourmaline  is  a  semi- 
transparent  hexagonal  crystal.    If  light  falls  on  a  crystal,  part  is 

transmitted.  If  this  falls  on  a 
second  plate  with  its  axis  parallel 
to  that  of  the  first  (Fig.  589) ,  some 
of  the  light  gets  through;  but  if 
the  second  crystal  is  rotated 
about  the  line  joining  the  two, 
less  light  gets  through,  and  when 
its  axis  is  at  right  angles  to  that  of  the  first  none  is  transmitted. 
Evidently  the  waves  have  had  their  mode  of  vibration  so 
changed  by  passage  through  the  first  plate  that  they  cannot 
pass  through  the  second  unless  the  principal  sections  of  the  two 
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are  parallel.  If  the  light  first  passes  through  Iceland  spar  it 
is  f  ouud  that  the  extraordinary  ray  alone  will  pass  through 
tourmaline  if  the  principal  sections  of  the  two  crystals  are 
parallel,  the  ordinary  ray  alone  if  they  are  at  right  angles.  It 
follows  that  light  is  doubly  refracted  by  tourmaline,  but  that 
the  ordinary  ray  is  totally  absorbed. 

Ab  a  remarkable  example  of  Kirohhoff'i  law  ({736),  it  may  be  mentioned 
that  if  tourmaline  id  raised  to  a  high  temperature  it  emits  pdarised  radiation. 
If  thiB  falls  on  a  second  crystal  parallel  to  the  first  it  is  absorbed,  showing 
that  it  corresponds  to  the  ordinary  ray.  The  mode  of  vibration  which  is 
absorbed  corresponds  to  tha^  which  is  emitted. 

766.  Polarization  by  Reflection. — About  1808  Malus  discovered 
that  light  reflected  from  glass  at  a  definite  angle  acquires  prop- 
erties similar  to  that  of  light 
transmitted  through  tourma- 
line or  Iceland  spar.  When 
light  is  polarized  by  reflection 
from  a  mirror  A  (Fig.  590a)  a 
large  fracjbion  is  reflected  from 
another  mirror  B  if  the  two 
planes  of  incidence  coincide. 
If  the  planes  of  incidence  are 
at  right  angles  (Fig.  500b)  very 
little  is  reflected.    If  the  light 

reflected  from  a  glass  plate  is  examined  through  a  crystal  of 
Iceland  spar,  the  ordinary  ray  alone  is  transmitted  when  the 
plane  of  reflection  coincides  with  a  principal  section,  the  ex- 
traordinary ray  alone  when  the  two  are  at  right  angles.  In 
intermediate  positions  portions  of  both  rays  are  transmitted. 

Similarly  light  reflected  from  glass  is  not 
transmitted  through  tourmaline  if  the  plane 
of  reflection  is  parallel  to  the  optical  axis  of 
the  crystal. 

The  simplest  explanation  of  these  effects 
seems  to  be  that  when  light  strikes  a  re- 
flecting surface  there  is  a  partial  resolution  into  components 
respectively  in  and  at  right  angles  to  the  plane  of  incidence. 
The  vibrations  parallel  to  the  surface  are  most  freely  reflected, 
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while  the  others  strike  down  into  the  surface  and  are  transmitted 
or  absorbed  (Fig.  591).  If  polarized  light  is  incident  at  the 
angle  of  maximum  polarization  (§759)  on  a  piece  of  glass  a 
large  proportion  will  be  reflected  when  its  vibrations  are 
parallel  to  the  surface;  if  the  vibrations  are  in  the  plane  of  inci- 
dence it  will  be  refracted.  In  general  both  components  are 
reflected  and  refracted,  but  the  reflected  light  contains  a  larger 
proportion  of  waves  vibrating  perpendicularly  to  the  plane  of 
incidence,  anci  the  refracted  light  a  larger  proportion  of  the 
waves  vibrating  parallel  to  that  plane. 

It  is  clear  that  no  interference  effects  can  be  produced  between 
two  vibrations  in  planes  at  right  angles  to  each  other. 

This  fact  enabled  Wiener  to  detennine  the  direction  of  vibration  in  light 
polarized  by  reflection.    A  beam  pobirized  by  the  mirror  M  fell  at  an  angle 

of  45*  on  a  thin  transparent  photo- 
graphic film  above  a  reflecting  sur^ 
face.  He  found  that  stationary 
waves  ($700)  were  produced  when 
the  plane  of  incidence  on  the  film 
coincided  with  the  plane  of  reflection 
from  the  mirror  (Fig.  592A),  but  this 
was  not  the  case  if  the  two  planes 
were  at  right  angles  to  each  other 
(Fig.  502B).  From  the  figure  it  ap- 
pears that  in  the  first  case  the  vibra- 
Fxo.  592.  tions  must  have  been  parallel  to  the 

film,  and  therefore  to  the  mirror,  in 
order  that  the  incident  and  reflected  rays  should  be  in  a  condition  to  inter- 
fere at  P,  while  in  the  second  case  the  vibrations  must  have  been  in  the 
plane  of  incidence  on  the  film,  and  therefore  parallel  to  the  mirror,  in 
order  that  the  vibrations  should  meet  at  P  at  right  angles  to  each  other. 
This  demonstrates  that  the  vibrations  in  light  polarized  by  reflection  are 
parallel  to  the  mirror. 

757.  Plane  Polarized  and  Ordinary  Light. — The  experimental 
evidence  warrants  the  assumption  that  light  waves  are  excited 
by  the  vibrations  of  the  particles  of  material  sources,  these 
particles  being  probably  ions  or  electrons  within  the  molecules 
(§720);  that  these  particles  in  general  vibrate  in  different 
planes  and  directions,  and  that  the  vibrations  of  a  given  particle 
may  constantly  change  in  direction;  that  each  vibrating  particle 
sends  out  into  the  smrounding  medium  a  series  of  waves  vibrating 
in  the  same  plane  as  the  particle,  so  that  ordinary  white  light 
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consiBtB  of  a  mixture  of  waves  of  many  lengths,  the  resultant 
vibrations  being  in  a  plane  at  right  angles  to  the  direction  of 
propagation,  successive  trains  of  waves  having  different  planes 
of  vibration;  and  that  by  double  refraction  or  reflection  we  may 
sift  out  component  vibrations  in  a  given  plane,  and  produce 
what  is  called  polarized  light.  When  all  the  vibrations  are  in 
parallel  planes  the  light  is  said  to  be  plane  polarized.  If  such  light 
is  mixed  with  ordinary  light,  it  is  said  to  be  partially  polarised. 
If  phase  differences  are  introduced  between  two  vibrations  at 
right  angles,  the  resultant  displacement  may  be  elliptical  or 
circular  (§243.)  This  gives  rise  to  eUipticaUy  or  drcttlarly 
polarized  Ught. 

768.  Plane  of  Polarization. — Before  the  direction  of  vibration 
in  polarized  light  was  known  it  became  customary  to  speak  of 
the  ''plane  of  polarization"  of  a  polarized  beam,  rather  than  of 
the  direction  of  vibration,  and  this  plane  was  so  defined  that  it 
coincides  with  the  plane  of  incidence  when  the  light  is  polarized 
by  reflection.  It  follows  that  the  vibrations  in  a  polarised  beam 
are  at  right  angles  to  the  plane  of  polarisation. 

759.  Brewster's  Law. — ^The  light  reflected  from  a  surface  is  not  in  general 
oompletely  polarised,  that  is,  all  its  vibratioiis  are  not  strictly  in  one  plane. 
It  is  found,  however,  that  for  each  reflecting  substance  there  is  a  certain 
angle  of  incidence  for  which  the  polarisation  is  a  maximum.  This  is  called 
the  polartMing  angle.  It  was  found  by  Fresnel  that  complete  polarisation 
is  given  only  by  substances  having  an  index  of  refraction  equal  to  about  1.46. 
Brewster  found  that  the  polarising  angle  is  such  that  the  reflected  and  the 
refracted  rays  are  at  right  angles  to  each  other.  Since  n  —  (sin  i)  /  (sin  r)  and 
since,  when  t— p,  the  polarising  angle,  p+r— 90®, 

n  — (sin  p)/(cos  p)— tan  p 

Prom  this  relation  the  polarising  angle  p  may  be  determined.  This  is  known 
as  Brewster's  law. 

When  the  angle  of  incidence  is  different  from  that  defined  by  this  re- 
lation, and  even  for  that  angle  when  the  index  of  refraction  differs 
appreciably  from  1.46,  a  small  part  of  the  component  at  right  angle  to  the 
plane  of  incidence  is  reflected,  with  a  phase  different  from  that  of  the  other 
component,  resulting  in  elliptically  polarised  light  (|760). 

760.  Pile  of  Plates. — Since  only  a  small  fraction  of  the  incident 
light  is  reflected  from  a  transparent  substance,  even  when  the 
reflected  light  is  completely  polarized,  that  which  is  refracted  will 
be  only  partially  polarised;  that  is  to  say,  along  with  light  vibrat- 
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ing  in  the  plane  of  incidence  a  considerable  proportion  of  that 
vibrating  at  right  angles  to  this  plane  will  be  transmitted.  If  it 
is  subject  to  a  second  reflection  the  proportion  of  polarized  light 
is  increased.  After  passing  through  eight  or  ten  plates  the 
transmitted  light  is  almost  completely  polarized.  If  a  pile  P 
of  thin  glass  plates  is  built  up  as  shown  in  Fig.  593,  the  beam  R, 
the  restdt  of  successive  reflections,  and  the  beam  T^  which  is 
transmitted,  are  completely  polarized  in  planes  at  right  angles 
to  each  other.  This  is  one  of  the  simplest  methods  of  securing 
polarized  light. 
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761.  Wave  Front  Constroction. — If  C  is  a  radiant  point  in  a  crystal  of 
Iceland  spar  (Fig.  594)  and  if  AA'  is  the  optio  axis  passing  through  that 
point,  two  waves  will  diverge  from  C,  one  spherical  and  the  other  spheroidal 
These  waves  will  have  the  same  velocity  along  AA',  but  in  other  directions 
the  extraordinary  wave  will  travel  faster  than  the  ordinary.  The  vibrations 
in  each  wave  will  be  in  the  wave  surface.  The  vibrations  in  t^e  ordinary 
ray  will  everywhere  be  at  right  angles  both  to  the  optio  axis  and  to  the  direc- 
tion of  propagation.  In  the  extraordinary  wave  the  vibrations  are  in 
general  oblique  both  to  the  optic  axis  and  to  the  direction  of  propagation  of 
the  disturbance.  In  this  case  we  have  an  exception  to  the  general  rule  that 
the  wave  normal  indicates  the  direction  of  propagation. 

By  the  application  of  Huyghens'  principle  the  wave  fronts  in  double 
refraction  may  easily  be  determined.  Consider  a  plane  wave  AB  incident 
on  a  crystal  so  out  that  the  optic  axis  is  parallel  to  the  surface  and  to  the 
plane  of  incidence  (Fig.  595).  The  two  disturbances  in  the  crystal  will 
travel  to  0  and  E  respectively  while  the  wave  travels  from  B  to  C  in  air. 
The  tangent  planes  CO  and  CE  are  the  two  wave  fronts.  The  disturbance 
at  ^  is  due  to  il,  a  point  not  on  the  normal  to  the  extraordinary  wave  front 
passing  through  E.  The  wave  velocity,  or  the  velocity  of  the  wave  front, 
is  proportional  to  the  normal  distance  AN;  the  ray  velocity,  or  actual 
veloqty  of  the  disturbance,  is  proportional  to  AE. 

When  the  axis  is  parallel  to  the  surface,  but  at  right  angles  to  the  plane  of 
incidence,  the  wave  front  is  found  as  shown  in  Fig.  596.  In  this  case,  the 
extraordinary  wave  also  has  a  circular  section.  Only  in  this  plane  of 
incidence  is  the  ratio  (sin  i)/(nji  r)  constant  for  the  extraordinary  ray, 
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and  this  ratio  is  called  n^  the  extraordinary  index  of  refraction.  The 
value  of  the  ratio  7/F«  varies  with  the  direction  in  every  other  plane  of 
inddenoe,  and  hence  cannot  properly  be  called  the  index  of  refraction. 

The  general  case,  where  the  axis  is  at  any  angle  with  the  refracting  sur- 
face and  the  plane  of  incidence,  is  shown  in  Fig.  597. 

Flo.  5B9.  Fin.  ESQ. 

B  A 

'^^  / \ 

FiQ.  607.  Fio.  698. 

762.  Uniaxial  Prisms. — When  light  is  incident  on  a  doubly-refracting 
prism  with  its  axis  parallel  to  the  refracting  edge  (Fig.  598) ,  Uie  ordinary 
and  the  extraordinary  rays  will  be  separated,  and  the  angular  divergence 
will  persist  after  emergence.  Two  spectra  will  be  formed,  with  light 
polarised  in  opposite  planes.  The  ordinary  spectrum  will  be  less  deviated 
than  the  extraordinary  by  a  quarts  prism  and  more  by  a  oaldte  prism. 
When  the  optic  axis  is  parallel  to  the  refracting  edge  of  the  prism  the  two 
indices  of  refraction  may  be  determined  from  the  relations 

^      siniU  +  Z>o)  ^.  ^      mniiA-^De) 

no  ■■ i — = — ;. —  ana  fi«"" j — ^—^ — 

sm  i  il  *  sin  i  A 

Some  values  of  the  indices  of  refraction  for  sodiimi  light  are  given  below: 

Po9iHv4  CrystaU:  n«  n« 

Quarts 1.5442        1.5533 

Ice 1.3091        1.3104 

Negative  Crystdh: 

Caldte  (Iceland  spar) 1.6584        1.4864 

BeryU 1.5740        1.5674 

Sodium  nitrate 1.5874        1.5361 

The  difference  between  no  and  n*  is  greater  in  the  case  of  Iceland  spar 
than  in  any  other  ordinary  crystal. 
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768.  Polarizing  Prisms. — The  two  polarised  rays  produced  by 
a  doubly  refracting  crystal  are  not  sufficiently  separated  to  be 
conveniently  used  when  a  single  beam  is  desired.  The  separation 
may  be  increased  by  using  an  ordinary  triangular  prism,  but 

this  introduces  dispersion,  so  that  other  devices 
must  be  employed.  The  most  common  is  the 
rhombohedral  prism  invented  by  Nicol,  of  Edin- 
burgh, in  1828.  In  the  principal  section  of  a 
crystal  of  calcite  (Fig.  599)  the  angles  at  B  and 
D  are  71^.  The  two  end  faces  AB  and  CD  are 
cut  down  to  A'B  and  CD,  so  that  these  an^es 
are  reduced  to  68^.  The  crystal  is  then  sliced 
along  A^C  in  a  plane  perpendicular  to  the  ends 
and  to  the  principal  section.  The  two  surfaces 
are  polished  and  cemented  together  with  Canada 
balsam,  which  has  an  index  of  refraction  less 
than  that  of  the  calcite  for  the  ordinary  and 
greater  for  the  extraordinary  ray.  If  a  ray  of 
light  r  is  incident  in  a  direction  parallel  to  the 
edge  AD  the  ordinary  ray  will  be  totally  reflected 
from  the  Canada  balsam,  whQe  the  greater  por- 
tion of  the  extraordinary  ray  will  be  transmitted.  The  reduction 
of  the  angles  at  A  and  D  is  for  the  purpose  of  securing  the  proper 
angle  of  incidence  on  the  balsam  to  produce  this  effect. 

The  Foucault  prism  resembles  that  of  Nicol,  but  the  total 
reflection  is  from  an  air  film.  This  allows  the  prism  to  be  made 
shorter,  but  there  is  a  greater  loss  of  light  by  reflection  and  a 
smaller  field  of  view. 

764.  The  Polariscope  is  an  instrument  for  the  study  of  the 
optical  properties  of  substances  ¥^th  respect  to  polarised  light. 
It  consists  of  two  Nicol  prisms  or  piles  of  plates,  one  called  the 
polarizer,  to  produce  the  polarized  light,  the  other,  the  analyzer, 
which  may  be  set  with  its  principal  section  at  any  desired  angle 
with  that  of  the  polarizer,  to  test  the  incident  light  with  respect 
to  the  nature  and  direction  of  its  polarization.  If  any  doubly 
refracting  substance  is  placed  between  the  two  its  effects  on  the 
polarized  light  transmitted  through  it  may  be  studied  by  the 
analyzer. 
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766.  Resolution  and  Composition  of  Vibrations. — ^If  the  polar- 
izer and  analyzer  are  set  with  their  principal  sections  paralleli 
light  which  has  traversed  the  first  will  pass  through  the  second 
without  sensible  loss.  If  their  principal  sections  are  at  right 
angles  to  each  other,  or  ''set  for  extinction/'  no 
light  wjll  be  transmitted  through  the  analyzer.  If 
the  angle  between  the  principal  sections  is  a  (Fig. 
600) ,  and  if  a  is  the  amplitude  of  the  light  trans- 
mitted by  the  first  Nicol,  the  amplitude  of  that 
transmitted  through  the  second  is  a  cos  a,  and  its 
intensity  is  proportional  to  a'  cos'  a.  The  intensity  tiq.  coo. 
of  the  totally  reflected  ordinary  ray  is  a'  sin'  a. 
The  sum  of  the  two  intensities  is  a'(cos'a+sin'a)  ^a*,  which  is 
equal  to  the  intensity  of  the  light  incident  on  the  analyzer.  This 
simple  law  of  resolution  of  vibrations  into  components  by  double 
refraction,  giving  determinate  control  of  the  intensity  through  a 
wide  range,  is  made  use  of  in  several  forms  of  photometer. 

If  the  two  Nicols  are  replaced  by  two  crystals  of  calcite  with 
their  principal  sections  at  an  angle  of  a  with  each  other,  as  in 
Huyghens'  experiment  (§  752),  an  ordinary  ray  o  and  an  extra- 
ordinary ray  e  of  the  same  amplitude  a  are  produced  by  the 
resolution  of  the  vibrations  along  two  directions  in  the  first 
crystal.  At  incidence  on  the  second  crystal,  the  ordinary  ray 
will  be  resolved  into  the  components  oo'  and  oe^  of  amplitudes 
a  cos  a  and  a  sin  a  and  the  extraordinary  ray  into  the  components 
eo'  and  ee^^  of  amplitudes  a  sin  a  and  a  cos  a.  There  will  be, 
therefore,  in  general  four  ra3n9,  as  found  by  Huyghens,  which 
will  be  of  equal  intensity  when  a =45^.  When  the  principal 
planes  are  at  right  angles,  the  incident  ordinary  ray  goes  through 
the  second  crystal  as  an  extraordinary  ray  and  the  extraordinary 
as  an  ordinary  ray,  and  there  are  only  two  images. 

If  the  second  crystal  is  replaced  by  a  Nicol  prism,  with  its 
principal  section  parallel  to  that  of  th^  first  crystal,  only  the 
components  oef  and  eef  emerge,  their  vibrations  being  in  the 
same  plane,  that  of  the  principal  section  of  the  analyzer.  If 
the  two  rays  are  superimposed  on  emergence,  the  intensity  will 
depend  not  only  on  the  amplitudes  of  the  two  components,  but 
on  the  phase  differences  which  have  been  introduced  owing  to 
the  difference  in  velocity  in  the  crystal  of  the  two  rays  from 
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which  these  components  are  derived;  in  other  word^,  there  may 
be  interference  provided  the  light  falling  on  the  first  crj^stal  is 
plane  polarized  (see  next  section.) 

766.  Interference  of  Parallel  Polarized  Light. — ^If  parallel  plane 
polarized  white  light  passes  through  a  double  refracting  crystal  of 
uniform  thickness  t  and  then  through  an  analyzer,  uniform  colored 
effects  are  produced  over  the  entire  field,  since  some  colors  are 
reinforced  and  some  weakened  by  interference.  There  is  no  real 
loss  or  gain  for  any  color,  for,  as  shown  in  §765,  whatever  energy 
is  lost  in  the  extraordinary  ray  is  gained  by  the  ordinary,  and 
conversely,  so  that  the  ordinary  light  which  is  internally  reflected 
in  the  prism  is  complementary  to  that  passing  through.  When 
the  principal  sections  of  the  crystal  and  the  analyzer  are  either 
parallel  or  at  right  angles  to  each  other  no  modification  of  the 
light  is  produced,  the  ordinary  or  the  extraordinary  ray  alone 
getting  through,  so  that  there  can  be  no  interference.  In  all 
other  positions  of  the  analyzer  there  are  varying  proportions  of 
white  and  colored  light  transmitted,  the  color  effects  being  most 
pronoimced  when  the  principal  sections  are  at  an  angle  of  45^ 
with  each  other. 

The  original  beam  of  light  falling  on  the  crystal  must  be  plane 
polarized.  If  ordinary  light  is  used  the  succession  of  waves 
vibrating  in  different  planes  when  resolved  in  the  crystal  will 
give  rise  to  all  possible  distributions  of  amplitudes,  so  that  all 
colors  will  be  equally  affected  and  the  resultant  effect  will  be 
white  light. 

767.  Double  Refraction  due  to  Strain. — If  a  plate  of  glass  or 
other  isotropic  substance  is  placed  between  a  polarizer  and  an 
analyzer  set  for  extinction  no  effect  is  produced.  If  the  sub- 
stance iisi  then  compressed  or  stretched  some  light  will  pass  and 
interference  effects  similar  to  those  described  above  will  be 
produced.  This  shows  that  an  isotropic  substance  becomes 
doubly  refracting  when  subjected  to  uns}rmmetrical  strain.  This 
method  offers  a  very  delicate  test  of  deviations  from  isotropy. 
Some  liquids  show  the  same  characteristics  in  cases  where  the 
viscosity  is  so  great  or  the  stress  so  suddenly  applied  that  a 
uniform  hydrostatic  pressure  has  not  had  time  to  become 
established  throughout  the  substance.  Imperfectly  annealed 
glass  exhibits  double  refraction.     As  shown  by  Tyndall,  a  bar  of 
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glasa  set  in  longitudmal  vibration  restores  tlie  light  through  the 
crossed  nicole,  &ud  &  rotating  mirror  shows  that  the  effect  ia  set 
up  periodically  as  the  compression  waves  para  across  the  field. 

Eerr  found  that  a  block  of  glass  in  a  strong  electrostatic  field 
becomes  doubly  refracting  like  a  uniaxial  crystal  with  its  axis 
parallel  to  the  field. 

7M.  lotorforeuce  of  Conrergrat  or  DWuKent  Light. — If  »  divergent  or 
ooDvergent  pendl  of  polariied  light  falla  on  a  doubly  refracting  arysUl 
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different  portions  of  the  pendl  will  traverse  the  oryatal  at  diSerant  angles, 

and  therefore  with  different  optical  paths,  henoe  the  int«rferBnoe  effects  will 

not  be  uniform  over  the  whole  field.    In  general  the  efTeoti  are  quite  oom- 

plex  and  cannot  be  disouaeed  here,  but  the  simple  caae  of  »  unia'^i^l  crystal 

cut  perpendicularly  to  the  optio  azLs  may  be  considered  as  an  illustration. 

Cktnsider  such  a  peudl  diverging  from 

iS  and   falling  normally  on   the  face 

ABCD  of  a  doubly  refracting  crjvtal 

with  its  axis  parallel  to  AA'  (Fig.  601)- 

The  vibrations  of  the  inddent  light  may 

be  supposed  to  be  in  a  vertioal  plane,  as 

indicated  by  the  arrows.    At  P  and  Q 

the  incident  vibralions  are  reepectively 

parallel  and  perpendicular  to  the  prin- 

dpal  sections  PP'  and  QQ'  and  travel 

through  without  change.    If  an  analyier 

is  placed  beyond  the  crystal  and  set  for 

transmission  or  extinction  of  light  trane- 

mitted  by  the  [polariier  there  will  be  a  Pio  fl02. 

light  crow  or  a  dark  cross  on  a  screen 

beyond  it  oorreeponding  to  the  crossed  lines  PP'  and  QQ'.    The  light 

inddent  at  eueh  a  point  as  R,  however,  will  be  vibrating  at  an  angle  with 

the  priadpal  section  RR',  and  will  be  resolved  into  two  components.    A 

relative  difference  of  pbaae  between  them  will  exist  at  emergence,  and 

interference  effects  will  take  place  when  they  are  re-reaolved  into  the  same 

plane  by  the  analyier.     The  eame  difference  of  path  will  exist  for  all  rays 
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inoident  At  the  same  an^e,  that  ie,  at  all  points  equidistant  from  the 
nonnal  from  S  to  ABCD,  henoe  colored  rings  similar  to  Newton's  rings  in 
appearanoe  will  be  projected  on  a  screen  beyond  the  analyser.  The  "rings 
and  brushes"  due  to  a  calcite  plate  are  shown  in  Fig.  602.  The  brushes 
are  dark,  showing  that  the  Nicols  are  crossed. 

The  interference  effects  due  to  crystals  cut  in  other  wajrs  or  to  biaxial 
crystals  are  analogous  to  those  described  above,  but  more  complex. 

760*  Circular  and  Elliptical  Polarization. — Consider  the  state  of  the 
light  originally  plane  polarised  as  it  emerges  from  a  doubly  refracting 
crystal  before  it  reaches  the  analyser.  The  ordinary  and  extraordinary 
rays  start  from  the  first  surface  in  the  same  phase,  but,  as  their  velocitiee 
are  different,  one  set  of  waves  will  fall  behind  the  other.  At  different 
points  within  the  crystal '  there  will  be  two  disturbances  at  right  an|^ 
to  each  other  and  with  phase  differences  depending  upon  the  thickness 
of  the  medium  traversed.  The  optical  difference  of  path  d  at  a  distance  / 
from  the  first  surface  is  [{V/ F«)  —  (F/  To)).  At  points  where  this  difference 
is  nX  the  light  is  plane  polarised  in  a  direction  intermediate  between  the 
planes  of  vibration  of  the  two  components,  the  slope  depending  on  their 
relative  amplitudes,  and  being  45^  if  these  are  equal.  If  the  difference 
of  path  is  (2n+ 1)/2.  Jl  the  light  will  likewise  be  plane  polarised,  but  with  a 
reversed  direction  of  slope.     If  the  difference  of  path  is  any  odd  multiple 

of  a  quarter  of  a  wave-length  the 

disturbance   will  be  elliptical,  or 

/      ^      O       Q  \        ^        circular  if  the  amplitudes  are  equal. 

For    intermediate    differences    of 


.     -^ *: ' r-^ ' ^ —     path  the  disturbance  will  be  ellip- 

Fi     M)  '         '^  eUipse  being 

oblique  with  respect  to  the  axis 
of  the  crystal.  The  successive  stages  at  different  distances  from  the  first 
surface  are  shown  in  Fig.  603.  On  emergence  from  the  crystal  the 
disturbance  wiU  preserve  the  final  form,  and  will  be  plane,  elliptically,  or 
circularly  polarised  according  to  the  thickness  of  the  crystal.  If  the  waves 
are  circularly  polarised  the  disturbance  travels  through  space  like  a  point  on 
a  rotating  screw.  The  polarisation  is  said  to  be  right-handed  if  the  rotation 
is  clockwise  looking  in  the  direction  of  propagation,  or  if  ^e  displacement 
resembles  that  of  a  right-handed  screw,  left-handed  if  the  displacement  is 
like  that  of  a  left-handed  screw. 

When  light  is  totally  reflected  there  is  a  phase  difference  between  the 
vibrations  respectively  in  and  at  right  angles  to  the  plane  of  incidence,  so 
that  this  light  is  elliptically  or  circularly  polarised.  In  prdinary  reflection 
there  is  a  slight  elliptical  polarisation,  which  becomes  very  marked  in  the 
case  of  metallic  reflection. 

770.  Production  and  Detection  of  KUiptlcaDy  Polarized  Light. — Circularly 
or  elliptically  polarised  light  cannot  be  detected  by  the  unaided  eye.  If 
viewed  through  a  Nicol  prism  no  change  in  the  intensity  of  circularly  polar- 
ised light  accompanies  rotation  of  the  prism,  as  a  component  of  unchanging 
magnitude  is  transmitted.    If  the  light  is  ellipitcally  polarised  there  will  be 
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vuifttiona  of  inteonty  u  th*  priam  u  rotated,  the  intensity  bung  greatest 

when  the  principal  section  of  the  prism  is  ponllel  to  the  major  axia  of  the 

ellipoQ  (component  Amplitude  of  greateet  magnitude)  and  a  minimum  when 

It  is  parallel  to  the  minor  axis.     If  circularly  polarized  light 

panaCB  through  a  crystal  producing  a  relative  retardation  of 

an  odd  number  of  quarter  wavelengths  of  a  particular  color    4 

the  additional  retardation  between  the  components  will 

cause  the  emergent  light  to  be  plane  polarised  in  an  acimuth    B 

which  may  be  found  by  the  ana^sing  Nicol  prism.     Such 

a  oiystal  ia  called  a  quarier-waoe  plate.     These  plates  can 

readily  be  prepared  frost  thin  sheets  of  mica. 

Another  device  for  securing  or  teeting  circular^  polarised 
light  is  Fretnee*  rhomb  [F!g  604).  A  block  of  glass  is  out 
with  the  angle  at  A  equal  to  54',  so  that  a  pencil  of  light 
incident  normally  will  be  totally  reflected  at  B  and  again  at 
C,  the  an^  of  incidence  'bang  64°.  At  each  reflection  at 
this  particular  angle  a  phase  difference  of  an  eighth  of  a 
period  is  intioduoed  between  the  vibrations  in  and  at  right 
angles  to  the  plana  of  incidence,  and  the  emergent  light  is 
rarcularly  polarised  if  the  incident  light  ia  plane  polarised  at  Fin.  eOi. 

an  angle  of  45'  with  the  plane  of  incidence.     If  this  angle 
differs  from  45*  the  amplitude  of  the  two  components  will  be  different  and 
the  light  will  be  elliptically  polarised. 

771.  Rotation  of  the  Kane  of  Polarization. — If  two  Nicol  prisms 
are  set  for  extinction  and  a  crystal  of  quartz  cut  with  the  face  on 
which  the  light  falls  at  right  angles  to  the  axis,  or  a  solution  of 
sugar  or  tartaric  acid,  ia  placed  between  them,  the  light  will  be 
restored.  On  turning  the  analyzer  through  a  given  angle 
depending  on  the  thickn^B  of  the  crystal  or  the  solution,  the 
light  will  again  be  extinguished.  This  shows  that  the  plane  of 
polarisation  has  been  rotated  through  this  angle.  Substances 
producing  this  effect  are  said  to  be  naturally  optically  active. 

Some  quarts  crystals  rotate  the  plane  of  polarization  clock- 
wise lookhig  in  the  direction  of  propagation,  and  are  called  right- 
handed;  others  produce  rotation  in  the  opposite  direction,  and  are 
called  left-handed.  These  two  classes  of  crystals  can  be  distin- 
guished by  inspection  on  account  of  certain  unsymmetrical 
facets  which  are  differently  placed  in  the  two  cases. 

The  rotation  of  the  plane  of  polarization  of  light  of  the  wave 
lengths  corresponding  to  some  Fraunhofer  lines  caused  by  a 
quarts  plate  of  one  mm.  thickness  is  given  below: 

A  B  C  D  F  0  K 

12.67°    15.75'     17.32"    21.70°     32.97"    42.60°    52.15" 
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As  shown  by  these  figures,  the  rotation  varies  very  nearly  in- 
versely as  the  square  of  the  wave-length. 

Fused  quartz  shows  no  double  refraction  or  rotation.  These 
effects  are  evidently  due  rather  to  the  crystalline  arrangement 
of  the  molecules  than  to  their  individual  structure. 

If  light  passes  through  a  quartz  prism  so  cut  that  the  light  is 
transmitted  in  the  direction  of  the  optic  axis  it  is  found  that  there 
is  a  slight  double  refraction,  so  that  spectral  lines  appear  double. 
This  shows  that  the  two  waves  travel  with  slightly  different 
velocities  even  along  the  optic  axis;  consequently  the  two  wave 
surfaces  cannot  be  tangent  to  each  other  (§754),  but  must  be 
slightly  separated.  This  is  not  generally  true  of  uniaxial  crjrstals, 
but  only  of  those  which  rotate  the  plane  of  polarization.  It  is 
foxmd  that  the  two  waves  are  circularly  polarized  in  opposite 
directions,  so  that  this  is  a  case  of  circular  double  refraction. 
As  first  suggested  by  Fresnel,  it  appears  that  when  light  travels 
along  the  optic  axis  of  quartz  it  is  divided  into  two  circularly 
polarized  components,  which  travel  with  different  velocities. 
These  on  emergence  recombine  to  form  plane  polarized  light 
but  in  a  different  plane.  This  offers  a  simple  explanation  of  the 
rotation. 

If  each  circular  displaoement  r  aad  I  is  resolved  into  two  linear  displace- 
ments X  and  y,  it  is  seen  that  when  the  two  velooities  of  propagation  of  the 
two  droular  oomponents  are  equal  (Fig.  606)  the  two  x  components  at  any 
point  in  the  medium  are  equal  and  opposite,  leaving  the  two  y  components 
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in  the  same  direction  to  combine  in  a  plane  polarised  beam,  the  vibrations  of 
whioh  are  in  the  same  direction  as  those  of  the  original  beam.  But  when  the 
velooities  of  propagation  are  unequal  (Fig.  606)  the  x  components  and  the 
y  oomponents  are  respectively  unequal.    If,  however,  we  refer  displacements 
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to  an  ftziB of  lefersnoe  shifted  through  an  angle  (a|  —  at)/2  with  the  original 
direction  of  vibration  it  will  be  seen  tliat  with  reference  to  this  axis  thB  x 
dieplaoementa  will  cancel  each  other.  This  line  A'B'  then  repreeents  the 
final  direction  of  Tibralion  and  the  rotation  is  (a,  —  a^l2, 

772.  iRotation  by  Liquids.  Saccharimetry. — A  number  of 
liquids,  such  as  turpentine  and  the  different  sugars  in  solution, 
also  cause  rotation,  that  due  to  turpentine  being  left-handed, 
and  that  due  to  some  sugars  right-handed,  of  others  left-handed. 
The  vapors  of  such  substances  as  turpentine  also  produce  rota- 
tion. In  such  cases,  as  with  quartz,  there  is  circular  double 
refraction,  and  the  rotation  is  to  be  explained  in  the  same  way. 
In  the  case  of  liquids  and  vapors,  however,  the  effect  must  be  due 
to  unsymmetrical  structure  of  the  molecule  itself,  as  there  is  no 
crystalline  structure,  or  if  there  is,  the  crystals  are  irregularly 
oriented.  The  amoxmt  of  rotation  varies  inversely  as  the  square 
of  the  wave-length,  and  is  proportional  to  the  thickness  of  the 
medium,  and  also  to  the  concentration  in  the  case  of  solutions. 

Hence  if  a  is  the  rotation  of  light  of  a  definite  wave-length  in 
passing  a  distance  of  I  (decimeters)  through  a  substance  of  density 
p  gm/cm*  or  of  percentage  concentration  p,  a=[a]I/9=s[a]Zp/100, 
where  [a]  is  a  constant  for  the  substance  called  its  specific  rotatory 
power. 

The  rotatory  power  of  the  sugars  is  slightly  affected  by  the 
presence  of  impurities.  The  percentage  of  sugar  may  be  deter- 
mined by  measuring  the  rotation  with  a  sensitive  polariscope. 
This  is  called  saccharimetry.  Most  sugars  rotate  to  the  right,  but 
levulose  rotates  to  the  left.  In  some  cases  the  specific  rotatory 
power  varies  slightly  with  the  concentration,  and  that  of  levulose 
is  influenced  by  the  temperature.  The  specific  rotatory  power 
for  sodium  light  for  some  sugars  at  20^G.  is  given  below  (from 
Landolt,  Optical  Rotation).  The  positive  sign  indicates  right- 
handed,  the  negative  left-handed  rotation,  while  p  is  the  concen- 
tration. 

Sucrose  (cane  sugar)  +  66 .  44*^ + 0 .  0087p 

Dextrose  +  62.50*'+0.0188p 

Levulose  -  88.13®-0.2683p 

Lactose  (milk  sugar)  H-  52.53° 

Maltose  (malt  sugar)  + 140 . 4  °  ~  0 .  0184p 
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778.  Rotation  by  Magnetic  Fiald. — Faraday  diaeovored  that  the  plane  of 
polarisation  of  lig^t  passing  through  a  refractive  substanoe  in  a  magnetic 
field  is  rotated  if  the  light  travels  parallel  to  the  force  lines.  No  effect  ia 
produced  by  a  magnetic  field  on  light  waves  in  free  space,  and  in  general 
the  effect  increases  with  the  refractive  power  of  the  substance,  being  eape- 
ciaUy  marked  in  dense  flint  glass  and  carbon  bisulphide  and  very  feeble  in  the 
case  of  gases.  The  rotation  is  usually  proportional  to  the  field  intensity  and 
to  the  thickness  of  the  medium.  Some  substances  cause  right-handed  and 
others  left-handed  rotation.  The  effect  varies  with  the  wave-length. 
The  rotation  produced  by  1  cm.  thickness  in  a  field  of  unit  strength  (Verdet's 
constant)  is:  For  water,  0.0131®;  carbon  bisulphide,  0.0436®;  dense  flint 
glass,  0.06®.  Enormous  rotations  are  produced  by  thin  films  of  iron  or 
other  magnetic  material  in  a  strong  magnetic  field. 

In  naturally  active  substances  the  direction  of  rotation  is  independent  of 
the  direction  of  propagation  of  the  ligh^  so  that  if  a  rotated  beam  is  reflected 
its  plane  is  turned  back  to  the  original  position.  In  magnetically  active 
substances  the  direction  of  rotation  is  reversed  with  reversal  of  the  field,  so 
that  if  the  beam  is  reflected  through  the  medium  the  rotation  is  doubled. 

774.  Kerr  Effect — When  a  beam  of  plane-polarised  light  is  reflected  from 
a  metallic  surface  a  relative  phase  difference  is  introduced  between  com- 
ponents respectively  in  and  at  right  angles  to  the  plane  of  incidence,  so 
that  the  reflected  light  is  eUiptically  polarized,  unless  the  incident  light 
vibrates  parallel  or  at  right  angles  to  the  plane  of  incidence.  Kerr  found 
that  if  the  light  is  reflected  from  the  polished  pole  of  an  electromagnet  it 
becomes  slightly  eUiptically  polarised,  even  under  the  conditions  just 
mentioned. 

776.  Zeeman  Effect.^ — ^Zeeman  placed  a  bunsen  flame  colored  with  sodium 
between  the  poles  of  a  powerful  electromagnet.  When  the  light  from  the 
source  traveled  either  parallel  or  at  right  angles  to  the  direction  of  the  field, 
he  observed  a  broadening  of  the  spectral  lines  when  the  field  was  established. 
H.  A.  Lorents  pointed  out  that  such  effects  were  in  harmony  with  the 
electron  theory  of  radiaHon  proposed  by  him,  and  predicted  that  further 
investigation  would  show  the  radiation  to  be  polarised  by  the  field,  either 
circularly  or  plane,  according  to  the  direction  in  which  it  was  viewed. 
Zeeman  found  this  to  be  the  case.  In  the  simplest  cases,  when  the  light  is 
viewed  normally  to  the  field,  each  spectral  line  is  split  into  triplets,  the 
vibrations  in  the  central  and  undisplaced  component  being  parallel  to  the 
force  lines,  those  of  the  lateral  and  displaced  components  at  right  angles  to 
the  force  lines.  When  the  source  is  viewed  parallel  to  the  force  lines  single 
lines  become  doublets,  the  components  being  circularly  polarised  in  opposite 
directions,  and  displaced  on  each  side  of  the  mean  position  of  the  line.  In 
some  cases  the  effects  are  much  more  complex,  a  large  nxmiber  of  compo- 
nents being  produced  from  single  lines,  but  the  simple  case  described  above 
is  fully  explained  by  Lorents's  theory  which  assumes  that  the  light  waves 
are  disturbances  caused  by  rotations  of  these  electrons  about  the  atoms  of 
the  source,  and  that  the  motion  of  the  electrons  is  modified  by  the  magnetic 
field. 
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T76.  Dispersion. — ^It  was  pointed  out  in  §675  that  dispersion  due  to 
refraction  is  irrational,  that  is»  there  is  no  simple  relation  between  the 
deviation  of  lines  in  the  speotrum  produced  by  a  prism  of  the  substance  and 
the  wave-lengths,  as  there  is  in  dififraction  spectra.     Ab  a  general  rule  the 
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longer  waves  are  less  refracted  than  the  shorter,  and  the  dispersion  steadily 
diminishes  in  the  direction  of  the  longer  waves,  so  that  the  red  end  of  the 
spectrum  is  "telescoped"  as  compared  with  the  violet.  Within  the  limits 
of  the  visible  spectrum  the  relation  between  the  index  of  refraction  and 
the  wave-length  is  closely  expressed  by  the  empirical  relation  (Cauchy'i 
formula) 

n-il+B/i»+C/A* 

where  A^  B,  and  C  are  constants  varying  with  the  substance.  The  disper- 
sion curve  of  fluoritCi  showing  the  relation  between  index  of  refraction  and 
wave-length,  is  shown  in  Fig.  607. 

777.  Anomalous  Dispersion. — It  is  not  always  tnie  that  the  deviation  of 
waves  by  refraction  increases  as  the  waves 
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become  shorter.  Iodine  vapor  transmits  only 
the  red  and  violet,  and  the  red  ie  refracted  mere 
than  the  violets  In  the  case  of  f  uchsine,  an  ani- 
line dye,  blue  and  violet  are  less  refracted  than 
red,  the  green  is  absorbed,  and  the  other  colors 
occur  in  the  usual  order.  Such  anomalous  dis- 
persion is  shown  not  only  by  a  large  number  of 
substances  such  as  the  aniline  dyes,  but  by  the 
vapors  of  sodium  and  other  metals,  and,  in  fact,  by  almost  every  substance 
investigated  in  some  part  of  its  spectrum,  visible  or  invisible.     Anomalous 
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duporrion  Always  oooum  in  the  neighborhood  of  what  sppeaia  to  be  a  atrong 
absorption  band,  Vfidob.  is,  more  properly,  a  re^on  where  the  li^t  Is  aeloo- 
tivaly  reflected  rather  thwi  transmitted  or  absorbed.  The  index  of  refrao- 
tion  is  abnormally  increased  on  one  side  of  this  band  and  diminished  on  tho 
other,  lemilting  in  the  reversal  of  the  ooiresponding  colors  in  a  spectrum 
formed  by  a  prism  of  tlte  substsuM.  The  dispersion  ourve  of  a  substanoe 
between  two  regions  of  such  seleotiTe  reflection  is  shown  in  Elg.  606. 
Between  theee  r^ons  the  curve  resembles  the  normal  dispersion  curve 
shown  In  Fig.  607. 


The  absorptive  power  of  substances  showing  anomalous  disperdoo  is 
usually  BO  great  that  it  is  impossible  to  secure  a  prism  of  sufficient  angle  to 
give  a  spectnam  long  enough  to  dearly  show  the  effect.  The  method  of 
crossed  prisms  is  well  adapted  for  showing  it.  If  light  passes  in  suooMiion 
through  two  prisms  with  their  refracting  edges  at  right  angles  to  each  other 
the  resultant  spectrum  will  usually  be  a  line  or  smooth  curve  inclined  in 
direction  to  the  edges  of  both  prisms.  If,  however,  one  of  the  prisms  ^vee 
anomalous  dispersion  the  resultant  spectrum  will  be  broken  and  irregular, 
OS  shown  in  Fig.  609,  which  illustrates  the  anomalous  dispersion  of  sodium 
vapor  in  the  n«gbborhood  of  the  D  lines. 

7T8.  SetoctlTe  Reflection. — The  color  of  natural  objects  i*  primarily  due 
to  selective  absorption,  the  effective  waves  being  those  wbiob  escape  absorp- 
tion and  beoome  scattered.  In  the  osse  of  substances  showing  surface  color, 
however,  the  effect  is  due  to  selectdve  reflection,  and  the  transmitted  light  is 
complementary  to  that  reflected.  This  is  the  case  with  subatancee  showing 
anomalous  dispersion.  The  colors  which  are  selectively  reflected  he  between 
the  colors  which  are  transmitted  and  anomalously  dispersed.  The  so-called 
"absorption"  bands  so  often  referred  to  in  this  connection  are  thus  seen  to 
be  largely  due  to  lack  of  transmission  because  of  reflection.  As  the  reflect- 
ing power  of  the  substance  is  abnormally  high  in  such  repons,  they  are  said 
to  show  metallic  reflection  for  the  colors  concerned.  Iteoent  investigations 
show  that  most  substances  exhibit  anomalous  dispersion  in  some  region  of 
their  spectrum.  For  example,  quarts,  rock  salt,  and  fluorite  show  anoma- 
lous dispersion  and  metallic  reflection  for  oertMn  very  long  waves.  For 
radiation  of  wave-length  611,000  AngstrOm  units  (reflected  from  syMt^ 
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quart!  lias  an  index  of  lefraotion  oi  2.13,  oonaiderably  greater  than  that  of 
the  ehortest  ultra-violet  waves. 

779.  Theory  of  Anomaloos  Dispersion  and  Selective  Reflection. — It  is 
believed  that  these  effeofiB  are  due  to  resonance,  the  free  periods  of  the 
vibrating  parts  of  the  molecules  being  the  same  as  that  of  the  waves  selectively 
reflected.  The  vibrating  element  of  the  molecule  is  probably  the  elec- 
tron. Selective  reflection  may  be  considered  as  the  re-radiation  of  ether 
waves  by  the  electrons,  just  as  a  tuning  fork  re-radiates  sound  waves  Bti/n 
being  excited  by  resonance.  There  is  in  such  cases  little  ''frictional" 
absorption  of  energy,  which  is  completely  transformed,  to  heat,  not  re-radi- 
ated. It  may  be  shown  from  mechanical  analogies  and  electrical  theory 
that  the  rate  of  propagation  of  waves  through  a  medium  wiU  be  accelerated 
or  retarded  if  the  medium  contains  vibrating  elements  which  have  a  free 
rate  of  vibration  slightly  greater  or  less  than  that  of  the  waves. 

A  complete  dispersion  formula,  taking  account  of  regions  having  anoma- 
lous dispernon  for  wave-lengths  Xi  and  X^  is 

B  C 

where  Xi  and  i,  are  the  lengths  of  the  light  waves  having  the  same  rate 
of  vibration  as  the  electrons  of  the  substance.  This  gives  a  discontinuity 
in  n,  the  refractive  index,  and  anomalous  dispersion  for  these  wave-lengths. 
The  electron  theory,  first  put  on  a  definite  basiB  by  Zeeman's  discovery, 
suggests  an  explanation  of  radiation  and  most  of  the  optical  propertiee  of 
bodies* 
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Problems 

1.  A  man  is  5  feet  10  inches  high.  What  is  the  shortest  vertical  plane 
mirror  in  which  he  can  see  nis  full-length  image?  Ane.  36  in. 

Reflection  ^  '^^^'^  plane  mirrors  are  parallel  to  each  other  at  a 

distance  of  30  cm.  Find  the  distance  from  each  mirror 
of  the  three  nearest  images  in  each  of  an  object  between  them  and  10 
cm.  from  one.  Ane.  10,  60,  70;  20,  40,  80. 

8.  A  beam  of  light  is  reflected  from  a  plane  mirror  revolving  clockwise 
about  a  vertical  axis  ten  times  per  second,  falls  on  a  neighboring  ndrror 
revolving  anticlockwise  fifteen  times  per  second,  and  then  on  a  wall 
10  meters  away.    What  speed  does  the  spot  of  light  cross  the  waU? 

Ane.  3141.6  m/eee,  anticlockwise. 
A  meter  rod  lies  along  the  axis  of  a  concave  mirror  of  20  cm.  focal 
length,  one  end  in  contact  with  the  mirror.  Describe  the  images  formed, 
and  calculate  the  position  of  the  first,  fifth,  tenth,  twentieth,  fortieth, 
and  one-hundredth  cm.  marks,  and  the  length  of  each  division  at  these 
points  (assuming  the  rod  to  be  2  cm.  wide). 

Ane,  Virtual  distances,  1.05,  6.67,  20,  oo  ;  real,  40,  26.    Lengths,  2.1 

2.67,  4,  «  ;  2,  0.6. 
6.  Prove  by  graphical  construction  the  statements  made  in  §666  concern- 
ing ellipsoidal,  hyperboloidal,  and  paraboloidal  mirrors. 

6.  Show  by  diagrams  the  successive  shapes  of  the  wave  reflected  from  s 
hemispherical  concave  mirror  as  it  passes  from  the  mirror  to  a  point 
beyond  the  focal  cusp.  (This  surface  must  everywhere  be  normal  to 
the  "rays"  which  it  cuts.). 

7.  A  convex  mirror  has  a  focal  length  of  25  cm.  Calculate  the  position 
and  the  height  of  the  image  of  an  object  10  cm.  high  and  16  cm.  in  front 
of  the  mirror.  Ane.  —  9.4,  0.8. 

8.  A  paper  square  with  sides  two  cm.  in  length  lies  in  and  parallel  to  the 
axis  of  the  above  mirror  at  a  distance  of  40  cm.    Describe  the  shape  oi 


PROBLEMS  671 

the  ixnafe,  and  oaloulate  the  1ength»  of  its  aides  and  the  an^es  between 
them.  An9,  Quadrilateral;  ndes  normal  to  azifl»  0.765,  0.744. 

Distance  between  them,  0.364;  9V  39^,  SS^  2V 

9.  The  sun  has  an  angular  magnitude  of  82^    What  is  the  sixe  of  the  solar 

image  formed  by  a  ooncaye  mirror  of  00  ft.  fooal  length?  An$.  5.58  in. 

Refractioii.  ^  layer  of  ether  (n — 1.86)  2  om.  deep  floats  on  water 

(n  — 1.88)  8  om.  deep.    What  is  the  apparent  dis- 

tanoe  of  the  bottom  of  the  vessel  below  the  surface?  Ana,  8.72. 

11*  An  object  is  viewed  through  a  cube  of  glass  (n""1.55)  10  om.  thick,  in  a 

direction  at  an  angle  of  60^  with  the  normal  to  the  glass  surface.    What 

is  the  lateral  displacement  of  the  image?  Ana.  5.20  cm. 

y^^  12.  A  convex  lens  25  cm.  from  a  candle-flame  5  cm.  high 

forms  an  image  of  the  latter  on  a  screen.  When  the 
lens  is  moved  25  cm.  further  from  the  candle  an  image  is  again  formed 
on  the  screen.  Calculate  the  focal  length  of  the  lens,  the  distance  of 
the  screen  from  the  candle,  and  the  sixe  of  the  two  images. 

iins.  16.67;  75;  10,  2.6. 
18.  Show  by  graphical  construction  whether  it  is  possible  to  construct  a 
sin^  thick  double  convex  lens  which  will  give  a  real  erect  image;  and 
another  which  wiU  give  an  inverted  virtual  image. 
14.  A  candle  flame  100  cm.  from  a  convex  lens  of  focal  length  00  cm.  is 
displaced  2  cm.  away  from  the  lens  at  the  rate  of  1  cm.  per  second. 
What  is  the  displacement  and  the  average  velocity  of  its  image? 

cm. 
Ana,  135  cm.  toward  lens;  67.5 


16.  A  convex  lens  (n"-1.54)  has  a  focal  length  of  40  cm.  in  air.  What  is 
the  fooal  length  in  water  (n  - 1.83)  ?  Ana.  136.8. 

16.  The  images  of  objects  seen  through  a  spherical  flask  or  cylindrical  glass 
of  uniform  thickness  are  of  diminished  sise.    Explain. 

17.  Two  convex  lenses  of  focal  lengths  20  and  30  cm.  are  10  cm.  apart. 
Calculate  the  position  and  length  of  the  image  of  an  object  2  cm.  long 
100  cm.  in  front  of  the  first  lens.  (Consider  the  image  due  to  the  first 
lens  to  be  the  object  for  the  second.) 

^fif.  10  cm.  beyond  second  lens;  length  0.33. 

18.  Replace  the  first  lens  in  the  above  problem  by  a  concave  lens  of  the  same 
focMd  length  and  determine  the  position  and  magnitude  of  the  image. 

Ana,  243  cm.  to  left  of  second  lens;  3.04. 

19.  When  focused  on  a  star,  the  distance  of  the  eye-piece  of  a  telescope  from 
the  object  lens  is  50  om.  To  see  a  certain  terrestrial  object  clearly  the 
eye-piece  must  be  drawn  out  0.2  cm.  What  is  the  distance  of  the  object 
from  the  observer.  Ana.  125.5  m. 

20.  In  the  above  example,  if  the  eye-piece  has  a  focal  length  of  1  cm.,  and  if 
the  object  referred  to  is  a  tree  10  feet  high,  what  is  the  sise  of  the  image 
formed  by  the  object  lens?  What  is  the  angular  magnitude  of  the 
image  formed  by  the  eye-pieee?  Ana.  1.21  em.;  62*  21^ 

21.  A  double  convex  lens  with  faces  having  a  radius  of  curvaturt  of  80  cm. 
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gives  A  real  image  at  a  diatanoe  of  60  cm.  of  an  object  40  cm  away. 
What  it  its  focal  length?    Its  index  of  refraction?  il im.  24 ;  1 .625. 

22.  An  achromatic  lens  is  to  be  made  of  a  combination  of  a  crown  glass 
double  convex  lens  (n2>  — 1.51,  n|F —1.52)  and  a  plano-concave  flint 
glass  lens  (n2>  — 1.64,  np  —1.66),  the  adjacent  faces  to  fit  together  and 
the  focal  length  to  be  50  cm.  Calculate  the  radii  of  curvature  of  the 
faces.  Aim.  r,—r,— —r,  — 19;  r4— 00  . 

Photometrv       ^*  ^  ^'^^^  ^  placed  10  cm.  in  front  of  a  concave  mirror 

^*  of  20  cm.  focal  length  (assumed  to  be  a  perfect 

reflector) .    What  is  the  illumination  on  a  screen  100  cm.  from  the  candle 

along  the  mirror  axis,  as  compared  with  /,  that  due  to  the  candle 

alone?  Ana.  3.31  /. 

24.  Solve  the  above  problem  after  substituting  a  convex  mirror  of  the  same 
focal  length  for  the  concave  mirror.  Am.  1.33  7. 

26.  Two  sources  have  candle  power  16  and  97  respectively.  At  what  point 
between  them  must  a  screen  be  placed  to  be  equally  illuminated  by 
the  two?  Am.  0.288  d  from  fainter  source. 

26.  Foucault  in  his  arrangement  for  measuring  the  velocity  of  light  (§644) 
placed  the  lens  between  the  source  and  the  revolving  mirror.  Show 
that  with  this  arrangement — (a)  The  stationary  mirror  must  be  concave, 
with  center  of  curvature  at  the  axis  of  the  revolving  mirror;  (5)  that  the 
stationary  mirror  cannot  be  placed  far  away  from  the  revolving  mirror 
unless  its  aperture  is  correspondingly  enlarged,  if  the  reflected  beam  is 
to  have  sufficient  intensity.  Show  that  Michelson's  arrangement 
obviates  these  disadvantages. 
DiftfiMnri  ^*  ^  ^^  prism  has  an  index  of  refraction  of  1.62  for  the 

incident  at  an  angle  of  45  degrees,  what  are  the  respective  angles  of 
emergence  for  these  two  colors?  Ana,  65^  19'.8;  66^  40^.8. 

28.  In  the  above  case,  what  is  the  angle  of  minimum  deviation  for  each 
color?  If  the  spectrometer  telescope  has  a  focal  length  of  30  cm.,  what 
is  the  length  of  the  spectrum  between  D  and  F  when  the  prism  is  set  for 
minimum  deviation  for  the  D  lines? 

Ana.  A  48«  11'.2;  F,  49^  10^.4;  .71  cm. 
Total  Reflection.   29.  Looking  down  into  a  cylindrical  drinking  glass  partly 

filled  with  water,  one  cannot  see  external  objects 
through  the  sides  of  the  glass,  but  if  a  finger  is  firmly  pressed  against 
the  side  of  the  glass  it  can  be  seen  from  above.  Explain. 
30.  Light  incident  internally  on  the  surface  of  a  glass  ptism  at  an  angle  of 
56^  is  totally  reflected  from  a  drop  of  liquid  in  contact  with  the  glass. 
If  the  index  of  refraction  of  the  latter  is  1.62  for  sodium  light,  what  is  the 
index  of  refraction  of  the  liquid?  Ana.  1.343. 

.     ^  81.  In  a  system  of  Newton's  rings  due  to  a  convex  lens 

resting  on  a  plane  surface  the  25th  ring  is  1  cm.  from 
the  center,  when  sodium  light  is  used.  What  is  the  thickness  of  the  air 
film  at  that  point,  and  what  is  the  radius  of  curvature  of  the  lens? 

Ana.  0.00751  mm. ;  6.67  meters. 
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82.  If  the  air  film  is  replaced  by  water  in  the  above  example,  what  wUl  be 
the  distance  of  the  25th  ring  from  the  center?  Ana.  0.97  cm . 

33.  Light  from  a  narrow  slit  passes  through  two  parallel  slits  0.2  mm.  apart. 
The  interference  bands  on  a  screen  100  cm.  away  are  2.96  mm.  apart. 
What  is  the  wave-length  of  the  light?  Ana.  0.00059  mm. 

34.  The  angles  of  a  Fresnel  biprism  are  lO'  and  the  index  of  refraction  1.62. 
What  is  the  distance  between  the  two  images  of  a  slit  20  cm.  from  the 
prism?  What  is  the  width  of  the  interference  bands  of  sodium  light 
formed  on  a  screen  50  cm.  beyond  the  prism?  What  is  their  width  if 
light  of  the  wave-length  of  the  F  line  is  used? 

Ans.  0.724  mm.;  0.57  mm.;  0.47  mm. 

36.  A  film  of  glass  of  index  of  refraction  1.54  is  introduced  in  one  of  the 
interfering  beams  of  a  Michelson  interferometer,  and  causes  a  displace- 
ment of  20  fringes  of  sodium  light  across  the  field.  What  is  the  thick- 
ness of  the  film?  Ana.  0.0218  mm. 

36.  The  D  lines  in  the  spectrum  of  the  second  order  formed  by  a  Rowland 

concave  grating  of  15  feet  radius  of  curvature  are  815  cm.  from  the  slit. 

What  is  the  distance  between  rulings?  An$.  0.00171  mm. 

THffncti  ^^'  '^^  central  maximum  of  the  diffraction  bands  of 

sodiimi  light  produced  by  a  narrow  slit  on  a  screen  at 
a  distance  of  100  cm.  is  2  mm.  wide.  How  wide  are  the  other  maxima 
and  the  slit?  Ana.  1  mm.;  0.589  mm. 

38    Explain  the  diffraction  bands  in  the  shadow  of  a  needle  or  wire  (Fig.  558) . 

39.  Describe  and  explain  the  appearance  of  the  filament  of  a  distant  electric 
light  seen  through  very  small  pinholes  of  different  sizes. 

40.  Two  narrow  slits  0.1  mm.  apart  are  illuminated  by  sodiimi  light.  What 
must  be  the  diameter  of  a  lens  5  meters  away  to  clearly  resolve  the 
images  of  the  two  slits?  An$,  2.95  cm. 

41.  In  the  above  case,  at  what  distance  will  the  same  lens  clearly  resolve 
the  images  of  the  slits  if  they  are  illuminated  by  light  of  wave-length 
corresponding  to  that  of  the  F  line?  Aru.  6.05  m. 

Polarization.     42.  Plane  polarised  light  falls  normally  on  a  plate  of 

quarts  with  faces  parallel  to  the  axis.  If  the  vibra- 
tions of  the  incident  4ight  are  at  an  angle  of  80°  with  the  principal  plane, 
calculate  the  relative  intensities  of  the  transmitted  ordinary  and  extra- 
ordinary rays.  An$.  0.25,  0.75. 

43.  In  the  above  case,  if  the  crystal  is  1  mm.  thick,  what  is  the  difference  of 
phase  upon  emergence  of  the  ordinary  and  extraordinary  rays  of  sodium 
light  (§762).  Ans.  15.45  X. 

44.  A  crystal  of  Iceland  spar  cut  with  faces  parallel  to  the  axis  is  2  cm.  thick. 
How  far  below  the  upper  surface  are  the  ordinary  and  extraordinary 
images  of  a  pencil  mark  on  the  lower  face?  Am,  1.206, 1  346. 

46.  Through  how  many  degrees  will  a  colunm  20  cm.  long  of  a  10  per  cent, 
solution  of  cane  sugar  rotate  the  plane  of  polarisation  of  sodium  light? 

Ana.  132<'.88. 
Spectrum.       46.  On  mapping  the  spectral  intensity  curve  of  an  incan- 
descent source  it  is  found  that  the  maximum  intensity 

4S 
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is  at  A  waye-leDgth  12,000  AngitrOm  uiuts.     What  is  the  temperature 
of  the  source '  Ana.  2399^  aba. 

47.  The  displacement  of  the  F  line  of  hydrogen  (vave-length  4861  AngstrOm 
units)  in  the  spectrum  of  a  star  is  .1  of  a  unit  toward  the  violet.  What 
are  the  direction  of  motion  and  the  yelodty  of  the  star  in  the  line  of 
sight? 

An$,  6.2         toward  earth, 
sec. 
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Amagat,  162.  221 

Ampere,  4S4,  405,  460 

Andnwi,  264.  268,  260 

AngitrOm,  689 

Arago,  444,  470 

Arehimadw.  126,  183.  134,  148 

Argand,  681 

Arooa,476 

ATogadro,  226 

Barlow.  467,  468 

Barnea.  232 

HMQuerel,  602,  603.  606,  608 

BaeUoTen.  618 

Bell,  462,  468 

Bernoulli,  136,  186 

BeMel.  80,  101 

Bigelow,  888 
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Biol,  881 

Blondel,  461 

Boltgmann,  274 

Bourdon,  164 
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Brewater.  656 
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Clark.  416 
Claude,  261 
Claualua,  288,  288,  298 

679 


Cornu,  564,  566 

Coulomb,  90,  818,  819,  320,  821,  823,  324. 

848.865 
Crookea,  462,  490.  508 
Curie,  Mme.,  508,  604 
Curie,  M.,  504,  618 

Daniel],  412,  418.  414 

D'AreouTal,  884,  888,  889,  890.  423,  444 

DaTy,  200 

Oebieme,504 

Oe  la  Tour,  264 

Deaeartea,  566 

Devar,  201 

Dieeel,802 

Doleaalek.  855 

Ddk»d,688 

Doppler,  580,  648,  644 

Draper,  684 

Duddell,  428,  461,  471 

Dulong,  219,  289 

Binthoren,  889 

Swing,  812,  427.  436,  471 

Fahrenheit,  208,  204 

Faraday,  258,  812,  814,  816.  343,  344,  345, 
847,  364. 882,  409, 416,  431,  433,  487, 438, 
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Faure.  416 

Fedderaen.  472 

Ferraris.  460 

F4ry.  276 

Fiseau.  564.  565,  566,  582 

Fleming,  441.  451.  464 

Foley,  622 

Forbes,  444.  566 

Fortin,  149,  150 

Foneauit,  166.  444.  564.  565,  566,  583.  658 

Fourier,  186 

FranJcKn.  338.  863,  370 
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Freanel.  004,  605.  651,  655,  668.  664 
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QMd*.  l«a,  108 

Qaliloo,  81,  36,  80,  101,  186,  140,  907,  668. 

618,684 
OalTaai,  418 
QsoM,  888,  884 
Qsy-LuaHM,  888,  886 
OillMrt,  880,  886.  887 
Qramme,  467 
Qny,  887 
Queriekt,  161 

Haldinger,  608 
Hampton,  860 
Hartmaim,  880 
Hefnar,  681 

Hehnholti,  880,  886.  411,  446,  686 
Henry,  487.  471 
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Harta,  470,  478,  474,  476.  476,  481 
Hanalar,  486 
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870.  886.  488.  466.  471.  478 
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Omnaa.868 

Paaeal.  136.  136.  148,  140 
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Piotat,860 
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Sabine,  646,  547,  648,  640.  660 

Savart.  381,  628 

Schmidt.  503 

Schumana,  639 

Secbeok.  419 

Seibt,  476 

Siemeni,  457,  4M 

8n«U.  682,  688 

Soddy.  609 

Souder,  622 

Stefan.  274.  306.  636 

Stevinos,  94 

Stok«a,  501.  641.  648 

Symntf,  338 

Tammana,  222,  242 

Tflda,  460. 469,  471,  476 

Thompson,  368 

ThomBon,  E.,  479 

Thomson  (see  Kelvin) 

Thomson,  J.  J.,  268,  869,  882.  491,  492. 493. 

601,  613 
Thomson.  J.,  241,  267 
Thwinc,  276 
Toepler,  367 
Torrioelli,  136. 149 
Tri|»l«r,  260 
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Van  dsr  Waals.  163.  167,  267,  268 

Ventttri,  128 

Verdet,  666 

Violle,  404 

Volta,  866,  372,  378,  412,  416,  417 

Wanner,  277 

Wagner,  449 

Watt,  84 

Weber,  482 

Wehnelt,449 

Wehrsen,  869 

Weston,  890,  416 

Welsbaoh.  621 

Wheatstone.  210,  272,  400,  401,  448 
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Wimshurv t,  367,  369 

WOUaston,  687 

Younc  114,  116,  188,  660.  668.  669,  004, 
606,  607,  608,  616.  647 
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Aberration,  astronomical,  563 

chromatic,  598 

spherical.  580,  595-598 
Absolute  temperature,  206 

unite,  lOi-106.  480-482 

sero,  204 
Absorption  of  oi-rays,  507 
radiant  energy,  272,  640 
Absorbing  power,  272 
Aoeeleration,  angular,  52 

linear,  18-26,  59 
Achromatic  prism,  500 

combinations.  598 
Actinium,  504 
.  Action  and  reaction,  32 
Activity,  44 

excited,  511 
Adiabatic  processes,  283 

elasticity,  285.  520 

equation  of,  283 
Air,  manometer,  154 

pump,  mechanical,  161 

pump,  mercury,  162,  163 
Alloys,  resistance  of,  394 
Alloys  and  solutions,  217,  244,  267 
Alpha  rays,  506 
Alternating  currente,  452 
Ammeter,  390,  399 
Ampere,  the,  378,  480 
Ampere's  electrodynamic  apparatus,  466 

theory  of  magnetism,  434 
Amplitude  of  8.H.M.,  70 
Analytical  method.  37 
Aneroid  barometer,  150 
Angle  of  capillarity,  142 

critical,  600 

of  minimum  deviation,  585 

polarising,  655 
Angular  acceleration,  52 

harmonic  motion,  83 

momentum,  65 

velocity,  51 
Anion,  406 
Anode,  405 

Apparent  expansion  of  liquids,  219 
Arsgo*s  experiment,  444 


Are  lamp,  404 

Archimedes,  principle,  126,  148 

Armatures,  457 

Ascent  of  liquids  in  capillary  tubes,  142 

Aspirator,  128 

Astatic  needle,  387 

Astigmatic  pencil,  582 

Astronomical  telescope,  624 

Atmosphere,  pressure  of,  148 

Atmospheric  electricity,  370 

Atoms,  107.  201 

Attraction  and  repulsion,  electrical.  335 

magnetic,  310  ' 
Audibility,  limite  of,  529 
Aurora  borealis,  371 
Avogadro's  law,  225 
Axes  of  lens,  594 

of  orystal,  649 


Balance,  80 

torsion,  319,  348 

wheel  of  watch,  217 
Ballistic  galvanometer,  390 
Barlow's  wheel,  467 
Barometers,  aneroid,  150 

mercury,  149 
Baseball,  curve  of.  129 
Beate,  179,  185,  531,  536 
Bells,  544 

Bernoulli's  theorem,  135 
Beta  rays,  505 
Biaxial  crystals,  652 
Biot  and  Savart's  law,  381 
Black  body,  273 
Block  and  tackle,  97 
Boiling-point,  248 

influence  of  dissolved  substaiiee»x>n«  250 
Bolometer,  271 

Bourdon's  pressure  gauge.  154 
Boyle's  law,  151.  155,  157,  224 
Braun  tube,  462 
Brewster's  Law,  655 
Bridge,  Wheatotone's  210,  400 
British  thermal  unit,  227 
Buoyancy.  126,  153 
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Calorio  theory  of  heat*  190 
Calorie,  227 
Calorimeter,  229 
Calorimetry,  220 
Camera,  photographic,  025 
Capacity,  eleotroetatic,  869-atfd 

thermal,  228 

unit  of.  850.  305 
CapilUrity,  142 
Camot'a  eyele,  289-288 
Cathode  rasra,  400 
Caustic,  by  reflection,  580 

by  refraction,  505 
CaTendish  experiment,  102 
Cells,  Toltaic.  371,  873.  411^10 

secondary,  415 

standard,  415 
Centigrade  thermometer  scale.  203 
Center  of  buoyancy,  128 

gravity,  72 

mass.  67-01 

percussion,  80 

oscillation,  80 

optical.  504 
Centrifugal  couple,  73 

cream  separator,  34 

drier,  84 

force,  33,  72 
Chain  hoist.  07 
Change  of  state,  240-202  . 
Charge,  electrical,  energy  of,  347 

residual.  302 
Charles*  Uw.  222 
Chromatic  aberration,  508 
Clark  ceU.  415 

Claude's  method  of  liquefaction,  201 
Clock  pendulum,  217 
Coeflident  of  espansion,  cubical,  218 

linear,  215 
Coil,  induction,  448 
Cold  produced  by  eraporation,  251 

espansion  of  gases.  200 
CoUoids,  140 
Color.  570,  044-048 

blindness,  047 
Color  sensation,  040 
Colors,  romplementary,  040 

primary,  047 

pigment,  048 
Combustion,  heat  of,  280 
Commutator.  455 
Complementary  colors,  040 
Composition  of  foroes,  85 
Compound  microscope,  022 

pendulum,  85 

wound  dynamo,  467 
Compounds,  107 


Compressibility  of  liquids,  182 
Concave  mirror,  575 

lens,  590 
Condenser,  electrical,  801-808 

oscillatory  discharge  of,  471 
Conductance.  392 
Conduction,  electrolytic,  405 

in  gases.  480 

thermal.  202.  204 
Conductivity,  electrical,  808 

thermal,  204 
Conductors,  830 
Conjugate  fod,  573,  501 
Conservation  of  electricity,  847 

energy,  50,  277 
Constant,  dielectric,  804 
Constitution  of  matter,  100-108 
Contact  difference  of  potential,  87S,  417 
Continuity  of  state.  257 
Convection  of  heat,  202 
Convex  lens,  500 

mirror,  577 
Cooling,  Newton's  law  of,  274 
Cords,  vocal,  585 
Cornea,  018 

Corpuscular  theory  of  light,  507 
Corresponding  states,  258 
Coulomb's  balance,  810,  848 
Coulomb's  law,  electro-static,  848 

magnetic,  318 
Coulomb,  the.  870,  480 
Coulometer,  411 
Couples.  71.  73 

Couple,  thermo-.  271.  410-424,  038 
Critical  angle,  000 

pressure,  250 

temperature,  254,  250 
.  volume.  250 
Cryohydrate,  244 
Ciystalloids,  140  « 

Crystals,  biaxial,  052 

positive  and  negative,  052 

uniaxial.  052 
Current,  the  electric,  871 
Currents,  action  of  magnets,  on,  404 

alternating,  452,  444 

Foucault,  or  eddy,  444 

primary  and  secondary,  480 
Curvilinear  motion.  18 
Cyclic  operations,  285 
Cylindrical  lens,  508 

mirror,  581 


Damping,  380 

DanieU  cell,  418 

D'Arsonval  galvanometer,  888 
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Davy's  axpeiimMit  on  ihm  natim  of  hMt» 

SOO 
D«alinatioii,  magnetio,  830 
Degrees  of  freedom  of  a  body,  7 
Degree,  temperature,  308 
Density,  108 

of  ewth,  103 

of  water,  221 
Depression  of  freesing  point,  342 
Derived  units,  dimensions  of,  104 
Deviation,  685 
Dewpoint,  248 
Diauam  of  work,  42 
Diamagnetic  subetanoes,  818,  488 
Diehromatism,  645 
Dieleetrio,  844 

constants,  364 
Diesel  motor,  802 
Diffraotion,  106,  600 

grating,  616 
Diffusion  of  gases,  168 

ions,  496 

Uquids,  146 

metais,  108 
Diffudvity.  146 
Dimensional  formula,  105 
Dimensions    of    eleotrioal    and    magnetic 
units,  480-482 

of  uniU,  104 

mechanioal  units,  104-106 
Dip,  880 

Direct  vision  prism,  600 
Direction  of  sound,  630 
Discharge  of  oondenser,  471 

in  gases,  489 
Disintegration  tlieory  of  radioactivity,  613 
Disk  dynamo,  448 
Dispersion,  686,  689,  667-669 
Dispersive  power,  687 
Displacement,  8-10,  70 

angular,  51 

of  spectral  line,  648 
Dissociation,  electrolytic.  344,  407 
Doppler's  effect,  530,  643 
Double  refraction,  649-666 

produced  by  strain,  660 
Drum  armature,  457 
Ductility,  130 
Dutch  telescope,  634 
Dynamics,  6,  36 

Dynamo-electric  machines,  455-460 
Dyne,  81 

Earth,  density  of,  103 

inductor,  463 
Earth's  magnetism,  339-834 
Echo,  547 


Sddy  eanents,  444 
BlBelenoy,  94 

of  Camot's  eyde,  288 

steam  engine,  298 
Binthovea  galvanometer,  389 
Bffloz  of  gases,  168 
Elastic  fatigue.  119 

limit,  118 

waves,  187 
Elasticity,  46, 110 

modulus  of,  118 

of  gases,  168,  285 

Uquids,  182 

volume,  of  solids,  113 
Electric  current,  371 

unit,  878 

field,  348 

Unes  of  foroe,  848 

oseillations,  470-480 

quantity  unit,  879 

wave  telegraphy,  477 
Electrical  machines,  857 

potential,  361-363 

units,  480-482 

waves,  470-480 
Electricity,  theories  of,  838 
Electrification  by  induction,  837 
Eleetro-ehemical  equivalent,  409 

djmamics,  468-470 

dynamometer,  466 
Eleetrc^magnetic  induction,  437 
theory  of  light,  474 
units,  378,  480-482 
waves  along  wires,  476 
waves,   reflection   and   refraction 

of,  478 
wavce,  stationary,  476 
Electromotive  force,  872,  890 

units  of,  890 
Electrons,  107,  201,  268,  839,  347,  888,  402. 

406,  411,  434,  493,  605 
Electro-static  induction,  837 
machines,  367 
units,  848.  481-484 
Electrodes,  406 

polarisation  of,  407 
Electrolysis,  406, 
Electrolyte,  378,  406,  409 

dissociation  of,  407 
Electro  magnet,  424 
Eleotrometera,  364-866 
Electromotive  force,  872,  890 
Electrophorus,  866 
Electroecope,  gold  leaf,  339 
Elements,  107 

Emanations  from  radio-active  bodice,  610 
Emission  of  radiant  energy,  272 
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Emianon  theory  of  light.  507 

BmiMiTity,  273,  641 

Energy.  40-61.  77.  80.  M.  118 

oonsenrfttion  of,  61,  279 

Unetie,  44,  201 

of  ehftrge.  847.  866 

of  rotation,  63 

potentiid,  47.  201 

rMiuuit,369 
Engine,  internal  oombustion,  300 

■team.  296-200 

turbine,  299 
Entropy,  292-294 
Equation  of  state,  213 
Bqnilibrimu  of  a  body,  78-78 

of  a  partide,  89 

■table  and  unstable,  76 
Equipotential  ■urfaoea,  861 
EquiTalant  alr>path,  691 

eleetra-ohemioal.  409 
Erg,  42 

Ether,  the,  671 
Ettteotio  alloy.  244 
Exchanges,  theory  of,  270 
Exdted  radioaetlTity,  611 
Ezpanei<m,  absolute,  of  mercury,  219 

liquids,  218 

of  gases,  222,  238 

of  solids,  214-218 

real  and  apparent,  219 
Swing's  model  of  magnet,  312 
Eye,  617 

pieces,  622 


Force,  parallelogram,  86 

unit  of,  30 
Forces,  compodtion  of,  36 

conservative,  60 

molecular,  107 

moment  of,  62 

paraUd,  69 

paralldogram  of,  35 

polygon  of,  36 

resolution  of,  36 

resultant  of,  36.  68 

triangle  of,  36 
Fortin's  baron^eter,  150 
Foucault's  currents,  444 

measurement  .  of    vdodty    of    light, 
664 

prism,  668 
Fourier's  theorem,  186 
Fraunhofer  lines,  687,  641 
Frsedng  point,  241 

depresdon  of.  244 
influence  of  pressure  on,  241 
Frequency  of  notes,  628 

of  waves,  182 
Fresnd'a  experiments  on'  the  interference  of 
light,  604 

rhomb,  663 
FriabiUty,  120 
Fiictton,  static,  88 

kinetic.  91 

rolling,  92 
Fudon,  241 

heat  of,  244 


Fahrenhdt's  thermometrio  scale,  203 
Farad,  the,  866 
Faraday  disk  dynamo,  443 
Faraday's  induction  experiments,  437 
Faraday's  ioo-pdl  experiment,  346 
Faraday's  laws  of  dectrolyds,  409 
Fatigue,  elastic,  119 
Ferromagnetic  substances,  318,  433 
Fidd,  electric,  343,  368,  369 

magnetic,  312,  816,  320,  436 

magnets,  466 
Fiseau's  measurement  of  the  velocity    of 

light.  664 
Flexure,  116 
notation,  184 
Fluids,  106,  120-132 
Fluorescence,  633,  648 
Food  lines,  681,  697 
Fod,  conjugate,  673,  591 
Focus,  194 
Foot-pound,  42 
Force,  26^0,  79 

centrifugd,  33,  72 


Qaede  air-pump,  162 
OaUliean  telescope,  624 
Qdvanometer,  D'Arsonvd,  388 

ballistic  890 

Broca,  887 

Einthoven,  389 

Thomson,  886 

tangent,  884 
Oammarays,  608 
Oas  law,  223 

perfect,  223,  291 

thermometer,  202 
Gases,  148-163 

diffudon  of,  168 

efflux  of,  168 

expandon  of,  222,  238 

kinetic  theory  of.  166,  233 

liquefaction  of,  268 

perfect,  223,  291 

spedfic  heat  of,  233 

thermd  conductivity  of,  267 

vdod^  of  sound  in,  519,  645 

visoodty  of,  164 
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Qaum,  th«,  820 
Ooldleaf  elagtroMope.  839 
Qramma  arnuktiire,  407 
Qnph  of  A  Telodty,  14 

work  dona,  43 
Qratinff  diflfnetion,  010,  029 
OmTitotion,  99,  104 
QnTitational  watm,  192 
Omvity,  46 

oMitor  of,  72 

▼alne  of  «t  different  latitudes,  22 
Gyration,  tmdixm  of.  64 
Q/roeeope,  87 


120 

Harmonioi,  888 
Heat,  absorption  of,  272 

eapaeitj,  228 

oondnotion  of,  JM4 

oonToetion  of,  202 

emiaaion  of,  272 

engine,  296 

mechanioal  equivalent  of,  227,  277 

of  oombufltion,  239 

of  fusion,  244 

of  Taporiiation,  280 

radiation  of,  269 
Heat,  speoifie,  227 

unite  of,  220 
Heating  by  eleotrio  currents,  402-406  / 

Height  by  barometer,  151 
Helium,  liquefaction  of,  202 
Helmholts's  equation,  440 
Henry,  the,  447,  481 
Herts's  experiments,  478 
Heusler's  alloys,  435 
Homooentrio  pencil,  682 
Homogeneity,  109 
Hooke'sUw,  112 
Hope's  experiment,  220 
Horse-power,  44 
Humidity  of  air,  247 
Huyghens'  principle,  671 

ware-enrfaoe  in  uniaxial  crystals,  662 
Hydraulio  press,  126 

ram,  188 
Hydrogen  thermometer,  203 
Hjrdrometers,  188 
Hygrometry,  248 
Hysteresis,  436 


Ice,  lowering  of  melting-point  of,  by  pree* 

sure.  241 
Iceland  spar,  649 
Ice-pail  experiment,  346 


Images  by  lens,  694 

by  mirrors,  674,  679 
Impact,  oblique,  117 

of  elastic  bodice,  116 
Impedance,  461 
Impulse,  82 

Incandescent  electric  lamp,  403 
Inclination,  830 
Inclined  plane,  98 
Index  of  refraction,  682,     688 

measurement  of,  686,  586 
Indicator  eard,  296 
Induced  charge,  448 

current,  487,  443 

dectremotive  force,  442,  450 
Induction,  coil,  448 

deetromagnetic,  437 

coU,  Tesla,  460 

electrostatic,  887 

magnetic  817 
Indnctire  capacity,  specific,  364 
Inductor,  earth,  462 
Inertia,  27 

moment  of,  64-67 
Insulators,  836 
Intensity  of  light,  659 

magnetic  field,  820,  331 

magnetisation,  426 

ware  motion,  197 
Int^erenoe  of  wayee,  184 

light,  669.  604-609,  660 

sound,  636 
Interferometer,  Michelson's,  629 
Intermediate  magnetic  poles,  818 
Internal  energy,  202,  261,  281 
Interrals,  musical,  631 
Interrupter,  Wehnelt,  449 
Invar,  217 
lonisation  by  a,  fit  eud  y  rays,  602-606 

collision,  499 

flames,  602 

hot  metals,  601 

EOntgen  rays,  496 

ultra-yiolet  Ught,  602 

theory  of  gases,  498 
Ions,  406,  498 

charge  on,  410,  600 

diffusion  of,  499 
Irradiation,  620 
Irrational  dispersion,  689 
Irrerersible  cycle,  289 
IsoeUnic  lines,  881 
Isodynamio  lines,  333 
Isogonic  lines,  331 
Isothermal  curree,  226,  264 

process,  281 
Isotropy,  109,  216 
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J«r,  h&ydma,  861 
Joule,  the,  43,  891 

Joule's  determination  of  meohanioel  equire- 
lent,  377 
expeiimente  on  the  ezpanaion  of  geeee, 

335,338 
Uv,  408 

Kater't  pendnlom,  80 

Kathode,  406 

Kation,400 

Kelvin'e  abeolnte  eeale  of  temperature,  300 

Kepler*!  Uwa,  100 

Kerr's  experiments  on  double-refraotion  in 

die]eotriQa,006 
Kinematics,  6 
mneties,8 

Klnetie  energy,  44,  68,  06 
Kinetie  theory  of  gaees,  166,  301 

matter,  108,  301,  307 
Kirohhoff's  law  of  radiation,  378,  041 

laws  of  eleetrie  eirouits,  308 
Kite,  87 
Knndt's  method,  645 

Lambert's  Uw.  601 
Lamp,  are,  408 

inoandesoent,  408 
Laplaee's  oaleulation  of  velodty  of  sound  in 

gases,  630 
Lantern,  proieetion,  037 
Law,  phjrsioatO 
Leelaneh4  oell,  414 
Length,  units  of,  8 
Lens,  600-600 

aehromatie.  608 

axes  of,  604 

eyiindrioal,  608 
Lena's  law.  440 
Lerel  of  sorfaoe  of  fluid,  134 
Lever,  04 
L^den  Jar,  861 

separable,  363 
Ught,diflraotion,600 

dispersion  of.  686,  689.  667 

double  refraotioa  of,  64^-000 

emission  theory,  607 

intensity  of,  669 

interferenee  of,  609.  004-609,  660 

MazweU's  theory  of,  474 

polarised,  04^-666 

refleetion  of.  667,  67»-683» 

refraetion  of,  669,  583-690 

sourees  of,  664 

total  reflection,  699 

▼eloeity  of  ,  663-666 

wave  theory,  668 


Ught,  wave  length,  670,  616 
Lightning  rods,  870  § 

Limits  of  audibility,  630 

elastioity,  118 
Linde's  method  for  liquefaction  of  gases,  860 
Linear  expansion,  314 
Lippmann's  oolor-photography,  609 
liquef^etion  of  gsses,  368 
Liquids,  183-148 

eomprsssibility  of,  183 

elastidty  of,  183 
Liquids,  Telooity  of  outflow  of,  186 

sound  in,  645 
Lissajous'  flguree,  181,  185 
Lloyd's  mirror,  604 
Lodestone.  809 
Loop,  191 
Loudness,  637 
Lumineeoenoe,  641 
Luminoeity,  standards  of,  631 
Lummer-Brodhun  photometer,  631 

Machines,  simple,  93-99 

dynamo-electrical,  456-460 

electrical,  857 
Magnetic  attraction  and  repulsion,  310 

maps,  831 

effect  of  current,  374-383 

field,  813,  316.  330.  436 

measurement  of.  333-329 
intensity  of,  830,  831 

flux.  430 

induction,  438 

lines  of  force,  813,  330 

moment,  333 

pole,  809 

pole  unit,  819 

rotation  of  plane  of  polarisation.  066 

shielding,  433 

substances,  317 
Magnetising  force,  431 
Magnetism,  809 

induced,  317 

terrestrial.  389-684 
Magnetisation,  method  of,  316 

currcs,  436-436.  468.  453 
Bffagneto-electric  machine,  466 
Magnetometer,  337 
Magnets,  300 
Magnification,  580 
Malleability,  120 
Manometer,  164 
Masa,  36-34 

center  of,  57-61 

units  of,  38 
Matter,  1,  106 

eUtes  of,  106 
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Mftximum  tluiiiieineUr,  909 
MaxwqU's  eUetro-macn«tie  thaory  of  light, 
474 

Measurements,  optiosl,  017 
Meehaaioal  equivalent  of  heat,  227,  277 
Meltinc-point,  241 

depression  of,  produeed  by  die* 

solved  substanees,  944 
inflnenoe  of  pressure  on,  241 
Meronry  pump,  162 

thermometer,  207 
Metaoenter,  185 
Meter,  8 
Method  of  eontinnoui  flow,  232 

of  mixtures,  229 
Miohelson's  interf  o-ometer,  620 

measurement  of  the  velocity  of  light, 
664 
Microsoope,  compound,  622 

simple,  620 
Minimum,  deviation,  686.  603 
Bfinimum  thermometer,  200 
Mirage,  601 
Mirrors,  eonoave,  676 

oonvez,  677 

eylindrieal,  681 

hyperboloidal,  682 

paraboloidal,  682 

plane,  672 

rotating,  667 

spherical,  aberration  in,  680 
Mixturce,  method  of.  heat.  220 
Modulus  of  elasticity,  113.  163 
Molecules,  107.  201 
Molecular  forces,  139,  239 

theory  of  heat,  201 
of  magnetism,  311 
Moment  of  a  force,  62-68 

inertia,  62-68,  86 

magnet,  322 
Momentum,  29 

angular,  66 
Moon,  motion  of,  100 
Motion,  curvilinear,  13 

in  a  eirde,  28,  80 

Newton's  laws  of,  26 

simple  harmonic,  78,  177 

uniformly  accelerated,  19 
Motors,  electric,  468 
Multiple  image  formed  by  mirrors,  674 
Musical  intervals,  631 

seals,  631 

Needle,  asUtic,  387 

dipping,  830 
Nsrnst  lamp,  408 


Neutral  point,  419 

Newoomb's  measurement  of  the  velooity  of 

light,  664 
Newton's  emission  theory,  667 

law  of  eooling,  274 

law  of  gravitation,  99 

laws  of  motion,  26-33 

rings,  606 

telesoope,  626 
Nicholson's  hydrometer,  133 
Nicol's  prism.  668 
Nodes  and  loops,  191 
Notes,  musical,  frequency  of,  528 

Occlusion  of  gases,  157 
Octave,  531 

Ohm,  the,  892,  396,  480 
Ohm's  law.  391,  407 
OU  immersion.  697 
Opacity,  558 
Optical  eenter,  594 

instruments,  617 
Organ  pipes,  641HM3 
Oscillograph,  461 
Oscillation,  eenter  of.  86 
Oscillatory  discharge,  470 
Osmosis,  147 
Overtones,  633,  637,  642 

Paraboloidal  mirror,  682 
Parallel  forces,  69 
Parallax,  665 
Parallelogram  method,  10 

of  forces,  36 
Paramagnetic  bodies,  318,  433 
Pascal's  principle,  125. 148 
Peltier  effect,  422 
Pendulum,  compound,  85 

double,  181 

Eater's,  86 

simple,  82 

torsion,  84 
Penumbra,  656 
Percussion,  86 
Period,  78 

of  8.  H.  M.,  81 
Periodic  motion,  78-88 
Permeability,  magnetic,  430 
Phase,  of  8.  H.  M.,  81,  178 
Phonodeik,  522 
Phonograph,  626 
Phosphorescence,  649 
Photoelectric  effect,  601 
Photographic  camera,  625 
Photography,  color,  609 
Photography  of  sound  waves,  622,  646 
Photometry,  660,  631 
Piesometer,  138 
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Pfgment  oolon,  048 
Pinhole  imaget,  5M 
PipM,  organ,*  641-643 
Piteh,528 
Fitot  tube,  187 
Plastidty,  120 
Platoi,  thiok,  608 

thin,  oolon  of.  606 

vibrations  of,  644 
Platinum  thermometer,  210 
Polarisation  of  electrodes,  407 
Polarised  light,  64»-666 

rotation  of  plane  of,  668-666 

waTSS,  183, 100 
Polarisoope,  668 
Polarising  angle,  666 
Poles,  intermediate,  318 

magnetio,  of  the  earth,  320 
of  a  magnet,  300 
Poloninm,  604 

Porona-plog  experiment,  338,  202 
Position.  7 
PodtiTe  erystal,  662 
Potential,  eleotrioal,  840-363 

energy,  47,  78 

of  eleotrie  eharge,  847,  866 
Potentiometer,  300 
Povndal,  31 
Power.  44 

Praotioal  system  of  electriosl  units,  480-482 
Precession.  87 
Pressure,  eifeet  on  fusion,  241 

exerted  by  a  fluid,  121.  187 

gauge,  164 

of  gases,  212 
Pressure  of  the  atmosphere,  148 

within  a  soap-bubble,  144 
PreTosA's  law  of  exchanges,  271 
Primary  colors,  647 
Prism,  686,  60O 

Fouoault,  668 

minimum  deriation  of.  685 

Niool's,  668 

uniarial,  662 
Projectile.  22 
Projection  lantern,  627 
Pulley,  06 
Pumps  for  gases,  161-163 

Uquids,  160 

mercury,  162 
Pyrometry,  optical,  276 

radiation.  276 

Quadrant  electrometer,  354 
Quality  of  sounds,  526,  532 
Quantity  of  heat,  236 

Rftdiaot  energy,  emission  of,  272 


Radiant  energy,  absorption  of.  272,  640 
Radiation.  260,  260-277,  668 

law  of,  636 

pyrometry,  276 
Radio-aotire  substances,  615 
Radiomiorometer,  423 
Radium.  604 
Radius  of  gyration,  64 
Rainbow.  602 

Ratio  of  StMdfic  Heats,  237,  284,  520 
Rays,  a,  fi,  and  y,  504 

cathode,  400 

R6ntcen,403 
Rectilinear  propagation  of  light,  554 
Reeds,  648 
Reflection  at  a  plane  surface,  572 

laws  of,  567,  678 

of  electromagnetic  waTss,  474 
Reflection  of  light  wares,  572 

radiant  heat,  260 

of  sound  warss,  523 

of  wares,  188 

phase  change  in,  180, 100.  607 

seiectiTe.  668 

total.  500 
Refraction  of  light.  550.  582 

wares.  103 
Refractirc  index.  582,  588 

measurements  of,  585,  586 
Regeneratire  methods  of  liquefaction,  260 
Residual  charge,  362 
Resistance,  electrical.  301 

specific.  803 

standards  of,  305 

temperature  ooefficient  of,  305 

thermometen,  305 

units  of,  802 
Reristanoss  in  series  and  parallel,  807 
Resistirity.  303 
Resolring  power,  614.  617 
Resonance.  540,  544 

electrical,  478 
Reeonator,  Herts.  473 
Resonators.  540 
Restitution,  coefficient  of.  116 
Resultant  of  forces  on  a  body,  68-73 

on  a  particle,  35-30 
Rererberation.  547 
Rerersal  of  spectral  linee.  641 
Rerendble  processes.  285,  203 

efficiency  of.  288 
Rigidity,  simple.  113 
Ripples,  108-106 
Rods,  rifaration  of,  543 
Rogel's  spiral,  467 

R6mer,  determination  of  the  rdodty   of 
Ught.  662 
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RAntfMi  nyi,  408 
Rotation,  e,  51-66,  ei,  06 

of  iilane  of  polmrintio&,  66S-666 
RowUuMl'a  ezpolmant  on  movlnc  ehwge, 
388 
meMurtmtnt  of  the  meehanlMl  eqniya- 
lent  ef  baat,  370 
Ramford'a  ozporiment   on   the   nature   of 
heat,aOO 

Saoohnrimetry,  666 

SMl-boet,  87 

Saturation  current  in  gasee,  407 

eurre,  846 
Soalar,  11 

Soalee,  mueoial,  681 
Screw,  08 
Second  of  time,  18 
Secondary  oella,  416 

current,  480 
Self-induction.  445 
Shadow*.  664 
Shear,  110 

modulua,  114 
Shunte,  808 
Siemena  armature,  467 
Simple  harmonic  motion,  78-86 

oompoaitipn  of,  178-181 

pendulum,  82 
Since,  curve  of,  182 
Siphon,  160 

barometer,  150 
8iren,620 
Sky  oolor,  646 
Solar  cpectrum,  642 
SoUde,  106,  100-120 

thermal  conductivity  of,  268 
Solenoid,  876,  870 
Solutions,  freeiing  point  of,  244 
Sound,  difiFraotion  of,  626 

direction,  626 

interference  of,  636 

reflection  of,  628 

refraction  of,  624 

velocity  of,  610-521 
Spar,  Iceland,  640 
Spark  discharge,  480 
Specific  gravity,  108 

heat,  227 

measurement  of,  230 
water,  228 

heats,  difference  of,  of  gases.  236 
ratio  of,  of  gases.  237 

inductive  capacity.  864 

resisUnce,  808 

volume,  221,  260 
Spectra,!870.  276,  686,  631-644 


Spectroeoope,  627 
Spectrum,  686 

distribution  of  energy  in,  276,  636 
Speed,  11,  14 

Spherioal  aberration,  680,  606-608 
Spring,  48,  70 
Stability  of  flotation.  184 
Standard  temperatures,  212 
Standards  of  luminosity,  681 
Statics,  6 

Stationary  waves,  100.  600 
Steam  engine,  206-300 
Stefan's  law,  274 
Storage  cell,  416 
Strain,  110 
Stress,  111 

Strings,  vibration  <^,  536 
Sublimation,  262 
Superheating,  208 
Surface  tension,  180- 145 
Susceptibility,  426 

Tangent  galvanometer.  884 

law,  826 
Telegraphy,  wireless,  477 
Telephone,  462 
Teleecope,  astronomical.  624 

Oamean,624 

reflecting,  626 
Temperature,  202,  20^ 

abaolute  scale,  of.  200 

critical,  264 

gradient,  264 

standard,  202 

seroof,  206 
Tension  of  vapor,  246 
Terrestrial  magnetism,  320-334 
Tesla  induction  coil,  450 
Theory,  kinetic,  108.  155.  201,  405 
Thermal  unit,  326 

conductivity,  264 
Thermo-dynamic  surfaee,  260 
temperature,  800 

dynamics,  first  law  of.  281 
second  law  of,  288 

electric  power,  421 

electricity,  410-424 
Thermometer,  gas,  208-207 

maximum  and  minimum,  200 

mercurial,  207 
errors  of,  208 

platinum,  210 

thermoelectric,  211 
Thermometric  scales,  202 
Thermometry,  218 
Thenaopile.  871,  482.  688 
Thick  plates.  606 
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ThlB  plfttoi,  005 
Thompion  effect,  423 

giJyanometer,  886 
Tides,  108 
Time,  unite  of,  18 
Tonee,  quality,  820,  832 
Toeplw's  eleetrostetie  mAohine,  887 
TonioeUi'a  ezperiment,  149 

theorem,  180 
Tonion,  114 

belAnee,  819,  848 

eonstant  of,  84 

pendulum,  84 
Total  refleetion.  609 
Tounnaline,  062 
Tnuiaf  onnen,  467 
Tranaltlon  layer,  001 
Tranalation,  0,  01,  00 
Traiialnoeiloy,  668 
Transmitter,  telephone,  402 
Tranaparenoy,  668 
Triani^  method,  9 
Triple  point,  268 
Tunint-fork,  644 
Turbinea,299 


Umbra,  666 
Uniaiial  eiyetale,  062 
Unit  of  eapadty,  869,  806 

eurrent,  878 

eleetromotive  f oroe,  890 

force,  80 

heat,  220 

inductance,  447 

lencth,  8 

man,  28 

pole  strength,  819 

potential,  862,  890 

power,  44 

quantity,  862.  878 

redstanoe,  892 

time,  13 

work,  42 
Units,  absolute  system  of,  104-106 

deriTcd,  104 

electrioal  and  macnetic,  480-482 

fundamental,  104 
Van  der  Waal's  lawJ68,  267 
Vaporisation,  246 
Vaporisation,  heat  of,  260 
Vapor  pressure  or  tension,  246 
Vector.  10 
Veloeity,  angular,  61 

oT  light,  602-600 

linear,  11-18,  60,  80 

outflow  of  liquid,  130 

sound  in  air,  619 

in  gassi,  effect  of  tempera- 
ture on,  621 


Velocity,  sound  in  liquids,  646 
^brations  of  bells.  644 

colli mne  of  gas,  689 

rods.  648 

strings,  680 
^^scosity,  180, 164 
ViaibiUty.  667 
Vision.  019 
Voice,  636 
Volt,  891,  480 

Voltaic  oeU,  371,  373,  411-419 
Voltameter,  411 
Voltmeter.  399 

Volume,  change  of,  during  fusion,  243 
Vowel  characteristios,  636 

Water,  expansion  of,  220 

speoific  heat  of,  228 
Watt's  governor,  84 
Watt,  the.  44 
Wave,  electric  470-480 

heat,  170 
Ware  amplitude,  182 

damped,  197,  478 

energy  and  intensity,  197 

frequency,  182 

front,  060 

length,  182,  040,  042 

motion,  178 

surface,  in  uniarial  crystals,  061 
Waves,  interference  of,  184.  196 

longitudinal.  175,  188 

on  cords,  174, 180 

polarised,  183,  180 

reflection  of,  188,  198 

refraction  of,  193,  196 

stationary,  190 

transverse,  176 

on  surfaoe  of  liquids,  191 
Wehnelt  interrupter,  449 
Weight,  81 
Weston  ammeter.  890 

cell.  416 
Wheatstone's  bridge.  210.  272.  400 
Wheel  and  axle,  96 
Wimshurst's  machine,  867 
Wireless  telegraphy,  477 
Work,  40-61,  03,  238,  288,  277 

by  a  piston.  129 

diagram  of.  42 

unit  of.  42 

Yard,  8 

Young-  Helmholts  theory  of  color,  047 
Young's  exi>eriment  on  light,  609 
modulus,  114 

Zero,  abeolute,  290 

gas  thermometer,  204 
Zeeman  effect,  000 
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